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PKEFACE. 



91 object of this Guide is to group into seotions and Bubdiviaiona 
I pricLcipal books in the English language treating of technical 
1 commercial aubjecte. The growth of teohnioal education baa 
Ated a demand for books covering a wide range of technology ; 
teierto the inquirer has had to search through various catalogues 
: book on any given subject. This Guide enables him to see 
glance all the books of any standing dealing with nearly every 
ofession and iadustry. 

I As far as possible, only books in print are given, but a few 
8 may have gone out of print while this volume has been 
lEig through the press. The bibliographical detaUs refer to 
I latest edition of each book, and where American books are 
n this country, the name of the British firm holding atook 
given and the letters " U.S.A. " designate it as an American 
Owing to the large range e.' subjerhe dedl' with, 't haa 
1 impossible to enter a book undar mure tlian one heading, but 
B index will frequently form the quickfcs.t: meins of tracing books 
on any particular subject. The sijies of the v 
approximately as follows ; — 



Folio 14 X 10 mohes. 
Quarto 12 x 9 inches. 
Royal 8vo 10 x 6 inches. 
Medium 8vo 9J x 6 inches. 



Demy 8vo 8^ x 5| inches. 
Crown 8vo 7^ x 5 inches. 
12mo 7x4 inches. 
16mo B^xi inches. 



The year given is that appearing on the title page of the last 
edition and where no place is given after the publisher's name, 
London is understood. 

Subjects not dealt with in this Guide are Medicine, Law 

and Dentistry, but books on Pharmacy, Hygiene, Hospital and 

J Veterinary work, Commercial and Industrial Law find a place. A 

I eeotioQ relating to Education and Methods of Teaching has been 
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incliided, but it has been found impossible to name all the school 
books now in print. 

My thanks are gratefully rendered to all the publishers who 
have kindly allowed me to see their books, and to the gentlemen 
who have read the proofs of sections relating to professions or 
industries in which they were specially interested. I am also 
indebted to the English Catalogue, the Publishers* Circular 
(London), and the Publishers' Weekly (New York), and the 
excellent library of the Patent Office, London, for the dates of 
publication of many of the books. 



B. G. 



19 LuDOATB HniL, London, E.G. 
September, 1904. 



•••••• • • • • • I 

• •••• ^v •••• 

•• •• 



• 



• • 



z: 



• 



•••• 



• • • I .* ••• ••• • 



CONTENTS. 



Section 1. 
AGRICULTURE AND FARMING. 

PAGE 

Agriculture — Elementary - - - 1 

— Advanced 1 

— Tropical 1 

Agricultural Chemistry - - - 1 

— Holdings Act - ... 2 

— Law ------ 2 

— Rates Act 2 

Bee-keeping 2 

Cattle— Live Stock .... 3 

Pigs 3 

Sheep 4 

Cpop8--Soils 4 

Dairy Chemistry .... 4 

— and Dairy Work - - - - 5 

Farming 5 

Farm Buildings and Implements - 6 

— Book-keeping, Insurance, Sur- 

veying and Valuing ... 6 

Feeding Animals, Pastures - - 6 

Ferrets, Goats, Hares, Rabbits - - 6 

Forestry -.-... 7 

Fruit Growing 7 

Grapes 8 

Insects and Vermin - - - - 8 
Irrigation, Land Drainage - - - 9 
Manures, Fertilisers - • - • 9 
Poultry Farming and Game Pre- 
serving—Poultry - - - 10 
Poultry l^eases - - - .11 

Turkeys 11 

Game 11 

Tobacco Cultivation - - - .11 



Section 2. 

AIR, AERIAL NAVIGATION. 

Air — ^Analysis and Uses . . . 
Aerial Navigation, Kites ^ 



11 
11 



SionoN 3. 
ARCHITECTURE AND BUILDING. 

Architecture 12 

Dictionaries, Encyclopaedias • - 12 
Dnwing, Designing • - - - 12 



PAGE 

Gothic Architecture - - - .13 

Home Architecture - - . - 13 

Mechanics, Stresses - - - - 13 

Specifications, P^ice Books - - 14 

Bricklaying, Plastering - - - 14 

Building Construction - - - 14 

— Law 16 

— Materials 16 

— Stones, Masonry - - - - 16 
Cement, Concrete, Lime - - - 17 

Churches 17 

Cottages, Dwelling-houses, etc - - 18 

Estimating, Price Books - - - 18 

Fire Protection 19 

Foundations, Shoring - - - 19 

Handrailing and Staircases - - 20 

Lightning Conductors - - - 20 

Public Buildings . - . . 20 

Roofing, Chimneys - - - - 20 



Section 4. 

ART. 

General 21 

Artistic Anatomy - - - - 21 

Colour Theory 22 

Design 22 

Drawing 23 

Lettering 24 

Modelling 24 

Ornament 26 

Painting 26 

Perspective 26 



Section 5. 

ARTS AND CRAFTS, AMATEUR 
WORK. 



General 

Firework-making 

Taxidermy 



\ 






26 
27 
27 



- 'E^ 



▼1 



CX)KTBNTS 



Sbotion 7. 
BANKING 



PAOK 

- 28 



Section 8. 

BOOK AND NEWSPAPER PRODUC- 
TION, PAPERMAKING, PRINTING. 

Authorship 29 

Advertising 29 

Bookbinding 29 

Bookselling 30 

Catalogues of Books • . - . 30 

Copyright 30 

Electrotyping and Stereotyping - - 80 

Engraving, Etching - - - - 30 

Illustration 30 

Journalism 31 

Libraries, Care of Books - - - 31 

Lithography 31 

Newspapers 32 

Papermaking 32 

Press Directories - - - - 32 

Printing, Typography - - - 32 

Process Work 33 

Publishing 33 

Stationery 34 

Section 9. 

BREWING AND DISTILLING. 

Alcohol 34 

Brewing 34 

Fermentations, Mycology - - - 34 

Hops - 35 

Licensed Victuallers - - - - 36 

Wines and Spirits - - - - 35 

Section 10. 

CABINETMAKING. 

Cabinetmaking 36 

French Polishing, Wood Finishing - 37 

Upholstering 37 

Section 11. 

CALCULATORS, RECKONERS. DIS- 
COUNT . TABLES. 

Calculators and Ready Reckoners - 37 

Discount and Interest Tables - - 38 

Wages and Hours Calculators - - 39 

Section 12. 

CARPENTRY AND JOINERY. 

General 39 

Fretwork, Wood Carving, Marquetry 40 

Picture Frames, Moulding, Turning - 40 

Section 13. 

CHEMICALS, CHEMISTRY. 

Alkalies 41 

Ammonia, Coal Tar Distillation - 41 

Arsenic 41 



Chemical Analysis ... 

— Arithmetic, Calculations, Tables 

— Directories - - - - 

— Engineering, Laboratory Fitting 

— Technology - - - . 
Chemistry--4Greneral - 

— Inorganic .... 

— Organic .... 

— Physical and Thermal - 

— Practical - . . - 
Electro-Chemistry and Electrolysis 
Essential Oils, Perfumes - 
Pharmaceutical and Drug Trades 

— Chemistry 




Pharmacy Students' Manuals - 
Prescribing, Compounding, Dispens 

ing Formulas - 
Poisons, Legal Chemistry - 
Sulphuric Acid - - - - 
Theory of Solubilities 
Waste Utilisation ... 
Year Books and Directories 



PAGE 

- 41 
• 43 

- 43 

- 43 

- 43 

- 44 

- 46 

- 46 

- 46 

- 46 

- 47 

- 47 

- 48 

- 48 

- 48 

- 49 

49 
49 
49 
50 
50 
60 



Section 14. 
COACHBUILDING. 



General 

Painting 

Trimming 



50 
50 
50 



Section 15. 



COMMERCE, BUSINESS. 

General 50 

Accounts, Auditing, Book-keeping 52 

Commercial Arithmetic - - - 53 
Commercial Correspondence — 

English 53 

Foreign 53 

French 54 

German 54 

Italian 54 

Spanish 54 

Commercial Dictionaries, Year Books 54 

— Education 55 

— Geography 55 

Companies 55 

Export, Shipping - - - - 57 

Partnership 57 

Trusts, Combinations - - - 67 

Section 16. 

DAMS, DOCKS, HARBOURS. 

Dams 67 

Docks, Harbours, Lighthouses - - 58 

Section 17. 

DOGS - - - 58 

Section 18. 

DOMESTIC ECONOMY, COOKERY, 
DRESSMAKING. 



Cookery 
Domestic Economy 



59 
59 



I^rassmBklng, Needlework 
Embroidary, I*™, Fsncy Work 
lAoadiy . - - . - 
MHIinerr, Btrawa 
Tailoring 

Seotioh 19. 
ELECTRtCITY. 
AltemBtiiiB Canenls - 
Armalnra Wini" 
BatturieB - 
Central Statina. 
Dii^ODanes 
Direotoriw 
Drnamos - 
Eilectrioity — Gsnontl - 
— and Msgnetii" 
Electric Beli 
Electrical Ens 



EnRiaeering 



Blectrio H 

— Ligbting 

— Traction 
Electrlcit; in Mining - 
EUectn^atinf; - 
TDduction Coils - 
Hagnets 
Haasnramsnta - 
Motora nnd MoliTe Power - 
Pocket-books. Rules, Tablua 
Itoentgea RAjra - 
Telegraphy 
TelepboDeB 

Testing . . . - 
To; and Model-making 
TFansiDiHsion and Distribution 
Wiraleas Telegmpliy - 
Wiring .... 



B Seohoh 21. 

BNOlNeiSBIMG, METAL WORK, 
HARDWARE 

Architectural EnginBOring- 
Bell-banging 

Blacksniithiug, Horse -a hoeing 

Wrougut Ironwork 
Boilers 
Bridges 

Calcnlns, Iiogarithnis 
Chains, Cables - 
Chemistr; ofEnginee' 
Civil Eagineering 

Cranes 

Dicttonnriie, Dtrector: 



GslTanising, Tinning - 



Gbb, Oil and Air Engines - 

Gearing 

Qunn, Piatols, Rifles ■ 

Hardware - 

Hydraulic Bugineeriny 

Injectors . 
Iron aud Steel - 
Ironfo undine 
Japanning, Lsuqueriug. R 
Lathes, Tools - 
Locomotives, TraotioB Bnj 
Machine Construction 

— Design - 

— Drawing 
Marine Engineer...,, 
Materials in Engineering - 
Mechanical Drawing - 

Engiiteering - 



Metal Work 

Model Bnginee - 

Pattern-making - 

Pipes. 

Power I^DSiuiuion 

Refrigeration, Ica-maki 

Rules, Poukei-books . 

Saw-aiing - 

Borew-cnttina, Scrsws 

Slide Rule - 

Slide Valve 

Steam Engine 

Strains and Stresses . 

Testing 

Traverse Tables - 

Tnbes 

Turbines - 

Valves 

Water Wheels 

Windmills - 

Wire, Wire-Rope 

Skotion 22, 

FACTORIES AND WORKSHOPS. 

E^ctorics and Workshops - - - 10 



SlCTION 2t 

POODS AND BEVERAGES. 
Aduiteratlou and Analysis 
Aerated Beverages . . . - 

Bread-making 

Cakes, Conteutionery, Pastry - 
Catering, Hotels . . . . 
Coffee 



I 



FWi ice 

nom, OniD 100 

Pood itDd Dniga Acts - 109 
Food* lOB 

u«t no 

Bagu 

SwMt 

Tsa 

Vliwgw, etc. 

Sionoir 26. 
FOREIGN EXCHANGE TABLES, 
METRIC SYSTEM. 
Bichuiga Tabloa . . . ■ 
Uttzic Sjatem Cravsnion Tmblea 

SnmoH 26. 
FOREIGN LANOUAGEB. 

iMtgoMgea 

Foreign Technical DictiaiMrieB - 

aMTTIOlI 27. 

GARDENING. FLOWERS. 

OsUnlose 

Flowera and PUnto . . . - 

Oardftiiing 

OrsenhoDRdCaDstmctian - 

Manattemant .... 

■Orchida and CiKtoaea 
Plaot Diseases - - - - . 
Sou Gtoning . . - . . 

Shmbs 

Vi^elables 

SnrnoN 28. 
GAS. 

Acetylene 

Gas FittiDg 

— LigblSne 

— Supply 

SBonoH 29. 



Olasa Blowing and MaMng - ' 119 
— Staining, Painting, Gladng, etc. ' 119 
Sheet Glass 120 

SbotiOh 30. 
GLUES, INK8, PASTES. 

Glue. Gelatine 120 

Inks, Pastes, Seating Waiea - - 120 

SionoN 31. 
HORSES. 

General 120 

Breeding and Breaking Horses - ' 121 

B"-<-VHonB8 121 

"tag 121 

Siring - - - 121 



Stable Hanageaient ' 



HOSPITAia. NURSING. 

Hoepilalit 122 

First Aid 122 

Norsing 123 

SscnoH 3& 

HOUBK DECORATION. 

General 124 

Lettering, Kign-writing - - - 126 
Marbling. Graining .... 126 

SionoH 34. 
HYGIUNE, PUBLIC HEALTH. 

Baeteriology 126 

Baths 126 

Cremation 126 

DinnTectants 123 

Hair 126 

Hygiene 127 

UuDiciut Sanitation - - - ■ 128 

Public Health 129 

Law 180 

Sanitary Inspection . - - . ISO 
Sewage and Sewerage • ■ ISO 

Sionon 36. 
INDIA-RUBBER ■ . 132 

Sbotioh 36. 
INSURANCE. 

General 132 

Annaity Tables 182 

File Insurance 182 

life Aasorance 133 

Uarine Insurance .... 183 
Valuation Tables - - 133 

SionoH 37. 



Stotioh 38. 
LAND, PROPERTY. 
lilstates. Land .... 
landlord and Tenant - 
law of Fiitnrea - - - - 

l^perty - - - - 

Property 

Valuation 

Section 39. 

LEATHER. 
Boot and Shoe-malting 



-CONTENTS 



G«DeT&1 
Arbitration 

Bankraptcy Law 
Commercid Law 

CommiaaioD Law 



Snmoir 41. 
METALLUEGY. 
Gmid«1 . . - - 
AUojB .... 
Aluminium 

Electnyuneltli^. BeBning. 
Gold UiniDg and Hilling - 
Iron Analysis and Metailiirgy 

Silvsr 

BtBBl 

Tin 

2lDC 

SBimoH 42. 

MILITARY, 
AdminiatTBtloii, Offiaera 
AmbaUnce 
ArtUtery • 
Canlry - 
OoDunisnriat 
Drawing, Mapa . 
Drill ■ ■ 
Biploalvaa . 
MectrfaitT ■ 
Fitting - 
Fcnilficatjon 
Hygiena . 
Infantrr 
HiUlary Law 
— Tenns . 
Ordnanae, Gannery ' 
Scouting . 
Strategy, Tactics 
Tranaport . 

Snmoi* 43. 
HININO, QUARRTINQ, 



C<nl Mining 
DraiiMge, V< 



'entilatlan, Accid«nta 



Hydraulic Mining 
Mine Maohiner; 

— Sorveying . . . . 
Hlneral iDdustry, Uinsralogy 



MOTOR CARS, MOTOR CYCLES . 166 

SBonoif 4S. 

MUSIC. 

General ...... 166 

Bell lUnglng 166 

Harmony and Compoaition - 166 

Orchaatra, Musical Instrnoients . 167 

Organs 168 

Pianoforte Playing ■ . . . 16S 

Piano Tuning 1S9 

Singing 169 

Tonic Sol.fa 168 

Violin 160 

SicnoN 46. 
NAUTICAL, NAVIGATION. 
Boat Building - 

lioard ol 1'rade Eiantiaatiol 
Cookery, Ship's . 
Iteviation of tlia Compass - 
Dictionariea, Gloaaaries 



Medical Qoidea 

Xautieol Aatrnnomy . 

Navigfllion 

Pilota- 

Saila and Rigging 

Salvage 



ShipbuUding . - 

Signalling, Flags 

Storms 

Stowage 

Surveying, Nautical . 

Yacht ConatructiOD . 

Yauhting . 



Section Wi. 
NAVY. 
Ounnory .... 
Mechanical Drawing ■ 
Naval Architecture ' 
— Tactic!!, Adminiatration 
Navy Lists, Pocket-books ■ 
SeamauBhip aud Training - 



SKCniON 17. 
OILS, FATS, RECIPES. 
Analysis of Oila . - • . 



CONTENTS 



Ck)tton.Seed Oil - 
Animal and Vegetable Oils 
Drying Oils . . - - 
Lubricating Oils and Lubrication 
Oil Trade Tables, Directory 
Petroleum, Liquid Fuel - 
Recipes for Oil and Colour Trades 

Section 48. 

OPTICAL, MICROSCOPY, INSTRU- 
MENTS. 



FAOB 

- 167 

- 167 

- 167 

- 167 

- 168 

- 168 

- 188 



Pottery Marks 



PAOE 

- 181 



Section 56. 

PUBLIC MEETINGS, ELECTIONS, 
TAXES. 



Elections, Municipal Work 
. Public Meetings 
Taxes . . - - 



- 181 

- 182 

- 182 



Barometers 

Magic Lanterns, Sli<les 

Microscopy 

Optical 



168 
169 
169 
169 



Section 49. 

PAINTS, COLOURS, VARNISHES. 

Paints, Colours, Pigments - - - 170 



Varnishes, Resins, Polishes 
Emery Grinding 

Section 50. 
PATENTS, TRADE MARKS 



- 171 

- 171 



171 



i Section 57. 

RAILWAYS AND TRAMWAYS. 

j General 182 

' Brakes 183 

Bridges 183 

I Buildings, Stations . . - . 183 

I Construction of Railways - - - 183 

Carriage and Wagon Building - - 184 

Curves on Railways - - - - 184 

Law of Railways - . - - 184 

Light Railways 185 

Management and Working - - 185 
Permanent Way - - - - 186 

Railway Rates 186 

Signalling 186 

Tramways 186 



Section 51. 
PHOTOGRAPHY. i 

I 

General 172 j 

Cameras 173 i 



Chemistry of Photography 

Colour Photography - 

Lenses 

Painting Photographs 

Photo-micrography - 

Photographic Optics - 

Printing 

Retouching 

Studios 



173 
173 
173 
174 
174 
174 
174 
174 
175 



Section 52. 
PHYSICS - - - 175 

Section 53. 
PHYSICAL TRAINING - 175 

Section 54. 

PLUMBING, HEATING, VENTILA- 
TION. 

- 176 

- 177 

- 179 



Heating 

Plumbing, Sanitary Engineering 
Ventilation . - . - 



Section 58. 
RIVERS, CANALS - 

Section 59. 

ROADS, HIGHWAYS. 

General 

Highway Law - - - - 



187 



187 
188 



Section 55. 

POTTERY, CHINA, BRICKS. 

Brick-making 179 

China Painting 179 

Pottery — General . - - - 180 
Manufacture 180 



Section 60. 

SHOPKEEPING, TICKET WRITING. 

Drapery 188 

Grocery 188 

Shopkeeping, Ticket Writing - - 189 

Section 61. 

SHORTHAND, TYPEWRITING. 

Shorthand, Secretary- - - - 189 
Typewriting 190 

Section 62. 
SOAPS, CANDLES - - 190 

Section 63. 

SOCIETIES. 

Building, Co-operative and Friendly 

Societies 191 



Section 64. 
SURVEYING 



191 



CONTENTS 



XI 



PAGE 

Section 65. 

TEACHING, EDUCATION. 

Education 193 

Creography 194 

^Kindergarten, Infant Teaching - - 194 
Xiangaages, Teaching of Chemistry - 195 

Mathematics 195 

Object Lessons 195 

Psychology, Logic - - - - 195 
School and Class Management - - 196 

Teaching 196 

— Composition, Beading - - - 197 
Training Teachers - - - - 197 
Writing 197 



Section 66. 
TELEGRAPH CODES 



198 



Section 67. 

TEXTILE TRADES. 

Bleaching, Finishing - - - - 199 
Book-keeping, Directories, Reports - 199 
CSalcnlations, Costing, Tables - - 199 
Colour Matching and Theory - - 200 
Cotton Manufacture - - - - 200 

Designing 200 

Dyeing 201 

Dyestuflfs 201 

Examining and Testing Fabrics - - 202 
Fibres, Raw Materials - - - 202 
Machinery, Mills - - - - 203 
Mercerisation, Waterproofing - - 203 

Printing 203 

Silk 203 

Siring 203 

Soaps and OiU, Textile - - 203 



PAGE 

Spinning 204 

Weaving 204 

Woollens, Worsteds - - - - 205 

Section 68. 

TIMBER. 

Diseases 205 

Measuring and Calculating - • 206 
Sawing and Working .... 206 
Timber Trade 206 

Section 69. 

VETERINARY. 

General 207 

Cattle, Sheep 207 

Domestic Animals .... 208 

Horses 208 

Medicine 209 

Surgery 209 



Section 70. 

WATCHES, CLOCKS. 

Watches, Clocks 

Sun Dials 



210 
210 



Section 71. 

WATER. 

Examination, Analysis > - > 210 
Filtration, Purification - - - 211 

Water Supply 211 

Waterworks 212 

Subject Index 21S 



rriculture — Elementar?. 

TCRB, by R. H. Walliice, 

■ Students. Cr. 8vo. 352 pp. 

B lUuM. 1895. Chambera, .ts. 
JioRlcULTtlftB, ElemeuCarj Course, 
|W. T. Lawrence. Post 8vo. i«4 
nius. 1893. Chambers, 2s. 

.iGKicuLTPRAL Textbook, fnr Ele- 

mtary Stuilents, by J. Wrightaon, 
(,8vi>. 263 pp. IBIUua. ColUna, 

JCatechism of Practical Aoricul- 
f, reyised by J, Macdon&ld, Cr. 
ttl pp. 1894. Blackwood, Is. 



Aj^riculCure —Advanced. 

Advahckb Aoricultubb, for Stu- 
dents, by H. J. Webb, Ph.D.. B.S 
Cf.Svo. 672|jp. — ■"' 



Lontjinaa 

AORICULTURB, 

Scientific, by J. 

:i43pp. :wmuH. 

Maomilbra, 4s. " ' 



100 lllus. 18M. 



PRACTICAI, AND 

Muir. Cr. 8vo. 
49 Tables. 1895. 



Y ACIRICULTI'RE, by R. 

I Wright. Fcp. 8vo. Bkokie, 



? AciRicULTURB, by H. 
I Webb. Ph.D., B.Sc. Cr. 8vo. 
I ed. 196 pp. 34 Dliis. 1S9(1. 
OS, 2s. 6d. 

iNTABY LbSBONS IN THE 

e of Agricultural Practice, by 
, Tanner. Pep. 8vo. 310 pp. 
93. MaoDiillan, 3s. 6d. 

ElBMEMTS OW Ar.RlCULTUBE, tor 

Schools, by J. B. McBryde. 12mo. 
270 pp. 1901. B. F. Johnson Pub. 
Co., Richmond, Va. <U.8.A.), 60c. 

PlRSTPRINCIPI.BBOFAottICCI.XPBB. 

byB. B.V„orheeH{U.S.A.). Cr.Sro, 
212 pp 1899. Gay Ji Bird, 4h. «d. 
LioKTBB Brajjchbs of Agricitl- 
TtTRB, by Edith Bradley and B. la 
Mothe. Cr. 8vo. 368 pp. 1903, 
Chapman, 5s. 

PltnfCIPLES OF AuRICtlLTUBB. ed. 

by L. H. Bailey (U.S.A.). Gl. 8vo. 
2nd ed. 300 pp. 92 Dlus. 1900. 
Macmilliin, 4s. 6d. 

Principles op Auriculturb, by 
R. P. Wiight. Fcp, 8va. 2nd ed. 
206 pp. Blockie, Is. 6d. 



AobicctlturjU. Gb- 
OLOny : Scientific Aid to Practical 
Fanning, by P. McConnell. Royal 
8vo. 330 pp. ISW2. I.Kiekwood, 
21n. 

Textbook of Physics of Ahbi- 
I crLTPEB, by F. H. King (U.S.A.). 
Cr. 8yo. 2iid ed. 603 pp. ' 276 
lUus. 1901. Gay & Bird, 8w. 

Agriculture — Tropical. 

I Future of the Date Palm in 
India, by E. Bonavid, M.D. Cr. 8vo. 
I Thackei', 2rs. 8an. 

Manual of Aur:culturb for 
India, by Lt. F, Pogson. Illua, 
Cr. 8to. Thaoker, 5rH. 

Tbxtbook of Tropical Aqricul- 
TuRK, by H. A. A. Nieholle. Cr. 8vo. 
312 pp. Ifl lllus. 1900. Mae- 
millan, Bh. 

Tropical Auricultpre ; Oidtivo- 
tion. Preparation for Shipment and 
Conuuarcial Value of Substances 
obtained from Tropical Trees and 
Plants, by P, L. Siniiuonds, Demy 
Svo, 2nd ed. 520 pp. Spon, 21b. 

Agricultural Chemistry. 

Adultbbatiojj Acts ; Treatise on 
Fertilisers, Feeding Stufis and Food 
.\dulteration Acts, by R, J. Kelly, 
B,L. Official Guide, Ltd,, Dublin, 
la, 6d. 

Adulteration of Auriccltural 
Fertilisers and Feeding Stuffif, by 
F. H. Crippa-Day. Royal 12mo. 
1 1894. Stevens & Sons, an. 
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Agricultural Chemistry, •■onlinti'il. 

AuBiCLLTURiu. ASALYBiB (fjuanti- 
wtivui, fur StudenU, by F. T. 
Addyiiuin, B.Sc. Cr, 8vu, 200 pp. 
. 49 mu8. 18fl3. LungmKiu, 5s. 

AoKiciTLTua&L Ohrmistsy, hy R, 
H. Adie, M.A., B.Sc,, and T. B. 
Wowl-M.A. 2 vols. Cr.8v.>. 1«97. 
Vol I. 280 pp. 18 Illus. Air, 
Water, MetalH, Salts, etc., 3h. fid. 
Vol. 11. 229 pp. 18 UluK. Soil, 
Manures, Foods, etu., 3». 6d. Paul. 

CaTECHIBM of AOBICUtTlrBAl. 

ChbiniHtry, raviaod by C. M. Aikman 
from Sir Chas. A. Caraerun's ed. 
Cr. 8vo. Wl pp. 31 lUuH. 181)4. 
BUokwood, Is. limp. 

CHEM18TBY OF Soils wti Fbbtil- 
BERs, by H. Snyder (U.S.A.). Cr. 
8vo. 277 pp. 33 niuH. 1899. 
Gay & Bird, 7s. fid. 

Chbwibtby of the F*rm, by R. 
Warington. Cr, 8vo. 15th ed. 
1,902. Vinton, 2s. Bd. 

ElEHEHTS 0» AdRICTTLTUBAt 

Ohemititry, by J. F. W. JohnHton, 
reviited by 0. M. Aikman, M.A., 
D.So. Cr. 8vo. I7th ed. 482 pp. 
S3 nitu. 1894. Blackwood, Its. M. 

BXPBBIHBNTAL CoUBSB nV CHBM- 

IHTBY, for AgrToultiiral Students, by 
T. S. Dymond. Cr. 8yo. 192 pp. 
50 Elurt. B, Arnold, 2a. tkl. 

Fbbtilisees ash Feeding Stuffs : 
Their Properties and I'ses, by S. 
Dyer, D.So. Cr. 8vo. 3rd ed. 130 
pp. 1898. Loakwood, la. limp. 

Labobatory Gcidb for Aqricui.- 
TPB4L Students, by A. H. Church. 
8vo. 7th ed. 28ti pp. 1894. 
Gurnuy & J., (is. 6d. 

Lbotubes on sojib of the Phy- 
sical Properties of Soil, by B. 
Warington. Royal 8vo. 231 pp. 
1900. Frowde, (to. 

Manual op AoBiciTLTtraAi, Ckbm- 
IBTKT, by H. Ingle. Demy 8vo. 
388 pp. 11 IlluB. liM)2. Scott, 
Greenwood, 7b. fid. 

Principles and Practice op A«- 
RiCtiLTURAi. Chemical Analysis, by 
H. W. Wiley (U.S.A.). 3 vola. 
Vol. I. SoUs. 607 pp. (12 nius. 
31 Plates, 20s. Vol. 11. Fertilisers. 
332 pp. 17 lUuB,, 109. Vol, m. 
Aaricultursl Products. «G6 pp. 125 
■JOs. Gay A Bird. 



The Soil : Introduction to the 
Study of Growth of Crops, by A. D. 
Hall. M.A. Cr. 8vo. 1903. J, 
Murray, 3s, 6d, 

Tbe Soil : Its Xature, Relatiooa 
and Fundamental Principles of 
Management. I>y F. H. King. Fop, 
8vi>. Mauinillan, 3s. 

A^lcuttural Holdings Act. 

AiJKLi TLTl'WAJ, HllLllINfiS ACT, by 

J, W, \V. Bund. M.A,.LL.B, Poat 

8vo- and ed. 428 pp, 1883. 
Dutttrwurth, 12a, 

AnRicnmjR.u. HoLDiNtis Acts, 
1883 and 1900. and other Agricul- 
tural Statutes, by J. M. Lely, M.A., 
and W. H, .\ggs, M.A„ LL.M. 
Demy 8vo. 1901. Clowes, 27s. Bd. 

AoBiouLTURAX Holdings (Eng- 
land) Acts, 1883-1900, with ex- 
planatory notes, forma, Allotmenta 
Act. 1887, etc., -^ ■ ■ '^ 
Demy 8vo. 2nd 
Stevena & Sons, 

Law of Agriccltubal HoLsraoB, 
Acta of 1883 and 1900, by S. Mayer, 
B.A,, Ph,D. Demy 8to, 4th ed. 
107 pp, 1900. Wateriow, 5a. 9d. 

Manual of Law Eelatino to 
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D. Forater, ISmo. 1892, Stevens 
& Sons, 2a. fid. 
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cluding Agiioultural Customs, by 
A. J, Spencer. Demy 8vo. 5ta 
ed. 1892. Clowes, 26s. 
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by A. P, Higgins, Cr. 8vo. 2nd 
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-Agricultural Rates Act, 1896, 
with Notes by W. C. Ryde, M.A. 
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with notes, by S, Wright, Or. Sto. 
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2s. 6d, boards. 
Bee-keepins. 

A B C OF Bbe Cultdrb, by A. II 
Root (U.S,A,). Royal 8to, 47* 
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-hed. 452 pp. 222IUtia. Kegan 
111, 78. ad. 
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■ Ohitty. Cr. Svo. 9li pp. 1903. 
Ill, la. 6d. 

Bees pok Pleasure ant Profit, 
by G. G. SamBOQ. Cr. Svo. 2ud 
ed. IStfll. Lookwood, Is. 

Book of BKB-KBGPiNfi, by W. 

B. Webster. Cr. Sro. 2nd ed. 
103 pp. nius. IDOl. UiwottGill, 

Book of the EnNBY Bee, by C. 
Harrisiiti, Cr. 8vo. 144 pp. iIIub. 
1W3. Lane, 28. Hd. 

British Bee- Keeper's Gulde 
Book, by T. W. Cowan. l3nio. 
18th ed. 180 pp. 88 BIuh. 1904. 
HoiilMton, 2s. 6d. 

Hive and the Honey Beh, by 
Lai^troth (U.S.A.). Large or. 8vo. 
530 pp. 19Pl»tBB. 19fiIUus. ISiW. 
Kegan Paul, 99. 

Honey Bee : its Nature, Homas 
id Products, by W. E. Harris, 
.A. Cr.8vo. 82IUU8. H. T. 8., 5b, 

Life of the Bee, trans, from M, 
Maeterlinok. Cr. 8vo. 352 pp. 
1901. G. AUen, 58. 

Pl.BAStmABLE BBe-KBBPIHl), by 

C. N. White. Cr. 8vo. E. Arnold, 
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360 pp. lUus. 1882. Houl- 
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AinBWorth DaviB. Cr. 8vo. 2nd 

ed. 312 pp. 155 lUua. 190(1. 

Metbuen, 'je. 6d. 

Animal Brbbdcjq, by T. Shaw. 
Cr. 8vo. 1902. Kegan Paul, 7b. (Id. 
Best Breeds op BarnsH Stock : 
Guide for Farmerfl and Owners of 
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. Sheldon and J. Long. 
led. 8vo. 130 pp. 1898. Tbacker, 
*Qd- 
[ Cattle i 



Cattle ; Breeim and Manaob- 
WBNT. by W. Housraan and W. 
Aie, Demy 8vo. 2nd ed. 272 
pp. 33 niua. 1900. Vintfln, 3s. ttd. 
Cattle, Sheep ano Pios op Great 
Britain. Breeds ; Their History and 
Management, ed. by J. Coleman. 
Deiuy 8vo. 491 pp. Plates. 1887. 
HoraoB Cox, 12b. <kl. 

Complete Grazibr and Farmer's 
and Cattle Breeder's Asfliatant, by 
W. Touatt, ed. by W. Fream. Inip. 
8v... I4thed. UOOpp. 450Illus. 
1SM)0. Lookwood. 3l8. 6d. 

Cow-Kebpino in Inoia, by L 
Tweed. Cr. Svo. 2nd ed. 287 
pp. 40 lUua. 1000. Thaoker, Os. 
Farm Live Stock op Great 
Britain, by R. Wallace. Dewy Svo. 
3rd ed. 374 pp. 79 Platea. 1893. 
Lookwood, 12e. 6d. 

Jersey Cattle : Their Feeding 
and Management. Demy 8vo. 112 
pp. 1903. Vinton, 38, (Id. 

Live Stock, by W. T. Carrington, 
etc. Cr. Svo, 4th ed. 15(1 pp. 
Illua. Vinton, 2a. tid. 

Live Stock tn Health and 
Disease ; Breeding and Management 
of Horses, Cattle, Sheep, Goats, 
Pigs and Poultry, ed. by Prof. J. 
Prince-Sheldon. Cossell, in parts 
la. each. 

Manual of Cattle Fbbdino, by 
H. P. Ardishy. 12mo. 526 pp. 
Wiley, N.Y., J1.75. 

Shorthorn Cattle, by A. H. 
Sanders. Svo. 872 pp. 92 IUub. 
1 Plate. Vinton, 15b. 

Study of Breeds of Cattle, 
Sheep and Swine, by T. Shaw 
(U.S.A.). Cr. 8vo. 371 pp. lUus. 
1901. Gay & Bird, Ts. 6d. 

Pigs. 

Pio-Keeping for Profit, by W, 
J. Maiden. Cr. Svo. 120 pp. 1896. 
Kegan Paul, 2b. 6d. 

Pica : Bbbedb and Manaoembnt, 
by S. Spenoer, including Diseases 
and Bacon Curing. Demy Svo. 2nd 
ed. 180 pp. 20mua. 1898. Vin- 
ton, 3s. Od. 

ThbPir: Howto Choose, Bbbbd, 
Bear, Keep and Cure, by S. Sidney. 
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Sid ed. 236 pp, '- 
Vinton, 3«. 6d. 
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by W. J. Mftlden. Cr. 8vo. IW) 
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Shkbp : Stbuctubb, EcoSf^Mv 
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Bbbt FoHAfiB Plasts : Their 
iCultivtitioii, Econowio Value, Im- 

ritiea and Adulterants, trann. 
m F. G. Stebler nad C. SchriSter. 
171pp. 30 col. Plates. 1887. 
». Nutt, 12a. 6d. 

DiBBABBB OF Crops and theib 
Remedies, by G. B. Griffiths. Cr. 
8vo. 173 pp. 51 IlluR. 18R). 
Bell, 2s. 6d. 

Fallow abd Foddbk Crops, by 
J. Wrightson. Large cr. Sva. 276 
pp. 1889. Chapiuau A Hall, 6fl. 

Farm Crops, for Students, by J. 
Wrightson, M.R.A.C. Cr. 8vo. 
"24 pp. 79 nius, 1893. Cassell, 
s. 6d. 
Forage Crops other than 
Orasees ; How to Cultivate, Harrest 
•ndUae Them, byT. Shaw (U.S.A.). 
Cr. 8to. 287 pp. lUus. 1901. 
Oay & Bird, 5h. 

GmBB TO SCIBSTIMC EXAMIKA- 

TiON of Soils, by F. Wahnaohafte, 
trans, by W. T. Braunt. Cr. 8to. 
J77 pp. Dlua. 1892. Baird, Phil- 
adelphia, 91.50. 

How Ckofs Feed, by S. W. 
Johnson, M.A. (U.S.A.). Cr. 8vo. 
375 pp. 1899. Kegan Paul, lOs. 

How Crops Grow, by S. W. 
Johnson, M.A. (U.S.A.). Cr. 8vo. 
Snd ed. 416 pp. 69 Ulua. imO. 
~ Paul, 10s. 

Okofb and the Silo, by 
,A.). Cr. 8vo. 366 



pp. nius. 19011. Gay i Bird, 
78. 6d. 

Soils and their Propbrtibs, by 
W. Fream. Small post 8vo. 160 
pp. 21 llluH. I PUte. Bell. 2a, 6d. 

Spraycjo Chops ; Why, When 
and How, by C. M. Weed. D.Se. 
(U.S.A.). PostSv". 2nded. 130 
40 lUua. 1894. Kegan Paul, 
Is. 6d. paper. 

The Crops, by T. Bowick, et«. 
Cr. 8vo. 7th ed. 150 pp. Vinton, 

. fid. 

Dairy Chemistry. 

Baitbkia i.v Milk and its Pro- 

'cxa, by H. W. Conn. (U.SA). 

■. 8vo. 1903. Bebman, 6b. 

BfTTBR : Its Analysis and Adpl- 

otATioNB, Specially Treating oa 
the Detection and Determination of 
Foreign Fate, by O. Hehner and 
A. AngeU. Post 8vo. 2iid ed. 86 

,. 1 nius. 1877. Churohill, 

. fid. 

Chbmical and Physical Analt- 

9 of Milk : Condensed Milk and 
Infants' Milk Food, by N. Gerber. 
" o. Van Nostrand, N.Y„ 81.25. 

Chemistry of Dairyino, by H, 
Synder, B.So. (U.S.A.). So. cr. 
8vo. 156 pp. 1897. Gay .fe Bird, 
78. fid. 

Dairy Bacteriologv ; Manu^ 
for Students, trans, from Ed. voa 
Freudenreich. Cr. 8vo. 2nd ed. 
115 pp. 1895. Methuen, 2h. fid. 

Dairy CeBMiBtRY, for Dairy Man- 
agers, Chemists and Analysts, by 
H. D. Richmond. Large 8vo, 38* 
pp. 22 lllus. 1899. Griffin, 16a. 

Milk Analysis : Examination of 
Milk, Cream, Butter and Cheese, 
by J. A. Wauklyn, M.B.O.S. Cr. 
8vo. 2nd6d. 76 pp. lUus. 1886. 
Kegan Paul, 5s. 

Milk : Its Nature and Com- 
position, by 0, M. Aikman, M.A., 
D.So. Cr. 8vo. 2nd ed. 180 pp. 
21 nius. 1899. A. it C. Blaok, 



f. 6d. 

pASTETiaiSATION AND StBRILISA- 

lON of Milk, by A. E. Bell. 16nio. 
a pp. 13 lllus. 1899. Bebman, 



Dairy and Dairy Work. 3rd ed. 286 pp. 2U UIus. 1899, 

British DAtnv FiRMUio, also Chftpmau, 10s. (id. 

Chief Coatiuuutal Systema, by J. The Dairv, hy J. Lrnig and J. C. 

I l^ng. Large cr. Svo, 503 pp. Mortfui. Cr. 8vo. 4tb ed. 148 

^S85. Chapman & Hall, i)a. pp. Viutou, 2s. fid. 
Book of tub Dairy, trane. Smm 

'. Fleiachraanu. Delay Svo. 344 Farming. 
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Barron. Cr. Svo. 80 pp. Bd niiia. MoConnell. 148 pp. 18!Mt. Vin- 
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- Makino, Fahmers' ANr IVlBCKANita' Man. 

I Butter and Milk, including Con- ual, ed, W G. E. Waring, Ji'. 57(i 

I tinental Fancy Cheeses, by J. Long pp. 632 Ulua. E. B. Trent it Co., 

I and J. Benson. Or. Svo. 150 pp. N.Y., »3. 
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by E. Mathawa. Boyal Bvo. 80 pp. by T. Jarvis. Or. 8vo. 224 pp. 

1903. Newnes, 7b. 6d. 19U3. Simpkin, 3s. Cd. 

Elbmbnts ok Dairy FABuraa. Fakkbeih' Own Book, by S. O. 

for Elementary Students, by J. Beetun. Cr. Svo. 632 pp. 210 

Long. Gl. 8vo. 208 pp. 17 Illus. I Illua. Ward, Look, 3b. M. 

Oollma, 2s. j Earuino IiriiusTRiBa of Capb 

Fabm and the D-4IRT, by J. P. Colony, by R. Wallace. Damj Svo. 

[ Sheldon. Cr. 8vo. 160 pp. 18 , 652 pp. 93 Illus. 81 Plates. " ' 



tlUus. 1900. Bell, 28. fid. 
Handbook for Farsibbs and 
Dairymen, by F. W. Woll (U.S.A.). 
Cr. Svo. Chapman, 6s. 6d. 

Manual of Dairv Work, by Jas. 
Muir. P.ist Svo. 93 pp. 1893. 
Macmillan, la. 
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and Qualities of Dairy Milk and the 



P. 8. King. 10s. 6d. 

'arm Workman's Teuhnical In- 

by W. J. Maiden. Cr. 

8t(i. 2nd ed. 166 pp. Illus. 

1896. .Vinton, 28. Od. 

FOREIGNBR IN THE FaRM YaRD, 

by E. E. Williams. Cr. Svo. 176 
DD. 1897. Heinemann, 3a. Od. 
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Manufacture of Butter and Cheese, Facts and Figures, for Farmers and 
by H. H. Wing. Gl. Svo. 3rd ed. Students, by P. McConnell, B.Sc. 
311 pp. 37 Dlus. 1900. Mao- 12mo. Oth ed. 468 pp. 1898. 
" " a, 4a. Lockwood, 6a. 

IK, Chbbsb and Butter : Outlines op Modern Farmino, 

: Properties and Processes of i by R. S. Bum. Oth ed. 1250 pp. 

■I^oduotion, by J. Oliver. Cr. Svo. i Lookwood, 128. 
""■pp. 218 Illus. 2 Plates. 1894. Practical Farm Drainage, by C. 
Jkwood, 78. Od. G. ElUott. 12 riio. 1903. Wiley, 

Milk : Its Productions AND Uses, I N.T., 81. 

yG.T. Wilson Cr.Svo. 270 pp. I Shall Farm and its Manaob- 
Griffin, 6a. ment. by J. Long. Cr. 8vo. 28B 
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K«Kan Paul, 16s. R. S. Bum. Cr. Svo. Lookwood, (Is. 
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praotioe, from a Baeteriological point urcjs Land and Thatohers' Work, 
■-' 'iw, byG. Grotenfelt (U.S.A.), jby J. OuUyer. ISmo. 18th ed. 
, by F. W. Woll. Cr. Svo. 1 150 pp. Whittaker, 23. 6d. 
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Ba&n Impleubxts and Machines, 
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W. J. Maiden. Small or. 8to. 192 

Dlustmted. 1896. Paul, 6h. 

Farm Buildinoh, by Prof. J. 

Cr. 8vo. 1884. Lookwood, 

Fahh Appdlancbb, by G. A. 

il»rtin. Cr. «vn. IttW. Kegan 
E>sul, 2s. lid. 

TlLtAGB AND IMPLBSIBNT3, by W, 

■/. Maiden. Cr. 8vo. 156 pp. 48 
(nius. 1891. Bell, 2a. 6d. 

'F>rm Book - keeping. Insurance, 
SurTeyins ana Valuing^. 

AiiBicuLTuRiL Accounts (inolud- 
Ving inoome-Tax), by T. W. Meats, 
■itemyavo. 114 pp. 19IJ1. Gee & 
pOo., 6b. 

AORIcrLTURIBTS' CALCULATOR ; 46 

■Tables for Land Measuring. Drnin- 
je, Manuring, We^ht of Hay, 
Sttle, etc. Fcp. 8vo. 590 pp. 
{■JBlaakie, Ss. 

Agricultubai, Inbtiranch, in Or- 
Connection with Savings 
), Land Credit, and the Cuiu- 
tautation of Debts, trans, from Ger- 
n of P. Mayet. Demy 8vo. 388 
TablsH. 1893. Sonneuscheiu, 
6d. 

i AoBicuLTUBiiL Surveyor and 
^rtttte Agent's Handbook, by T. 
teght. Fop. 8vo. 420 pp. 1899. 
" Mkwood, 7s- 6d. 
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ra, by T. Bright. 4th ed. 240 
a. 1901. Lockwood, 6b. 
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Therefai. paper by J. M. 
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Farm Reoister fob Tenakts' 
Vduuhers and Improvements, by a 
Practical Expert. Obi. 4to. 2nd 
ed. 190;i. Simpkin, 28. 

Lokley'h Improved FARMSBe' 
Account Book. Obi. 4to. Houl- 
stuu, 3h. 6d. ^ 

Notes os the Valuation ow- 
Agricultural Tenant-Right, by Gi 
S. MitchaJl. Cr. 8vil. 84 pp. 
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Feeding Animals, Paaturosr"^^ 

CO.VVBRSION OF AaABLB LaND *0 

Paatui'B, by W. J. Maiden. Sniall 
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3b. fid. 

Farm Foods ; or the Rationai. 
Feeding iif Farm Animals, trans, 
friim Prof. E. von Wolff. Post Svo. 
flth ed. 365 pp. 18915. Gumoy & 

, 8a. 6d. 

Fbbddjo of Animalb, by W. H, 
Jordan (U.S.A.) Ul. 8vo. 450 pp- 

1901. Maoinillan, 5a. 

Feeds and Feeding, for the 
Farm, by W. A. Henry (U.S.A.). 
Large 8vo. 3rd ed. 600 pp. 1901. 
Vinton, 10s. 

Grabsbs : Handbook for use in 
Field and Latmratory, by H. M. 
Waid. Cr. 8vo. 198 pp. 1901. 
C. J. Clay, 68. 

Hay and Straw Measurer, by 
J. Steele. Cr. 8vo. Lockwood, 2s. 

Pbkmanbntand Tbmporary Pab- 

ires, by M. J. Sutton. Royal 8vo. 
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Illus. and Analyses, la. Simpkin. 

PRCiciPLEa or Animal N u trition, 
with Special Reference to the Nutri- 
tion of Farm Animals, by H. P. 
Armaby, Ph.D. 8¥o. 614 pp. 
1903. Wiley, N.Y., 84. 
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Carnegie. Cr. 8vo. 3rd ed. 70 
pp. 1902. Upcott Gill, Is. 

Book op the GkiAT : Various 
Breeds and their Profitable Manage- 
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ment, by H. S. H. Pegler. 3rd ed. 
222 pp. 8 Plates. ISSB. L'jwott 
GiU, 4a. 6d. 

Standabd Bblqluj Hahb Man- 
ual, oompiled by G. P. Hall. 12mo. 
35 nius. 1901. Laiid & Lee, 
Chicago, 76o. 

Book or the Rabbit a>ti Rabbit 
F»irmiiig, ed. by K. W. Knight. 
I>emy 8vo. 2ud ed. 480 jjp. 46 
Illus. 1889. Upeott GUI, IDs. ftl. 

pHACTlCii RAflBlT-KBKPBR, by 

'* CuaiculuB ■'. Cr. 8vo. 212 pp. 
25 Illus. Cassell, 3m. fid. 



(Dogs. See « 

Flowers. San 



.17). 



Forestry. 

Beitish Forest Trees and 
L tiieir Sylvicnltural ChnracteristicH 
I And Treatment, by J, Niefaet. Or. 
t &VO. 352 pp. 1S93. Macmilliui, 



British Trees, by S. Tollenmehe, 
B.A. Roy. 8yo. 31 pUtos. I9()l. 
Sampson Low, 14s. 

ECONOMICS OP FoBBsTaY, by B. 
ELFernow. 8yo. 520 pp. 1902. T. 
Y. Crowell & Co., N.T., «1.50. 

Elbmbsis iif Fobbstbv, by F. 
B. Hough, Large cr. 8vo. 1883. 
lock wood, IDs. 

FORBSTKY IN THE UuiTED KlNG- 

noM, by W. Schlich. 76 pp. 1904. 
Bradbury, Agnew, 2s. 

Handbook of Trees of New 
England, by L. L. Dane and H. 
BrookB (f .S.A.). Or. Svo. liMi [ijj. 
UluB. Ginn, 6a. Gd. 

Hajtoal of Fobbst Bnginbbrino 
for India, by 0. G. lU^re. Vol. II. 
256pp. 118IUU8. 1902. Office of 
PuWic Printing, Calcutta, fia. 

Mantial OB FoBEaiRY Sylvicul- 

'KB, by W. Schlich. Royal 8vo. 

d ed. 400 pp. 87 Hlua. 1904. 

radbury, Agnew, 8a, 

New Fobbbtby, oa CoirriNENTAi 
Syatem adapted to British Wood- 
Ifuida, by J. SimpHon, Demy Svo. 
200 pp. nius. 1903. Pawaon & 
" -d, Sheffield, 158. 







Pbacticai. Forbstbv, by X. D. 
Welwter. Demy Svo. 3rd ed. 208 
pp. niiiB. 1894. Rider, 5a. 

Practical Fobebtry, and it» 
bearing on the Improvement of En- 
tatas, by 0. E. furtis. Cr- 8vo, 2nd 
ed. 132 pp. 1898. Crosby Lock- 
wood, 3s. fid. 

pRUNiNU Book, by L. H. Bailey, 
U.S.A. G1.8vo. 2nded. 544pp. 
331 IlluB. 1899. MaotuUlan, 5b. 

Studies in Forbstbv, Lectures 
on Sylviculture, by J. Nisbet. Cr. 
8vo. ;eO iip. 1894. Frowde, fls. 

Timber : Comprehenaive Study of 
Wood in all its Asijeots (Commeroial 
and Botanical), trans, from Frenoli 
of P. Charpentier. Roy. 8vo. 437 
pp. 178IUUH. 1902. Scott, Green- 
wood, 12a. 6d. 

Tbeb Planthb, Peopaoatob and 
Pruuer, by S. Wood. Cr. 8vo. 
Lockvrood, 3a. fid. 

Trbb Pbiwinu : Treatise on Prun- 
ii^ Forest and Oi'namentnl Treea, 
trans, from French of Count dea 
Cara. Cr. 8vo. di pp. 54 Illua. 
1893. Rider, 2a. (id. 

Trees and Shrcus for Enolish 
Gardens, by C. T. Couk. Roy. Svo. 
483 pp. 1902. Newnea, 12a. 6d. 



{Timber. See si 



n68.) 



Fruit Growing. 

Ambbican Fruit C'l'wubist, by 
J. J. Thomas (U.S.A.), Cr. Svo. 
768 pp. 800 lUuB. Gay * Bird, 
12b. 6d. 

AbT of GBAFnSO ANO BUODINO, 

Viy 0. Baltet. Or. 8vo. 1882. Lock- 
wood, 2a. fid. 

Book or Pears and Plums, by L. 
Bartrura. Cr. 8vo. 108 pp. 1902. 
Lane, 2h. ()d. 

Book of the Apple, with Chapters 
on History, Cookery and Prepara- 
tion of Cider, by H. H. Thomas. 
Cr. Svo. 124 pp. 1902. Lane, 
2b. fid. 

BnoK OF THE Peach, by H. W. 
Ward, Cr. 8vo. 128 pp. 1903. 
W. Scott, 2s. 6d. 

Book of the Strawberry, with 
Chapters on the Raspberry, Black- 
berry, etc., by B. Beckett. Cr. Svo. 
1902. J. Lane, 2a. fid. 
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Fruit Growing, continued, 

California Fbutts and How to 
Grow Them, by E. J. Wickson, 
M.A. (U.S.A.). Demy 8vo. 3rd 
ed. 477 pp. Plates and Illus. 
1900. Kegan Paul, 128. 6d. 

CuLTUBB OF Fruit and Veget- 
ables, by G. Glenny. Cr. 8vo. 
5th ed. 380 pp. 1878. Houlston, 
5s. 6d. 

Fruits and Fruit Trees of 
America. Culture and Management 
of Fruit Trees generally, by C. Down- 
ing. 8vo. nius. Kegan Paul, 25s. 

Fruit Culture for Abiateurs, 
by S. T. Wright. Cr. 8vo. 2nd 
ed. 244 pp. 58 lUus. 1898. 
Upcott Gill, 3s. 6d. 

Fruit Growers' Year Book. 
Illustrated Directory of Fruit 
Growers. 350 pp. annually. Cable 
Pub. Co., Is. 

Fruit Harvesting, Storing and 
Marketing, by F. A. Waugh(U.S. A.). 
12mo. 1902. Paul, 5s. 

The Fig : Its History, Culture, 
Curing. Descriptive Catalogue of 
known varieties of Figs, by G. 
Eisen. 8vo. 318 pp. 16 Illus. 
1902. Wesley, 5s. 

Handy Book of Fruit Culture 
under Glass, by D. Thomson. Cr. 
8vo. 2nd ed. 321 pp. Illus. 
1881. Blackwood & Sons, 7s. 6d. 

Handbook for Fruit Growers, 
by F. R. EUiott (U.S.A.). Sq. cr. 
8vo. 144 pp. Illus. 1903. Kegan 
Paul, 28. 6d. 

Orange Culture in Florida, 
Louisiana and California, by T. W. 
Moore (U.S.A.). 16mo. 4th ed. 
Kegan Paul, 5s. 

Pictorial Practical Frltt 
Growing, by W. P. Wright. Cr. 
8vo. 150 pp. 108 nius. 1901. 
Cassell, Is. 6d. 

Plums and Plum Culture, by 
Prof. F. A. Waugh (U.S.A.). Cr. 
8vo. 371 pp. nius. 1901. Gay 
& Bird, 7s. 6d. 

Practical Fruit Culture, by J. 
Cheal. Cr. 8vo. 2nd ed. 194 pp. 
53 nius. 1898. BeU, 2s. 6d. 

Principles of Fruit Growing, 
by L. H. Bailey (U.S.A.). Gl. 8vo. 
3rd ed. 508 pp. 114 Illus. 1900. 
Macmillan, 5s. 



Quick Fruit Cultl^re ; New 
Methods for Gardens great and 
small, by J. Simpson. Demy Svo. 
147 pp. Illus. Pawson & Brails- 
ford, Sheffield, 7s. 6d. 

Scientific and Profitable Cul- 
ture of Fruit Trees, from French of 
du Breuil. Trans, by G. Glenny. 
187 Illus. 1883. Lockwood, 3s. 6d. 

Systematic Pomology, by J. L. 
Budd. 12mo. 490 pp. Wiley, 
N.Y , $1.50. 

Grapes. 

American Grape Growing and 
Wine Making, by G. Husmann 
(U.S.A.). 12mo. nius. 269 pp. 
4th ed. 1900. Kegan Paul, 7s. 6d. 

Book of the Grape, by H. W. 
Ward. Cr. 8vo. Lane, 2s. 6d. 

Grape Culturist : Cultivation of 
the Native Grape, by A. S. Fuller 
(U.S.A.). Cr. 8vo. 282 pp. 101 
nius. 1899. Kegan Paul, 7s. 6d. 

Practical Treatise on the Cul- 
tivation of the Grape Vine, by W. 
Thomson. Roy. 8vo. 10th ed. 
106 pp. nius. 1890. Blackwood, 58. 

Vineyard Culture Impro\'ed and 
Cheapened, by A. du Breuil. Trans, 
by E. and C. Parker. 12mo. 144 
lUus. R. Clarke Co., Cincinnati, $2. 

(Gardening. See section 27.) 

(Horses. See section 31.) 

Insects and Vermin. 

Economic Entomology : Aptera, 
by A. Murray. Large cr. 8vo. Illus. 
Chapman & Hall, 3s. 6d. 

Economic Entomology fob 
Farmer and Fruit-Grower, by J. B. 
Smith, Sc.D. (U.S.A.). Large cr. 
8vo. 480 pp. 483 Illus. 1896. 
Lippincott, 12s. 

Farm and Garden Insects, by 
W. Somerville. Pott 8vo. 125 pp. 
46 Illus. 1897. Macmillan, Is. 

Farm Insects Injurious to Field 
Crops and Granaries, by J. Curtis. 
Super roy. Svo. 516 pp. 16 Col. 
Plates and 69 Illus. 1883. Gumey 
& J., 21s. 

i Farm VER»nN — Helpful and 

' Hurtful, ed. by J. Watson. Cr. 

Svo. 86 pp. Illus. Rider, 28. 6d. 
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Gakdks Pests, by P. Allen. 
Demy 8vo. 240 pp. 1903. W. 
Gardjier, 'is. 6ci. 

iNJWBlOttB AND UhBFI'L IMHBCTS, 

l>y L. C. MiaU. Cr. 8vo. 264 pp. 
1902. BeU, 3a. 6d. 

iNSEcrre AfjD Inbbcticidbb ; Pests 
-and Methods of Prerenttug their 
liijuri«a, by C. M. Weed, D.Sc. 
(U.S.A.). Cr. 8vo. 2nd ed. 334 

E. 176 nius. 16 PlBtes. 1899. 
igan Paul, 7a. t>d. 

iNsacTS Injubious to Fbitits, by 
W. Saunders. Post 8vo. 2nd ed. 
440 niuH. LippinBott, lOs. M. 

Inbects iNOTRioua to Staple 
Crops, by E. D. Sanderson, B.S. 
12mo. 295 pp. 182 Illua. Wiley, 
S.Y., fl 50. 

Obsbbvationh OS iNJURiora In- 
JBBCTB and Coramiin Farm Pests dur- 
ing 1900, Prevention and Remedy, 
hyE. A, Ormerod. 1901. Siiupkin, 
Is. 6d. 

Inig'atioD, L&nd DrainRge. 

AGRICCTLTL'IIAL ENGIh'BERLNG IJ( 

India— Irrigation, by J. R. (J. Nio- 

holk. Cr. 8vo. IIIuh. Engineering, 

38. ed. 
CoMPLKTB Textbook op Fabh 

Engineering, by J. Scott. Cr. 8vo. 

1150 pp. 600 lUus. 1885. Look- 
, "Wood, 12h. 

Deainisg fob Profit and Dbain- 

(KO for Health, by G. E. Waring, 
\ Jr. (U.S.A.). Post 8vo. Soon, 

Is. 6d. 
IXbadtaoe of Fens and Low 
I'lianda by Gravitation and Steam 
■iTower, by W. H. Wheeler. Large 
Tor. »vo. 176 pp. 8 Plates. 188S. 
I Spon, I2a. 6d. 

I Dbainaqe of Lasos, Towns and 
Lf Buildings, by C, D. Dempsey, re- 
ryised by D. K. Clark. Fcp. 8vo. 
I.^rd ed. Crosby Lockwood, 4>i. 6d. 
EoTPTIANlRRIOATIOlf, by W. Will- 

woka. Boy. 8vo. 2nd ed. 486 pp. 
|!*jrePUtea. lUus. 18S9. Spon, 30s. 
BBiso FOE Lakh Dbam- 
I, by C. G. Elliott. 12rao. 1903. 
(Filey, N.Y., #1.50 

Fabh Deainaob ; PBiNcrpiBS, 
~ iBBeB and Efieatfi of Draining 
with Stones, Wood-plows, 
pea. Ditches and TUes. by H. F. 



French (Lf.S.A.'. Cr. 8vo, Spon, 
78- ed. 

IfiKiaATEb India. Austbalian 
View of India and Ceylon, their 
Irrigation and Agriuulture, by Hon. 
A. Deakin. Demy Hvo, .322 pp. 
Map. 189a. Thacker, 8s. fid. 

Irriuation and Dbaisaoe, PRIN. 
CTPLBB and Practice of their Cultural 
Phase, by F. H. King. Globe 8vo. 
504 pp. 102 IlluB. 1899. M»B- 
tnillan, 6s. 

Ibriuatios FABHiNfi, liy L. Wil- 
cox (U.S.A. >. Cr. 8vo. 312 pp. 
95 IlluB. 1900. Kegnn Paul, 10a. 

Ikhwatios Wobks in Ibtia and 
Egypt, by R. B. Buckley. Imp. 
8vo. Maps, Plans. Spon, 63s. 

Lakh Duainaoe, by C. S. Mit- 
chell. Demy 8vo. 2nd ed. 120 pp. 
1899. Land Ayi-iils' Rreord, 58. 

Manual op Ibbigation Enqin- 
KEBiNo. by H. M. Wilson (U.S.A.). 
Large cr. 8vo. 4th ed. 538 pp. 134 
Illus. 1903. Chapman, 17a. 

Pioneer iBEKiATios, by E. O. 
Mawson Med. 8vo. 276 pp. 1904. 
Lockwooil, 10s. 6d. 

Pbinctplbb and Peacticb of 
Land Drainage, by J. H. Klippart. 
I2mo. 2nd ed. 100 lllua. Clarke 
Co., Cincinnati, 81. 

Reclamation and Proxbction of 
Agricultural Land, by D. Stevenson. 
84. or. 8vo. 70 pp. 12IUus. 1874. 
A. &C. BUck, 48. 6d. 

Rebervoibb fob Ibbioation, 
Water-Power and Domestic Water 
Supply, by J. D, Schuyler (U.S. \.). 
Roy. 8to. 432 pp. 183 lllua. 25 
Platea. 1901. Chapman, 2l8. 

(Hydraulics. Set< Engineering, 

Manures, Fertilisers. 

Artifii-Tal Manures, How to 
Make, Buy, Value and Use, by A. 
Sibson. Cr. 8vo. 3rded. 162 pp. 
1901. Mark Lane Express, Is. 

iNB Products and Manitbes, by 
T. Lambert. Demy 8vo. 162 pp. 
21IUu9. 1901. Scott, Greenwood, 
I. <id. 

Farmvakd Manure ; Itb Natcrb, 

Qmposition and Treatment, by C. 

[. .\ikTOan, M.A., D.So. Cr. 8vo. 

(15 pp. 1892. Blackwood, Is. 6d- 
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Manures, PertiliBera, rimli'ninf. 

FEKtiUZKBn : The Source, Char- 
acter and CuuiutHitiitu of Naturnl, 
Honie-mada nnd ManufacturiHl Fer- 
tilizera, by E. B. Voorhees. Gl. 8vo. 
Mao mil Ian, 4h. lid. 

Makubbb and Manubiijo, by 
Prof. Scott. Uffiuial Guide, Ltd., 
Dublin, In. 

Mamliies and thb Pbinciplbh or 
Manuring, by C. M. Aikman, M.A., 
D.So. Cr. 8vo. 5iK pp. 1894. 
Blackwood, 6it. fid. 

Mani^keh aNii thbib Uses, by A, 
B.GriftithB. SiiuiU iKwt 8vo. IfiOpp. 
10 lUuH. ISKKP. Bull, iJa. Gd. 

Manukes : Thuh Sourckb, Cou- 
poamoN and ApiJioation, by E. W. 
Bell. Cr. 8vo. 120 pp. 18ft7. 
Cable Pult. Co,, la. (id. paper. 

Manuhiko or Hora, by B. Dyer, 
8vo. 1903. Vinton, Is. 

MAtfrjiiNO OF Market Garden 
C^ops, by B. Dyer and F. W. E. 
Shnroll. 8vo. 1!K«. Vinton, 
la. 

PdBB FBttTCtZEKS, JKl) THECHEU- 

ICAi Ci)nvi:rHion of Rock Guunua, 
etc,, into various Valuable Products, 
byC. Morfit, M.D. DemySvo. 547 
pp. 28 plates. 1873, Paul, 84h. 

School op Chbmical Mani;tu<s, 
from French of Geo. Ville. Trans. 

Sif A. A. Fesquet. Cr. 8vo. 116pp. 
luH. Baird, Philadelphia, &1-S»- 

SpEciAL Makures fob Gakdbk 
Croija, by A. B. GrifflthH, Ph.D. Cr. 
8vo. 2nded. 128 pp. 1900. Col- 
li ngridgt, 2s. 

Treatise os Masures : The Phil- 
osophy of Manuring, by A. B. Grif- 
lithH.Ph.D. Cr.Svii. 3rded. 450pp. 
20 Ilhis. 1904. Whittiiktr, 7s. fid. 



Fahu PofLTEY, for Fanner and 
Amateur, by G. C. Watwjn (U.S.A.). 
Gl. 8vo. 342 pp. liXU, Mae- 
ntiUan, os. 

GuiIIB TO StlCCEBS IN PoVLTRY 

Keeping, by G. W. Bacon. Cr. 
8vo. 130 pp. 1001. Bacon, Is. 



New Book of Poultry, by L. 
Wright and J. W. Ludlow. 4to. 
(108 pp. 45 Plates. 1002. Cm- 
aeU, 21s. 

New E(io Farm: Management 
of Poultry on «. Large Scale for 
Crommercial Purposes, by H. H. 
Stoddard (U.S.A.)- 12rao. 329 
pp. 160 niuB. IflOl. Gay & Bird, 

(JllR PoiTLTR* AND ALL AbDQT 

Them, by H. Weir. 2 vols. .150 
IlluH. 18 Coloured Plates. Vol. L 
4to. 450 pp. 1003. Hutchinson, 
14s. 

Pooi.TBV Book ; Selection, Rear- 
ing nnd General Treatment, by L. 
C. R. N. Elye, Cr. 8vo. 188 pp. 
ma. Ward, Li«l(, la. 

Poultry for Table and Market 
veram Fancy Fowls, by W. B. 
Tegetineier. Demy Svo. 2nd ed. 
135 pp. mua. 1898. H.Coi, 2b. 6d. 

PorLTBY KEKttNO AND HoW TO 

Make it Pay, by F. C. Wihion. Cr. 
Svo. 126 pp. 1902. Pearson, la. 

Poultry Kbepini, in Indla, by 
J. Tweed. Cr. Svo. Illus, Thacker, 
(is. 

Poultry Masaokmbst on 
Farm : Three Years and Balance 
Sheet, by W. Palmer. DemySvo. 
92 pp. PUtes. 1902. Constable, 
Is. 

Poultry : Their Classification, 
Varieties, Treatment and 1 
by E. Brown. Demy ! 
Illua. Deun, 2h. 

Poultry Yard ; Management of 
Fowls for Use and Exhibition, by 
MiHs E. Watts. Cr. Svo. 1902. 
Boutledge, la. 

Practical Poultry Keeper, by 
L. Wright. (3r. Svo. 311 pp. 
niuB. 8 Coloured Plates. 190L 
Cassell, 3b. 6d. 

The BuHiKEes Hen : Breeding 
and Feeding Poultry for Profit, by 
H. W. Collingwood (U.S.A.). C 
8vo. 149 pp. Gay & Bird, 6s. 

Utility Fowl Feedinq amt>- 
Management, by H. Fnincklin. Sq. 
Svo. 3ti pp, 1903. Dawbam, «d. 

Utility FowL-HorsBS and Ap- 
by H. Francklin. Sq. 
36 pp. 44 IlluB. 1903. 
Dawbam, (ta. paper. 



Poultry Diseases. 

-ilUIENTS r.F PoiTXTBY. l)J' F. T. 

Burton. Fc|,. 8v.>. Dymi, Is. 

Parasitic Diseases op Poultry, 
by F. V. Theubald. P.wt 8vfi. 
1 10 pi>. 23 lUus. 181>4. Uuroey 
& J., 2s. 5d. 

Tt'RKEVS AM> How TO GROW 

Them, ed. hy H. Myrick (U.S.A.). 
Cr. »v... lUua. Gay & Bird, Bh. 

TiTBKEY Culture, by F. J. 
Crangle (I'-S-A.). 8vo. Illus. 
11(01. Eicelaioi Wire Co., N.Y.. 
. 50u. 

Gajib Bmna : Theib, Habits, 
Modes of Capture, Stuges of Plum- 
age im<l Hybrids, by J. G. MillnlH. 
S.|. 8vo. 185 pp. lUua. 181M. 
Sotdieran, ISa. 

Gamskbbper's Annual. Cr. 8vo. 
72 pp. niuB. JohnaoD, Kiddle lit C., 

Kebpe&'s Book : Duties of a 
Gamekeeper, by A. S. Witlker and 
P. J. Mttckie. Cr. 8vo. 1904. 
Simpkin, 3s. 6d. 

Pheahamtb : Thbib Natijral His- 
tory altd Practical MauogemeDt, by 
W. B. TBjietiiiBier. Demy Svo. 
Urd «d. 237 pp. lUuB. 1897. 
Horace Cox, 78. 8d. 

PaACTicAL Game Presbrviso ; 
Ri^ttriiig and Preserving Winged 
and Ground Game, by W. Carnegie. 
Deray 8vo. 570 pp. 44 lUiw. 
1884. Upcott Gill, IOh. 6d. 

Tobacco Cultivation. 

Cultivation and Pbbparation 
of Tobaoco in Tadia, by Dr. F. 
Watson. 1871. B. CJuaritcii, 5h. 

Tobacco amd its Auultebationb, 
by H. p. Prescott. Svo. 130 pp. 
250 UluH. 1858. Gurney & J., 
128. IW. 

TonALvo Growlso, Curiso and 
Maaufocturing, ed. by C. Q. W. 
Loch. Cr. Svo. 286 pp. 31 lUus. 
1886. Spon, de. 

Tobacco Leaf ; Its Cultueb ajib 
Cure. Marketing and Manufaoture. 
by J. B. Killebrew & H. Myrick 
(U.S.A.). Cr. 8vo. 520 pp. Gay 
& Bird, 10b. 



AIR, AERIAL NAVIGATION. 
Air — Analyaia and Uses. 

Air Analysis, with Appendix on 
lUuHdiiftting Gas, by J. A. Wanklyn 
and W. J. Cooper. Cr. 8vo. 2nd 
ed. 82 pp. D PtatoH and IIIub. 
ISai. Kegan Paul, 5a. 

Air, Water ami DtsiNrecTANTB, 
by C. H. Aikman, M.A., D.So. 
121.10. 128 pp. 1895. S.P.C.K., Is. 

CoMi-RBssEi) AiB : Itb Produc- 
tion, Usesaud Applications, by Q.D. 
Hisoox. Large8vo. 820pp. M5111. 
1901. Henley ii Co., New York, 85. 

CouFBBHHEii A IB , by p. Richards 
(U.S.A.... Cr. 8s(i. 203 pp. 18H8. 
Chapinau, lis. M. 

ukyuiit BY Means or iViK abo 
Steam : Exphmatlonii, Fontiuliti and 
Tables for Uae in I'rautioe, trans, 
from German of £. HuuF^brand. Cr. 
8vo. 72 pp. 2 Lliagrauis. 13 Tables. 
lUOl. Scott, GrQenwood, ba. 

Gases op the Atmosphere, by 
W. Rainsay. Largecr.Svo. 240pp. 
1890. Macmillan, Gs. 

Lessons on Aib, for Junior Stud- 
ents, by A. E. Hawkins, B.Sc. Cr. 
8vo 12nio. 2aded. 188 pp. Illus. 
189ti. Kivinghms, 28. Ud. 

LlyUID AlR AND THE LlQUBPAC- 

TJOH of Gases, by Sloane. 2nd ed. 
3fi6pp. Illus, N.W. Henley it Co., 
N.Y., S2 60. 

Oeone and Antozonb : Their 
History and Nature, by C. B. Fox, 
M.D. 8vo. 329 pp. Col. Plates. 
1873. Churchill, 12s. fid. 

OziiSB : Its Commercial Pro- 
uroTioNa and its Applications, by 
E Andreoli Demy 8vo, 90 pp, 
34 Illus. 1893 Ktectncal Re.vie.'i; 
2b. fid. paper. 

PiTRE Air. Ozone and Water : 
Their Utilisation and Value in Oil, 
Greaae, Soap, Paint, Glue, and other 
Industries, by W. B. Cowell. Cr. 
8vo. 86 pp. laniua. 1900. Scott, 
Greenwood, 5s 
Aerial Navigation, Kites. 

Aerial Navioation : Construc- 
tion of Dirigible Balloons, Aero- 
stats, Aeroplanes, Aeromotora, by 
F. Walker. Cr. 8vo. IttS pp. 100 
lUus. 1902. Lockwood, 7b. fld. 
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Aerial Navigation, Kites, coiiliiiuf^. 

Abblal Savliation : How Fas 

it ifl Priiotiuiible, by J. S. Krauaa. 

Svo. 1901. Siiiipkin, MarehaU, Is. 

BaIXOOKINO : HMTOSYANDpaiN. 

CIPLKS, by G. May. Cr. 8vo. 100 
pp. niuB. 1885. Wtittaker. 2s. Bd. 

PutAKiTES : Making and Plyino 
Tailless Kites for Scientilic PurpOHea 
and Recrtiation, by G. T. Wiigloin 
(IT.S.A.). 4t(>. 90 pp. Plates, 
18U6. Putnam's, 7s. 6d. 

Pbactical Kites and Aero- 
PLiSES, by F. Walker. Cr. Svo. 
78 pp. im3. G. Pitman. Is. 6d. 

(Arbitration. See section 40.) 

ARCHITECTURE AND BUILD- 
ING. 
Architecture. 

Architbuturb Uf Ressaihsance 
in Italy, for Students, by W. J. 
Anderson. Roy. Svo, 3rd ed. 20(1 
pp. ti4 Collotypes. 1901. Batsford, 

Abchitbct's Guide, byF. Rogers. 
Cr. Svo. 1884. Lockwood, 3a (Id 

ABCHITEtJIUBAL EXAHFLES m 

Briok, stone. Wood and Iron, by 
W. Pullerton. Demy 4to. 2nd ed. 
254 pp. 220 plates. Spon, 15s. 

Civil AEOHiTBCTOBB.tjy E. Shnw, 
4to. lilt ed. 102 Plates. Baird, 
Philadelphia. 30. 

Dbcobative Part of CinL Archi- 
TECTURB, by Sir W. Chambers. With 
an Exaniinalnon of Greoian Architec- 
ture, by J. Gwilt. 4to. m Plates. 
Lockwood, 21b. 

Blementabt Abchitbctube, for 
Students, by M. A. Buckmaster. 
Cr. 8yo. 144 pp. 38 Illus. 1898. 
Frowde, 4s. fid. 

Elements of AufHirEcrtmE, ecmi- 
piled by H. Wotton. Boy. lllmo. 
190.3. Longmans, IOh. fid. 

Handbook ov ABCHrrEcrrBAi 
Styles, trans, from A. Rosengarten 
by W. Collett-Sandars. Demy Svo. 
508 pp. fi3il lUua. IflOl. Chatto, 
7a. (id. 

Hints to Younh Architectb, by 
G. Wightwich. Cr. Svo. 6th ed. 
Lockwood, 33. fid. 



Uistoby op ARCHrCECTUBE, tor 
the Student and Craftsman, by B. 
Fletcher. Cr. Svo. 4th ed. 300pp, 
' 15 Plates. 1901. Batsford, 21h. 

Oriibrb asp Sttlbb of AxoHi- 
TBtTiiRB, by W, H. Leeds and T. 
T. Bury. IUub. Lockwood, 38. 6d. 

SE VE?) PEBIIIDB OF EnQLISH ABCHI- 

;CTCBB defined and illuertiated, ty 
S. Sharpe, M.A. Hoy. Svo. aOIUus. 
S|x>n, 12a. fid. 

Dictionaries, Enqrclopiedias. 

Concise Glossary or Tebus 
uned in Grecian, Boman, Italian and 
Gothio Architecture, by J. H. Par- 
ker. Fcp. Svo. 331 pp. 500 Iliiu. 
ISKKI. J. Parker & Co., 78. fid. 

Dictionary ot ARcBrrBCTUB 
andBuilding.byR. SturgiB(U.S.A.). 
8vo. Vol. L, A-E. 471 pp. SB 
Plates. H., F-N. 530 pp. 



Mae- 



Plates, ni., 0-Z. 1901. 
niillan, 26s. each. 

Dictionary op Terms usBn -uf 
Arohiteoture, by J. Weale. Cr. Svo. 
6th ed. Lockwood, 58. 

Dictionary or Tersis obbd nt 
Architeetural Design and Building, 
Constmction, with French and Ger- 
man equivalents, by B. S. Bum. 8vo. 
300 pp. 38 Plates. Batsford, 68. 

EsCYCtOP^EDIA OF ABCOtTBCTCBB, 

by J. Gwilt. Demy Svo. 14B 
pp. 1478 niuB. 1899. Longmans, 
21a. 

Encyolopbdia of Architectubb, 
by P. Nicholson. 2 vola. 13(W I 
215 PUteH. J. S. Ogilvie Pub. C 
N.Y., «10. 

Glossary ov Technical "T 
used in Architecture and the Build/ 
ing TradoH, by G. J. Burns. 
Svo. Sjjon, 3a. 6d. 

Handbook of Technical Terms 
used in Architecture, Building am 
their Allied Trades and Subjects, l^ 
A. C. Passmore. Demy Svo. 38 
pp. 1904. Scott, Greenwood, 7a, 6i 

Drawing;, Desig^ng. 

AprLiEi> Perspectis- 
TECTfl and Painters, by W. P. p, 
Longfellow (C.S.A.). 4to. 95 j 
3fi Plates. 1901. Gay & m 
i;i8. fid. 



Architectubji. Dbawinq, by R. 

P. Spiers. Beviseded. 4to. fiSpp. 
Plates. 1902. CasaeU, 7a. (M. 

.Architbctusai. Drawisg, by C. 
F. Eklminster. Obi. raed. 8vo. 
ion pp. m Plates. D. Williama 
(■,.., N.Y., $3. 

ABCttrrBrTitRAL Dbawing for Mb- 
CHASics, by J. P. Hicka. Obi. fcp. 
4Ui. tlfl pp. D. WUiisms Co., 
N.Y., *1. 

ARCFIlTBCTt-BAi PBRaPBCTIVE, by 

F. O. Ferguson. 8vo. 2nd ed. 
43 Pktes. Lock wood, 38. 6d, 

AECHrTB'.TLTlAL PICTURE MaKPIG 

with Pen and Ink, by B. Ijinfoot. 
ObL 4to. Comstoek, N.Y., 13.50. 

Abchitbctubal Rbxdebiso in 
Sepift, by F. F. Frederick. Polio. 
Plates. Comatock, N.Y., «3. 

Draujjhtsmanship, by G. W. T. 
Hallfttt. ISiiio. 3rd od. Spon, 
la. 6d. 

Pbacticax Lessons in Abckitec- 
TtiKAL Drawing, by W, B. Tuthill. 
Large 8vo. 11th ed. 44 pp. text. 
33 Platea. 33 lUua. 1903. Com- 
Btook, N.Y., 82.50. 

Frinl-iples akd PaAcnCB of Lin- 
ear Perspective Developed along 
Original Lines, for Atchiteots, Civil 
and Mechameal Eiwineere, etc., by 
H. T. C. KtaUH (U.S.A.). Obi. 
toUo. 14 Plates. Spon, 10a. 6d. 

PbINOIPI.EB op AttCHUBCTUBAI: 

Per/ipectiTe, for Students, by G. A. 
T. Middleton. Demy 8yo. 78 pp. 
imS. Batsford, 28. ttd. 

pMNaPLBS OF Akchitectural 
Planning, with Notes on Aspect, by 
P. L. Mnrkti. Large 8vo. 12U pp. 
m Plans. 1901. Batflford, 6s. 

Theory and Pbaotice in the 
Designing of Modern Framed Struc- 
tures, by Johnson, Bryan and 
Tiirnlaure (U.S.A.). Super roy. 8vo. 
7th ed. 525 pp. 48 Plates. 1890. 
Chapman, 42h. 

(See ftlso Drawing, Deaigna, etc., 
under Art, section 4.) 

Gothic Architecture. 

A B C OP Gothic AnoHiTBCTtmB, 
by J. H. Parker, C.B., M.A. Sq. 
16mo. Uthed. 265pp. 200IUus. 
1900. J. Parker it Co., 3b. 



Gothic ABcaiTHCTCaB, from 
French of E. Corroyer. Cr. 8fo. 
388 pp. 236nius, 1893. Seeley, 6s. 

iNTBuDrcrrioN to thb Stpby of 
Gothic Architecture, by J, H, 
Parker. Fcp. 8to. 13th ed. 331pp. 
200111U8. 1900. J. Parker* Co., 5s. 

Manual of Gothic Mouluinob, 
with Direotiona for Copying and 
Determining their Dat«a, by F. A. 
Paloy. DemySvo. 6th ed. 132 pp. 
Platea. 1902. Oumey & J., 7b. 6d. 

Home Architecture. 
Domestic Housb Plankeb *an 

Sanitary Architect. Large cr. 8vo. 
264 pp. 60 lllua. 16 Pbites. 1891. 
Ward. Look, 5h. 

HoMBaTBAD AiurHiTECTUBB, by S. 
Sloan. 8vo. 354 pp. Buird, 
Philadelphia, S2.oO. 

HouBB Architbctitbb, by J. J. 
Stevenaon. Royal 8vo. IUuh. 
Vol. I. Architecture. 382 pp. 131 
Dlus. Vol. U. Uouae Planning. 
1880. Macmillan, 18s. 

Modern Awhitbctubal Prac- 
tice ; a Lai^ Country House in 
Detail, by B. Price. Large 4to. 
CoinHtock, N.Y., $1.50. 

Pallisbr's Ambbican Abohitbc- 
ruRE, by J. S. Ogilvie. Demy folio, 
104 pp. Plates and Plans. Ogilvie 
Pub. Co., N.Y., S2. 

Sound Sense in Sceukban Arceu- 
tbcturb. by F. T. Lent (U.S.A.). 
2nd ed. Spun, 5s. 

Mechanics, Stresses, 

Roof T busses. Diagrama for 
Steady Load, by C. E. Greene 
(U.S.A.;. 8vo. Chapman, Sa. 6d. 

Strength and Elastiditt of 
Structural Members, by B. J. 
Wooda. Demy 8vo, 320 pp. 1904. 
E. Arnold, 10a. 6d. 

Strbbbes and Thrusts, for Stu- 
dents, by G. A. T. Middleton. Cr. 
8yo, 2nd ed. 105 pp. 150 lUus. 
1900. Bataford, Sa. 

Stresses in Framed Strpctdbhs, 
by Prof. A. J. du Buis, with additions, 
by J. S. Deans and W. W. Crehora 
fU.S.A.). 4to, 10th ed. 617 pp, 
49 Plates. 1896. Chapman, 42s. 
(Strains and STREflSBB. _..^ 

eering, section 21, p. 102.) 
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SpedGcatiima, Price Books. 

Ajm^hitk)-™' Asji BnittiEBs' Price 
n«ok, with uiMfiil MmiirirHndn nnd 
TablcB. by W. Young, ed. by C. 
Youaif. Cr. 8v<j. Anniwl. 12iito. 
420 pp. Sp..n, 3s. <W. 

AacHrrEtrw' Compendiuii. Demy 
4tii. 011pp. Anniml. CmiipescUu 
Pub. Co., ISh. 

AncHiTECTrBiL Specifications 
Detail, by F. W. Mucey. Medium 

8vo. lioo pp. mm xiiuH. - 

Spon, 2l8. 

CoMPBNDittH Rboibtkbs : Lists of 
Arohitecta, Surveyo™, Buildere and 
CoDtractoTK, EstAte Muna^jurB, etc. 
Demy 4to. Annual. 184 pp. Ciim- 
pendium Pub. Co., 5b. 

Guide to Sopbrficiai. Meabuke- 
MBNT, for Architeobs, Surveyors unci 
Builders, by J. Hawkins. Pep. 
4tb ed. LuckwoiMl, 3a. ltd. 

Handbook of FoaiiuLJi. Taelks 
and Memoranda, for Architectural 
Surveyors, etc., by J, T. Hurst. 
Obi. aSmo. 15th ed. 512 jip. 
1898. Spon, 5a. 

Office Masaobhent, for Ai'olii- 
teote and Civil Engineers, by W, 
K. Pnrry, M.A. Medium 8vo. 187 
pp. 1901. Spon, lOs. 

Price Book for Abchitects and 
Engineers, by T. E. Coleman. 
ISiuo. 294 pp. 1901. Spon, 58. 

QpAifnriEs: for Architeots Sur- 
veyors and Builders, by B. Fletcher. 
Or. 8vo. 7th ed. 474 pp. 72 IIIuh. 
10 Plates. 1903. Batsford, 7a. 6d. 

QUAUTIDBS AND QUANMTY TiK- 

iNo, by W. E. Davis. Or. 8vo. 3rd 
ed. 170 pp. 1904. Whittaker, 3b, 6d. 

Sfhcifications for BfriiDiso 
Works, and How to Write Theiu, 
for Students, by P. R. Fbitow. 
Cr. 8vo. Snded. 150 pp. 1901. 
Whittaker, 3b. 6d. 

Specifications fob Peactioaj. 
Architecture, by A, Bartholomew, 
revised by F. Rogers. Demy 8vo. 
3rd ed. 416 pp. Lockwood, 15s. 

(See also p. 18.) 
Bricklaying^, Plastering, 

Bricklaying, hy O. B. MMginnis. 
8vo. m pp. 1901. Whittftkor, 10s. 

Bricki^yino. Ci'. 8vo. 1901. 
Dicta, 6d. paper. 



Beicklavino and Bbickcdtthio, 
bv H. W. Richards. Demy Svo. 
152 pp. 1901. Longmans, 3s. 6d. 

Drawinu n>B. Bricklaysbs, by 
E. A. Daridson. Ci. 8vo. 102 wi, 
:!4 Plates. 1898. Cassell, 3b. 

PnACTiCAI, BSICK AND TtLB BOOS, 

by E. Dobson and A. Han 

Or, 8vo. 560 pp. 270 Hlus. Look 

wood, (te. 

PLABTBttiso. Or. 8yo. 1902. 
Dicks, 6d. 

ScATFOLMNO, bv J. Black. C 
8vo. 90 pp. 1901. Dicks, Bd. 

Stonemason and Brickuybr. 
Large cr. 8vo. 271 pp. 224 IUub. 
11 Plates. 1891. Ward, Look. 6g. 

( Brickmaking. See section 5i 
Building- Construction. 

Advanced Buildini; Construc- 
tion, for Students. Cr. 8vo. 
K360 Blus. 5 PUtes. 1 
ngnians, 4b. 6d. 

BOOKKEEPINU FOR BuiLDEBS, fct 

small businesses. Or. 8vn. 37 pp. 
19U3. Davis, 18 Ironmonger Liuie, 
Loudon, Is. 

BuiiDBRs' Accounts, by J. A. 
Walhaak, A.C.A. Demy Svo. "" 
pp. 1901. Gae, 3b. Od. 

BuiLDEEs' Bookkeeping, by S. 
Saker. Cr. 8vo. 2nd ed. 120 pp. 
1895. Suupkin, 3b. 6d. 

Builder's Clerk, Manaobhent 
of a Builder's Business, by T. B^os. 
Fep. 8vo. 2nd ed. Spon, la. 6d. 

Builder's Work and the Buhjh 

o Trades, by H. C. Seddon. Med. 
8vo. 3rd ed. 360 pp. 287 Hlofl. 
1897. Longmans, IHs. 



Ma 

Draughtsman, by various writera. 
Large cr. 8vo. 296 pp. 18 Plates. 
■ "io lUus. Ward, Lock, 6s. 

Building Construction : Kw 
to Examinations of Science and Arfi 
Department, by H. Adams. Or, Sro,- 
"■4 pp. 3.301I1US. 1894. Chapman 

HaU, 4s. 

Building Construction, for Stud- 
ents, First Stage, by B. Cunnins- 
tarn. Cr. 8va. 240 pp., 42010. 
2nd ed. 1904. Clive, 2s. 6d. 

Bun.DiNO Construction kib B— -^^ 
I, by J. W. Rfley. GL Btoj? 



255 pp. (}33 lUus. 1W)1. Mac- 
tnillAn, '26, 6d. 

BUILDISO CoKBTRrCTION AND 

Drnwing, for Meuientiary Studentu, 
by C. F. Miticliell. Cr. 8v(). 61h 
ed. 4«2pp. 95«rUua. 1903, Bats- 
ford. 3a. 

Bdilpino Construction, for 
Advonceit Students, by C. F. and G. 
A- Mitchell. Ct. 8yo. 4th ed. «90 
1111. 350 lUus. 1903. Bataford, 5s. Od. 

BUILDIMO CONSTROOTION AND 

yu[)erintendenoe, hy F. E. Kid- 
der (U.S.A.). 3 vols. Vol. I. 
Miison's Work. Large 8vo. 421 
pp. 250I1IUS. Bthed. 1904. 20a. 
Vol. II. Carpanter'a Work. Imp. 
8vo. 4tli ed. 544 pp. 500 Illua. 
l»04. 20b. Vol. III. Hoavy 
Framing for Warehouses, Fttctories, 
etc. 1902. Gay & Bird. 

Bpildiso Specific atiowb, for 
Architects, Buiidew, etc, , by J. 
Leuning. Large 8vo. 800 pp. 160 
lllus. 1901. Batsford, 18s. 

BDILDIKO StrPEBlSTENllENCK, by 

T. M. Ciark (U;S.A.). Fop. 4to. 
12th ed, 1903. MaomilUn, 12a. M. 

Cakpentbbs' AUD BinLDKRS' COH- 

vusrs Companion. Imp. quarto. 
J. S. Ogilrie Puh. Co., N.Y.. 93. 

Cleek of Wokks, voa all Es- 
oAUEi) iu Superintendenoe of Build- 
ing, by G. G. HoHkins. Fep. 8vo. 
7th ed. Spon, la. (id. 

Conduct of Buildinb Wouics and 
the Duties of a Cierk of Works, by 
J. Leaning. Small 8vo. 140 pp. 
1 Diagram, 1898. Bdtfiford, 2a. Od. 

Detaus or Building Conhtkuo- 
TiON, by C. A. Martin. 10 x 12i. 
33 Plates of Scale Drawings, Com- 
Btook, N.Y., 82. 

Elbhentaky Buildinq CoKaTBiro- 
TION, by E. J. Burrell. Cr. 8vo. 
276 pp. 303 Working Drawinga. 
1901. Longmans, 2a. 6d. 

Elemejjtaby Buildcjo Conbtbuc- 
TioN, by C. Gourlay. FoUo. Ii8 pp. 
Plates. 1903. Blackie, its. 

Elbmbnts ofBuildino Conbtbuc- 
TiON and Architectural Drawing, by 
E. A. Davidson. 12mo. 125 pp. 
144 Illua. Cassell, 2a. 

FiBST Pbinciplbs of Bvildino, 
for Students, by A. Black. lllus. 
Biggs, 3b. 6d. 



Plates on Building Con- 
by C. F. Mitchell. Roy. 
foho. 1900. Cassell, lOs. (VI 

How TO Build a flotiE, by F. C. 
MiKjre. Cv. 8vo. 158 jm. Illua. 
Doubleday. Page .t Co., N.Y.. «1. 

How TO Fkixi A House or 
Balloon and Roof FrauiJng, by O, 
B. Maginnis, 8td. 85 Illua. Baird. 
Philadelphia, 11. 

JniNTH Made and L'kbd BY 
Builders, by W. J. Christy. 12iiio. 
IHO I11.1S. 1883. Lockwood, 3s. 

Notes on Bdildino CosaTRUc- 
TiON, for Science and Art Exania. 
4 Tola. Roy. 8vo. Vol. I. Ele- 
mentary. .320pp. 552IlluB. 1901. 
10b. ed. Vol. 11. Advanced. 307 pp. 
479 Illua. 1900. lOB.tid. Vol. III. 
MatenalB{HDnDurs). othed. 548 pp. 
188 nius. 1902. I8a. Vol. IV. 
Caluulationa for Building (Honours). 
4th ed. 3&4 pp. 10 Plates. 552 
lUus. 1899. I 5b. Longmans. 

Practical Building Cosstbuc- 
noN, for Students preparing for 
Board of Education Exams., by J. 
P.Allen. Roy. 8vo. 4th ed. 55flpp. 
1000 niua. 1903. Lockwood, 7b. 8d. 

Practical Cbntrisq, by O. B. 
Maginnis. fio lllus. Comstook, 
N.f., 81. 

Pkactical Hoube Bim.DBB, com- 
piled by U. £. Bumham. Cr. 8vo. 
F. J. Drake A Co., Chicago. 50o. 

PaACTICAL BULEB ON DttAWISO, 

for Builders and Students, by G. 
Pyne. 4to. 14 Plates. Crosby 
Lockwood, 7b. Od. 

Prevention of Dasipnbhs in 
Buildings, with Remarka on Causes, 
Nature and Effects of Saline Efflor- 
esoenuea and Dry Rot. by A. W. 
Keim. TranB. from German. Cr. 
8vo. 115 pp. 8 Col. Plates. 13 
lllus. 1902. Scott, Greenwood, 

PBIBCrrLBS ANn Pbapticj! of 
Modern House Construction, includ- 
ing Plumbing, Drainage, Ventilation, 
etc., ed. by G. L. SutoUffe. Demy 
4to. 6 divisionB 8s. each. 700 lllus. 
Gresham Pub. Co. 

Rational Building, by E. E. 
Violletde^Duo. Trans, by G. M. 
Hu8a(U.S.A.). 8vo. 367 pp. IM 
nius. 1895. Macmillan, 128. 6d. 
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Building Constructian, ruiititiiKtl. 

RuDiMBSTS HP Art of Buii-dino, 
by E. DolMtou. 12mo. loth eii. 
2:t0 pp. 1901. Lockwfxxl, 28. 

SCAFFOLDIHO, lij A. G. H. 
Thatcher. Cr, 8vo. 202 pp. Mus. 
1904. Bataf-ird, 68. 

ScAMPisa Tricks and Oud Know- 
LEwiE Occasionally PractiHed upon 
Public Works, by J. New:nan. Or. 
8yo. 12flpp. 18il3. SpoQ, 28. 6d. 

Building Law. 

CosMTioKH OF Contract Rblat- 
INO to BuildiuB Works, by F, W. 
Maoey. Roy. 8vo. 1902. Sweot 
•t Maiwell, 15a. 

£hGINERRC4G AtlD AB«HITBCTra*L 

Juriaprudeaoe : Law ot Coiwtruction, 
byJ.C. Wait(U.S.A.). 8vo. 18!t7. 
Chapman, 25s. 

Handy Book ok Law Cosobrn- 
isa Owner, Builder and Archittivt, 
by J. W. Smith. 12mo. 108 pp. 
1895. E. Wilson, 1b. limp. 

LiW OF BUILDINO, BSOlNBBRim) 

and Shipbuildii^ Contracts, by A. 
Hudflon. 2 vols. 2nd ed. Water- 

Law of Opbratiosb Preliminary 
to Construction, by J. C. Wait, 
LL.B. (U.S.A.). 8vo. 720 pp. 
Chapman, 2Ib. 

Law Rblatis(i to Builmnos, 
Building Lenses and Buildiny Con- 
tracts, by Juc^e Euideu. 8vo. 3rd 
ed. 18»5. Knight, ISs. 

Londos Ik'iLiiiN<i Ai;t, 1894, with 
Notes, "by W. F. Oniies. Roy. 8vo. 
1894. Stevens & Horn. 3e. 

London- Bon.MN.i Acts, 1894-98, 
by Baniater and Flutcher Cr. 8vo. 
,Srd ed. 23 Col. Plates. 1901. 
Batsford, 6b. fld. 

Treatisb on the Law of Build- 
INQ and Engineeriuj,' Contr;icts and 
of the Duties and Liabilities of En- 
gineeni. Architects, Surveyors and 
Valuers, by A. A, Hudson. Roy. 
8vo. 2nded. 2 vols. 1895. Clowes, 
508. 

(See also Property, section 38.) 

Building Materials. 



ro. 2 vols. Vol. I. SiSmf 
Vol. 11. 240 pp. of Iltii?! 
18»U. Chapman, 31s. (3d. /■ 

Inspection or the MatbbuI* 
and Workmanship Employed iag 
Construetiou of Public and PrintM 
Work, by A. T. Byrne (U.S.A.^', 
12mo. 539 pp. 1898. Chapmiiv' 
12s. 6d, 

Matertais of Construction, lif* 
J. B. Johnson (IT.S.A.). Roy.Bvo." 
78;) pp. 11 PUttes. B36 Illua. 1897. 4 
Chapman. 25s. i 

>lATERtALa Of Construction, tor \ 
Technical Schools, by R. H. TholB-,^ 
ton (U.S.A.). (ithed. 763 pp. 161 I 
lUus. 1894. Chapman, 2l8. J 

Stbbnoth of Mateeials as»j 
Theory of Structures, by H. T- i 
Bovey. 8v... Chapman, 31a. fli \ 

TbbatisB on trb Rbbistanoe «*■ i 
.Materials and an Appendix on Pn~ ^ 
aervation ot Timber, by Prof, da 
V. W<«d (U.S.A.). 8yo. 7th ei 
Chapman, 78. 6d. 
(Also Materials of Constructioa. Sm 

Engineering, ^leotinu 21). 
Building Stones. Masonry. 

Book of Desiuss for H»ab- 
HTONES, M ui'al and other Monu- 
ments, liy ,). Fursyth. 4to. 78 De- 
signs. Bnii-d, Pliiladeljihia, tS.SO. 

BUILlllNIi AN[' <lKNAMBNT*t 

stones of Wisconsin (Geol. Survey 
Bull.). 670 pp. 69 Maps. IBOl. 
Wesley, 10s. 

Drawing for Stonemasons, byB- 
A. David-son. 12rao. 96 pp. 31 
Platen. 1899. Casaell, 3b. 

Manuals of (Jothic Obnaubht. 
Vol. J. Stone Carving. Vol. II. 
Moulding. Vol. III. Surface Oma> 
ment. 18mo. J. Parker & Co., la. 

Mabble Worker's Mamcal, 
trana. from French by M. L. Bootb> 
12mo. 254 pp. Baird, Philadelphia, 
81.50. 

Modern Stosb Cutting and- 
Masonry, by J. S. Siebert and F. 
0. Biggin (U.S. A.). 8vo, 14 Plates. 
Chapman, 6s. 6d. 

Practicai. Mabonby, by W. B. 
Purchase. Roy. 8vo. 4th ed. 21& 
pp. 62 Plates. 1903. Croeby Lode- 
wood, 78. 6d. 




I Pboblbub in Stone Cnrrraii, bj 
\ E. Warren (U.S.A.). DemySvo. 
10 Plates. 1884. Chnp- 
«; 10s. 6d. 

Report on the Stbbmoth of the 
Building Stones in the United States, 
by Q. A. GiUmore. 8vo. lllua. Van 
Nostrand, N.Y., »1. 

SUJCO-CALCAHEOCa Sani«tone8. 
Building Stonea from Quartz-sand 
and Lime. Chemiunl and Technioal 
principles, by E. StSffler. 8vo. 22 
^Jrawii^. 5 Plates. Spon, 48. 
j Stone : How to Get It and How 
JeUselt, for Students, by Maj.-Gen. 
p. E. Luard. 8vn. Spon, 2h. 
Stones swr BtniDiNu anu De- 
j.byG.P.MerrUl (U.S.A.). 
'<!. 2nd ed. nCM) pp. II 
1897. Chapman, 2Ih. 
IRKING Machrsbby, by 
Or. 8vo. 2nded. 18(1 
1898. Crosby Lock- 



Si. P. Bale, 
pp. Illus. 
wood, 98. 
Treatise 



Masonry Cosstkuc- 
r, by J. O. Baker (U.S.A.). 
Demy 8vo. 9th ed. &60 pp. 125 
Illus. SPIates. 1900. Chapman, 2l8. 
Trbatisb on Obnambntal and 
Building Stones of Great Britain 
and Foreign Countries, hy E. HuU. 
Demy 8vo. 333 pp. Plates. 1872. 
Hacmillaa, 12s. 

Cement, Concrete, Lime. 

Architectb' Handbook on Ce- 

mbn™, by A. H. Clarke. IBiiio. 

"^ .. D. Williams Co., N.Y., SI. 

Calcareoum Cbsiestb : Their 

Mature, Preparation and Usex, by 

% R. Redgrave. Large or. 8yo. 238 

>p. aSDlua. 1885. Griffiu, 8b. 6d. 

Cement Users' and Buyers' 

taide, by Calcare. 32mo. 1901. 

^n, 2s. 6d. 

Cheuicai. AST Physioai. Bxamin- 

tyioM u£ Portland Cement, by R. 

^. Meade. 183 pp. 1902. Chem. 

•ab. Co., Easton, Pa., SI. 

. Concrete ; Itm Natdrb and 

t, by G. L. Sutolitfe, A.R.I.B.A. 

up. 58 lUuB. 1893. Lock- 

, Tb. Bd. 

Concrete : Its Use in Buildinci, 

[by T. Potter. Cr. 8vo. 2nd ed. 

'■BOO pp. 100 niiis. 181M. BatH- 

ntord, 7s. 6d. 



EXPBRJiiiESTa on the Strenoth 
of Cement, ehielly in reference to 
Portland Cement, by J. Grunt. 
8vo. Spon, 10s. Bd, 

Hydraulic Cement : Itu Pro- 
PEETiBs, Testing and Uae, by F. P. 
Spalding (U.S.A.). Cr. 8vct. 2li5 
pp. 34 lUuH. 1897. L^hapinan, 
8s. Gd. 

LiMb, Mortar and Cemknt : 
Their Composition and Analysis, by 
W. J. Dibden. Cr. 8vo, 227 pp. 
1901. Sanitary Pub. Co., os. 

Ll.MES, Ceubntb, MoBTARa, C^ON- 
URETES, Mastics, Plastering, etc., 
by G. R. Burnell. Cr. 8vo. 13th 
ed. Lookwood, Is. (td. 

Manual of Limb and Cement : 
Their Treatment and Use in Con- 
struction, by A. H. Heath. Cr. 
8vo. 215 pp. 1893. Spon, Ha. 

Notes on Concrete and Works 
Concrete, by J. Newrai 



H. Faija. Cr. 8vo. 3rd ed. Look- 
wood, 2s. 

Portland Cement : Iia Mantj- 
factitre. Testing and Use, by D. 
B. Butler. Demy Sro. 3liO pp. 
85 Illus. 1899. Spon, 18a. 

Practical Treatise on Limeh, 
Hydraulic Cements and Mortars, 
by Q. A. Gillmore, A.M. (U.S.A.). 
Uoyal8vo. 11th ed. IlJua. Spon, 
18s. 

Churches. 

Church Bdildino : P^nciplbs 
of Church Architecture, by R. A. 
Cran. Medium 8vo. 1901. Small, 
Maynard & Co., Boston (U.S.A.), 
82.50. 

Chorches anii Chapels, by F. 
E. Kidder. ttbl. 4to. New ed. 
120 Ulus. 52 Plates. Comstoek, 
N.Y., S3. 

Nonconformist Church Bcild- 
iNo, Popular Handbook, by J. 
Cubitt. Cr. 8yo. 121 pp. 1802. 
Chfts. Clarke, 2a. Bd. limp. 

WORKINU DrA WINOS OF C HUBCHBS. 

Folio. 4 vols. Vol, I. Minster 
Lorell Church, Oxon., Perpendicu- 
lar style, to hold 350 persons 
5a. Vol. II. Shottesbroke Church, 
Berks., Decorated style, 3b. 6d. Vol. 
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Charches, rmitinnai. 
III. St. Bartholomew's Chapel, Ox- 
ford, Enrly Perpeiidicular style ; 
size, 24 ft. Iiy lt> ft. ; estiinated 
BOBt, £228 ; 90 persona. Vol. IV. 
Orford Buml-Ground Chapels. 3 
pafta. Ma. M. Nuriuaa, E^rly 
English, Decorated, J- Parker & Co, 
Cottages, Dwelling-houses, etc. 

AUBKICIN COTTAOB BlTLBER, by 

J. Bulloch. 8vu. S-'U pp. 75 
niiiH.' Baird, Philadelphia, «2.50. 

Apabtmbntb of thb Hodbb : 
Their Arrangement, FunuHhing and 
Decoration, by J. Crouch and E. 
Butler. Fcp. 4to. Unicorn Press, 
7b. 6d. 

Art of BuiLPiNO a Hosib ; Leo- 
tures by B. Parker and It. Unwin. 
Demy 8vo. 139 pp. 68 PUtea. 
1901. Longmans, 10a. 6d. 

Book or Country HorsEa, by 
B. Newton. Folio. 62 Plates. 
1903. Batsford, 2l8. 

BuHOAWiws AND Country Resi- 
DBNCB8, with Estimates, by R. A. 
Briggs. 4to. 5th ed. 47 Phitea. 
1901. Batsford, las. 6d. 

CoTTAOB DeaioNg, with Con- 
STSCrCTivB Details for Builders. Obi. 
medium 4to. D. WilliaiiiB Co., 
N.Y., 81. 

Cottages and Country BinLD- 
INOS (Designs), by T. W. Cutler. 
Imp. 8vo. obi. 43 Plate.s. 1896. 
Horaoe Coi, 21h. 

CoTTAOBS ; How TO Arkanoe 
and Build Theai, by a Sanitary Re- 
former. Cr. 8vo. 2nded. 162 pp. 
26mus. 41PUtes. Bemroae, 3s. 6d. 

Farm BtTiLMNOS ; Tkbir Con- 
BTRUcnoN and Arrangement, by A. 
D. Clarke, 8q. 8vo. 3rd ed. 194 
pp. 52 nlua. 1899. Batatord, 6s. 

Handy Booe of Vuxa Akchttbc- 
TUUB, by C. Wiokes. 4to. 61 
Plates. Lookwood, 31s, 6d, 

Houses for the Woekino Classes 
in Urban Districts, by S. W. Cran- 
field and H. I. Potter. Imp. 4to. 
54 pp. 30 Plana. 1900. Bats- 
ford, 15s. 

MoDBHN American Dwbij.isgs, 
with Constructive Details. Obi. 
medium 4to. D. Williams Co., 
N.Y,, 92. 



MOVKRN SUBUKSAN UoMEH, IS 

Designs for Small and Medium 
Houses, by C. R. SnelL 4to. IWB. 
Batsford, 7b. 6d. 

Nbw Cottaob Homes and De- 
tail, by Palliser (U.S.A.). 1500 
Detail Drawings. Small folio. Bftts- 
ford, 16h. 

Pallikbr's Model Dwbllinos. 
Demy folio. 128 pp. Plans. J. S. 
OKJlvie Pub. Co., N.Y., S2. 

Palliser's New Cottage Homes. 
ItiU Designs for Cottaget< and Villas, 
50 Designs for City Brick Blooi 
Houses, 1500 Detail Drawings. 
Imp. 4to. J. S. Ogilvie Pub. Co., 
N.Y.. »4. 

Stable BtijLinHO and Stable 
Fitting, by B. Giraud. Sq. or. 8vo. 
159 pp. 72 Ulua. 56 Plates. 18S1. 
Batsford, 7a. Sd. 

Estimating, Price Books. 

Arckitbctb' and Builders' Price 
Book, by W. Young. Cr. 8vo. 2Sth 
ed. 1902, Spon, 3a. 6d. 

Pocket-fiook of Mensuration, 
Tables and Formulu: relating to Che 
Strength of Foundations, Walla, 
Arches, Boots, etc., by F. E. Kidder 
(U.S.A.). 13thed. 500I11ub. Chap- 

Boildbr's, Abcbitbct's, Com- 
teactob's and Engineer's Price 
Book, Annual, ed. by T. W. Miller. 
Cr. 8vo. 1903. Loobwood, 48. 

Builders' Guidb and Estdu- 
TORfi' Tiice Book, by F. T. Hodgson, 
12mo. OgUvie Pub. Co., N.V., 92. 

BuiLDBBS' GCIDB : EsTTttATlNO 

Materials and Labour, by J. P. 
Hioka. Gl. 8vo. 160pp. 114IUus. 
D. Williaras Co., N.Y., SI. 

CoHPLETB Measurer of BoAitne, 
Glass, Timber and Stone, by R. Hor- 
ton. 5th ed. Lockwood, 5b. 

CONTEACTORS' MBBCHANTa' AITO 

Estate Managers' Compendium, 
Annual (April). Demy 4to. 470 pp. 
Compendium Pub. Co., 10s. M. 

Directory or the Building 
Trades, KeUy's. Roy. 8yo. 9th ed. 
1902. Kelly's, 30s. 

Estimating Frame and Brick 
Houses, by F.T.Hodgson, Cr. Svo. 
147 pp, nios. D. WilliamaCo., »1. 
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Estimating : Mbthoo of Pbicino 
Euildera' Quaotitiea for Competitive 
■Work,bjG.StBphBnBon. Cr.Svo. 5th 
ed. 176 pp. 1903. Bataford, 4a. 6d. 

How TO Estimate : Analysis 
of Builders' Prices, by G. T. Rea. 
DemySTo. 344 pp. 45 Ulua. 1902. 
Sataford, 7a. Bd. 

Lakton's Btjildebs' and Con- 
s' Tablea. 4to. 63 Tables 



FiBGS, Fike-Enoines and FntB- 
Brigadoa. HiKtory, Conetmotion, 
Use, Management, Uiuta, eto., by 
C. F. T, Young. 8vo. Lockwood, 



Lakton's Fbjob Book for Aaoai- 
TECTS, Builders, ebc., Annual Cr. 
8vo. Simpkin, 4a. 

QUABTlTIBa AND QUANTITY TAK- 
ING, tor Building Students, by W. 
E. Davis. Cr. 8vo. 3rd ed. 180 pp. 
1904. Whittaker, 3a. 6d. 

Spboificatiok, Annual. 4tQ. 700 
pp. Buildi-T»' Journal, Ss. 

SpKCinOATloNB, by W. F. Bower, 
2nd ed. 4t>a. 240 pp. Comatook, 
New York, 85. 

Sfbcificamons in Detail, by F. 
W. Macey- Roy. 8vo. 1904. Lock- 
wood, 2l9. 

Studbnt's Guide to MEAsmtrNO 
aad Valuing Artificer's Work, ed. by 
E. Dowson and B. W. Tarn. Cr. 
8vo. 7th ed. 336 pp. 8 Plates. 63 
niuB. Loakwood, 7a. 6d. 

Tbchnioal GirrDB, MuiauaBB 
and EMimator for Builders and Sur- 
veyors, by A. C. Beaton. 9th ed. 
Lookwood, Is. 6d. 

(See also p. 14.} 

Fire Protection. 

Chbmistky of FntB and Firb 
Prevention, by H. Ingle and H. 
Ingle, Ph.D., B.Sg. Cr. 8vo. 300 
pp. 1000. Spon, 98. 

PiBB AND Explosion Risks frou 
Cheinico-Teclinioal Subatonces and 
Establiahmenta, by Dr. vonSohwartz. 
Roy.Svo. 380 pp. 1904. Griffin, lOs. 

FiRBPROOFINO OF StEBL BuiLDlNO, 

by J. K. Freitftg (U.S.A.). Demy 
8vo. 1SB9. Chapman, lOs. 6d. 

Firb Protection : Complete 
Manual of the Urganisation and Ma- 
chinery of the London Metropolitan 
Fire Brigade, by Sir E. M. Shaw. 
Demy 8vu. 348 pp. Layton, 5s. 

Fibb Protection of Mills, by 0. 
J. H. Woodbury (U.S.A.). 8vo. 3rd 
ed. IlJiis, Cbapman, 10a. Gd. 



Cr. 



Firb Tbsts with Doors by tub 
British Fire Pravontiou Committee. 
Deal, also Pine in Three Thick- 
ja. Demy 8vo. 2i pp. Com- 
mittee, 2a. M. 

FiEB Tests with Floors by 
British Fire Prevention Committee. 
Floor of Deal Joists, Concrete, with 
Expanded Metal. Demy 8vo. 20 pp. 
" )mmittee, 2s. 6d, 

FntB Tests with Treated Wood, 
by the British Fire Prevention Com- 
mittee. Match -boarded Partition, 
Painted with " Non-Flammable " 
Paint. Demy 8vo. 29 pp. Com- 
mittee, 2s. Hd. 

Handbook of Modbrn Steam 
Fire Engines, by S. Roper. Cr. 
8vo. 411 pp. Baird, Philadelphia, 
J3.50. 

Opinions on Fikb Pkbventios : 
Official Record of International Fire 
Prevention Congress. 1903. l'iMl> 
Health Engineer, 20a. 

Thbatbb Fibbs and Panics ; 
Their Causes and Prevention, by 
W. P. Gerhard (U.S.A.). Cr. 8vc>. 
Chapmaa, (is. (id. 
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See section 3fi.) 



Foundations. Shoring;. 

Danoebous STBUcruBEB, by Geo. 
H. Blagrove. Cr. Svo. 84 pp. Hi 
Illus. 1892. Batsford, 3a. 

FOTJHDATIONB AND FoPSDATIOS 

WaUfl, by G. T. PoweU. 8vo. 5th 
ed. *)4 Illus. Comatock, N.Y., 82. 

PttACTiCAL Teeatisb OS Founda- 
tions, by W. M. Patton (U.S.A.). 
Med. 8vo. 410 pp. IH Rlus. 20 
Plates, 1893. Chapman, 21s. 

Shoring and Its Application for 
Students, by G. H. Blagrove. Cr. 
8vo. 1887. Lockwood, Is. Hd. 

Tbeatisb on Shoring and Undbb- 
MNNINO, byC. H. Stock. Large 8vo. 
3rd ed. ftO ¥?. W ?\i!!ws,. ««&. 
1 1902. ■fiatafeTi, 4a. KA. 



Handrailing: and Staircases. 

Elkme.vts of H,*Nr.RA[uw, by R. 
J. Shorratt, Fcilio. Biiird, Phils- 
delphift, S25l>. 

HASDRitUan ANl> SxAIKCiLHINIt, 

by F. O. CresBwell. 12mo. 95 pji, 
110 Ulus. lUOl. Cassell, 3a. tid. 

Handrailini! by the StjOAEE Cut, 
both by Trammsl and Ordinates, by 
R. Jones. R.JJ. gvo. 8 PUte«. 
Spon, 3b. lid. 

HANURAHiisa Complete in Eioht 
LessonH, by J. S. Goldtliorpe. 4ti>. 
8 Plates. Lockwood, 'Su. 6d. 

HASDBAiLiNa SiMPLinBD, Sbct- 
OBiiK Syfltem, ed. by F. T. Hod«- 
Boiu 16ino. 46 Illua. Comstock, 
N.Y., «1. 

New System of Eanhrailino, ed. 
by P. T. Hodgson. OgUyie Pdb Co., 
N.Y., •!. 

PoOKBT StAIK BuILDBR ANT CaR- 

pbntbbb' Handbook, by W. Peoples. 
Cr. 8yo. 2B5 pp. 51 Plates. 516 
UluH. D. WiUiumsCo., N.Y., «2.50. 

Praotical Stair Builiunii and 
Handrailing by the Sctiiare Section 
and Fulling Line SyBtem, by W. H, 
Wood. Or. 4to. 84 pp. 33 Plates. 
1894. SpoQ, 10b. Od. 

Practicai. Staircase Joinery, 
ed. by P. N. Hasluok. Cr. 8vo. 
160 pp. 215mua. imt. Oasseli, 2b. 

Practicai. Treatise on Hand- 
RAiLiNO, by G. ColUngs. lamo. 2nd 
ed. Plates. Lockwood, 2b. Gd. 

Staib-Boiliiino Made Easy, by 
F. T. Hodgson. OgUvie Pub. Co., 
N.Y., 31. 

Stair Boilping : Wood, Iron 
and Stone, by J. H. Monckton 
(U.S.A.). 4to. 4thed. 113 Platea. 
Chapman, 17b. 

Treatise on Stair -BuitDiNO and 
Haudrailing, by W. and A. Mowat. 
Imp. 8vo. :t68 pp. 440 lUua. IIWO. 
Bell, 28s. 
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Lightning Conductors. 
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Cables, etc., by O. J. Lodge, LL.K 
D.So. Cr. 8vo. 550 pp. PUh 
and 188 HIiw. 189i!. Whittakei 

LiuHTNtNQ Conductors ; 
History, Nature and Mode of 
plication, by R. Anderson. W 
3rd ed. Spon, 12b. (Id. 

PBAtncAL Treatise os Lw^ 

NiNC. Pri'tection, by H. W. Spoq 

121I10. Van Nostrand, N.Y., H, 

(Plumbing. Skb HBObiim 54.) 

(Property, Land. Suctinn ;(8.) 
Public Buildings. 

Acorarica of Pitbi.ic ButLDrao^. 
byT.R. Smith. 12mo. 2nded. 119 
pp. 20 lUus. Lockwood, Is. 6d. 

Directory of Contractors ass 
Public Works Annual. Demy 6m 
500pp. Contractors- Chronicle,iI 

Mux Building CossrEncnoR, I 
H. G. TyrreU. Misd. 8vo. JOai. 
IKOl. Engine f ring News, IJS.Y., Hi 

Modern American SohooE 
Buildings, by W. H. Briggs (U.S-4.}r 
Demy8vo. 411pp. 89 IUub. 18»,/ 
Chapman, 1Tb, 

Modbrn Opera Houses arII 
Theatres, by E. O. Sachs. T " 
3 Vols. 350 pp. 200 Plates. 
Diagrams. Batsford, £15 15s. 

Modern School Buildinob 
Treatise on Planning, Arrangement 
and Fitting, by F, Clay, B. A. Lkub 
8vo. 460 pp. 400 Illus. im 
Batsford, 25ti. 

Palliber's Codrthooheb, City 
Halls, Jails, etc. Demy folio. 
Plates and Ulus. 108 pp. Ogiba^ 
Pub. Co., N.Y., i2. 

Planning and Construction 
American Theatres, by W, H. Birk- 
(U.8.A.). Demy8vo. 117 pp. 
Illus. 1896. Chapman, 12s. 6d. 

PLANNTNO and CoNaTRtTCTION OF 

High Office Buildinm, by W. H. 
Birkmere (U.S.A.). Roy. 8vo. "^ 
142 lUuH. 1898. Chapmui, 
12s. 6d. 

Roofing, Chimneys. 

Boiler and Factory Chiunbyb : | 
Their Draught Power and Stability, 
Lightning Conductors, by R. Wllsi^ j 
Cr. 8vo. 1887. Lonkwood, 3a. '" 
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INBY Desion and Theoet, by 
. ChriBtie (U.S.A.)- Demy 
iind ed. 164 pp. 40 UluB. 
. Spou, 12s. 6d. 
t, Elembiitary GKiPHic Statistics 
T the Oonstrucfcion of Trussed 
toofs, by N. C. Richer. 8vo. 158 
^^ 115 nius. Coinatock,N.Y.,82. 
lE CeiMSBYS. large ex. 8vo. 
D. Williams Co., N.Y., 25o. 
D Roof Framing, by (1. 
B. Maginais. Illus. Comstuck, N.V., 
■11. 

iJtoOF CaRPEKTRT ; FBiHINO OF 

Wood Roofs tor Car|jenters, by G. 
Pollings. Lotkwood, 28. 
* EooFiNo Cornice and Skvlioht 
Unual. (U.S.A.), Damy8i-o. 170 
ft). ISPbbes. ISnius. lifUl. Irnn 
iffe, Haatings House, W.C., 6b. 3d. 
[ Slating and Tiling, by J. Block. 
1901. Dicks, ttd. 

Section 4. 



ART. 



ioeral. 



4b. 



Art S(;kooi.s or London. Hnn- 
licrafts, Paintiiig, Music, Drama, 
Alphabetically Arranged, byT. Mac- 
kenzie. Post 8to. 187 pp. 1896. 
Sonuenschein, 2s. M. 

Elbmentarv Art Teaching. 
Guide for Teachers and Learners, fay 
E.R. Taylor. Lai^je cr. 8vo. 2nded. 
IttBpp. 49 Plates. 600 Illus. 1893. 
Chapman & Hall. 6s. 

Law of Artistic Copyrigiit in 
Paintings, Drawings, Photographs, 
EngraringB, Sculpture and Designs, 
by R. Winslow. Demy 8vo. 1889. 
Clowes, IOh. 

Lhctureb and Lessons on Art, 
by r. W. Moody. Dejny 8vo. 176 
pp. 25 PUtes. llluB. 1898. Bell, 
_4b. Od. paper. 

Lect[;bes on Japanbbb Art 

■k, by E. Hart. Roy. 8to. 106 

1887. Smith, Elder, Ss. 6d. 

Some Principles oir Everv-Dav 
Art, by Lewis F. Day. Cr. 8vo. 
2nd ed. 148 pp. 7il Illus. 1898. 
Batsfotd, 38. *id. 

c Aiuttomy. 
^Akatohioal Diaoraus for Use 
RArt Students, by J. M. Dunlop. 



124 pp. 



Imp. 8vo. 72 pp. 71 Plates. 1899. 
BeQ, 6h. 

Anatomical Model of the Fe- 
MALB Human Body, ed. by \V. S. 
Fumeaux. Ub!. 8vo. 1903. Philip, 
4s. 

Anatomy for Artibtb, by Prof. J. 
Marshall. Imp. 8vo. .'trd ed. 436 
pp. 220IUUS. 1890. Smith, Elder, 
31a. tid. 

Anatomy in Relation to Art, 
by G. MoCleUan, M.D. (U.S.A.). 
4to. asOpp. 338IUUB. litdl. W. 
B. Saunders & Co., 42». 

Animals in Motion, by E. Mny- 
hridge. Obi. 4to. 260pp. 96 Plates, 
IflOO Illus. 1899. Chapman, 20a. 

Artistk' Anatomy, trans, from 
M. Duval. Cr. 8vo. ; 
lUuB. 1899. Casaell, 3 

Artistic Anatomy or van Hdhse, 
by H. W. Amatead, M.D. 4to. 20 
Plates and Text. I»00. Bailli<'>re, 
lOs. 6d. 

Art Stuobnt'b Manual op Art- 
istic Anatomy, by W. J. Muuhley. 
Large cr.Svo, 2nded, 25PUtesand 
Description, BaiUiere, 5b. 6il. 

Elbmbntary Anatomical Stvoies 
of Bones and Muscles, for Students, 
from Drawings by J. Flaxman, R,A, 
Or, 8vo. 2nd ed, 20 Plrttes. Ball- 
Uere, 2n. paper. 

Elementary Artistic ANATOjrY 
of Human Body, trans, from Dr. J. 
Fau. Cr. Bvo. lOth ed. 44 pp. text. 
17 ETates. BaiUifere, 5b. paper. 

Human Figure in Motion. 
Eleutru-Photographiu Investigation 
of Consecutive Phases of Muscular 
Action, by E. Muybridge. Obi. 4to. 
1901. Chapman, 208. 

Human Figure : Its Beauties 
and Defects, ed. by W. Anderson. 
Cr. 8vo. 188 pp. 29 lUus. 1900. 
G revel, 5s. 

Landmarks of Artistic Ana- 
tomy, by R. J. Colenso. 4to, 64 
pp. 6 Plates, li>Oa, EnUUere. Ss, Od. 

Manual of Artistic Anatomy, 
for Students in Art, by J. C, L. 
Sparkes. 2nded. 84 pp. lOSIUus, 
SO Plates, 11 y 7. 1900. BailUtre, 
7s, 6d. 

Sculptor and Art Students' 
Guide to the Proportions of the 
Human Form, by C. Schadow. Obi. 



f 
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Artistic AiMtoinj, cmliiiveil. 
foUo. 30Plftte». 1883. Chapiimn, 
)s. (id. 

Stuubnt's Atlab op Artistic 
Anatomy, by Prof. C. Roth. Folio. 
24 Plates. 10 Illus. 1891. Gravel. 
258. 

Stubieb in the Art Asatomv of 
AnimalB, by E. B. S. Thompson. 
4to. 96 pp. HW Plates. 189(>. Mac- 
millan, 30h. 

Colour Theory. 

Chb^'bbui. OS Colour. Contrast 
and Apiilication to the Arts, trans, 
from French by C. Martel. 3rd ed. 
4B5 pp. Illus. 1899. Bell, on. 

CoiouE, for Students, by A. H. 
Church, M.A. Cr. 8vo. 192 pp. 6 
coloured Plates. 37 Illus. 1897. 
Casaell, 3b. 6d. 

Colour : Handbook of Thboby 
\ Colour, by G. H. Buret, F.C.S. 
jJemy 8vo. 160 pp. 10 coloured 
Plates. 72 lUua. 1900. Scott, 
Greenwood, 7s. 6d. 

CoLOUB Harmony and Contrast, 
for Art Students and Decoratora, by 
J. Ward. Boy. Svo. 150 pp. 16 
Plates. 11 Diagrams. 1902. Chap- 
man, 10s. 6d. 

CoLoDB Mkaburkment ano Mix- 
ture, by Sir W. de W. Abney. 
Cr. Svo. 207 pp. 44 Elus. 1891. 
S.P.C.K., 2b. 6d. 

COLODR : MODKBK CHROMATICS, 

with AppUofttions to Art and In- 
dustry, by O. N. Hood. Cr. Svo. 
3rd ed. 330 pp. 130 Illus. 1890. 
Kegan Paul, 5s. 

Colour Problems, tor Lay Stud- 
ents of Colour, by N. Vanderpoel 
(U.S.A.). Sq. 8to. 137 pp. 117 
col. Plates. 1902. Longmans, 21s. 

LiciHT Waves anu Thetb, Usbs, 
by A. J. Michelson. 8vo. 164 pp. 
lOSIlluH. 3 coloured Plates. 1903. 
"Wesley, 10b. 

Prano's Stanbard of Colour, by 
Louis Prang, Boston, Mass., U.S.A. 
Folio. 6 pp. letterpress. 7 Plates. 
1898. 2h. 6d. paper. 

Refraction and How to Re- 
PEAOT, by J. Thorington, A.M., 
M.D. (U.S.A.). Cr. 8vo. 301 pp. 
200 lUus. 1901. Hebnian, 7s. <k\. 



Spectkum ANALYSia, by J. Lmir 

dauor (U.S.A.). Svo. Chapman, 12b, 

Spbctru.m Analysis, Six Lectures 
by Sir H. E. Roscoe. Demy Svo. 
4th ed. 442 pp. 6 coloured Plates. 
119 Illus. 1885. MacmiUan, 21s. 

Animal in Decoration, by M, 
P. Vemeuil. 60 coloured Plates. 
Chapman, 10 Parts, 10s. each. 

Bases of Design, by W, Crftae. 
Cr. Svo. 400 pp. 200 Illus. 1902. 
BeU, 66. 

Book of Studxes in Plant Fohm 
and Their Application to Design, by 
A. E. LilleyandW. Midgeley. Roy. 
" o. New ed. 1901. Chapman, Oe. 

Dbcoration asp Ornament. 

iggestions in Design, by J. Leigh- 
ton and J. K. ColSng, F.R.LB.A. 
lUus. Gresham Pub. Co., 42s. 

Decorative Dbbigns of all Ages 
and tor aU Purposes, ed. by P. N". 
Hasluek. Cr. Svo. 160 pp. 277 
Illus. 1900. Cassell, Is. 

Decorative Flower Studibs for 
the Use of ArtiHts, Designers and 
Students. Imp. 4to. 40 coloured 
Plates. 1901. Batsford, 25h. 

Decorative Work of Robert 
and James Adam, from Plates Illua- 
trating Decoration and Furniture 
(1778-1812) 30 Photo-Litho Pistes 
of Rooms, Furniture, Ceilings, 
Chiinaey-Pieoes. 1900. Batsford,308. 

Dbsion : An Exposition op the 
Principles and Practice of Making 
Patterns, by R. G. Hatton. Buy. 
8vo. 190 pp. 177 Illus. 1902. 
Chapman, 5s. 

Designs in Colours for Art 
Workers. Vol. X. 1898. Vol. XI. 
1899. Vol. XII. 1900. Each 60 
coloured Plates. Grevel, 16s. eaoh. 

Drawiko and Enoraving, by P. 
G. Hamerton. Fop. 4to. 172 pp. 
PUtes and lUus. 1892. A. & C. 
Black, 21s. 

Elements of Handiceaft and 
Design, by W. A. S. Benson. Cr. 
Svo. 161pp. 94 Illus. 1893. Mac- 
millao, 5b. 

Lessons on Decorati\"b DBSiair, 
Elementary Textbook, by F. G. 
Jackson. Large cr. 8vo. 3rd ed. 
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173 pp. 34 PlHtes. 1900. tThap- 
inaii A HaU, 7s. tid. 

Line and Form, by W. CranB. 
t'r. 8vo. 280 pp. 157 lUtis. Ut02. 
BeU, Be. 

Palntbu Tapebtbt abb its Ap- 
P1.1CATION (m) Interior Decoration. 
Tapestry Pointing in Liquid CiJour, 
by J. Godon, tranH. by B. Buohnall. 
Roy. 8vo. yOpp. II ooloured Plates. 
187!). Leehertier Barba, (ia. 

PI.ANT AND FloKAL StPDIKS, for 

Designers, Art Students and Crafts- 
men, by W. G. P. Townsead. Imp. 
Svii. 138 pp. 114 lUuM. 1901. 
Cliapman, oe. 

Practicai. Degiuning. Prepara- 
tion of Working Drawings, ed. by G, 
White. Cr. 8vo. 46h ed. 327 pp. 
lUus. 1899. Bell, oa. 

PaooBHSSivB Dbsicin for Stpt- 
HNTS, by J. Ward. 8vo. 42 Plates. 
1901. Chapman & Hall, 5s. 

Spieals oi Natuke and Art, by 
T. A. Cook, M.A. 1902. J. Murray. 
7a. 6d. 

Student's Design Boob, by 
J. Holmes, fur Textile Students. 
HulmeH, Burnley, 6d. 

Stbdibh in Plant Porm and 
Design, by W. Midgley and A. E. 
V. liilley. Demy 8yo. New ed. 
190.3. Chapman & HaU, 6s. 

SPGOBsnosB IS Dbsion, by J. 
Leighton, F.S.A. With Text by J. 
K. Colling. Roy. 4to. Blaokie, 42b. 

Technical Art Sbbibs of Illds- 
TBATIONS of Indian Architectural 
DBOorative Work. 14 Plates. 1694. 
5b. 12 Plates. 1895. 4h. 15 Plates. 
1896. 4h. 14 Plates. 1897. 6b. 14 
Plates. 1898. 5a. 3d. B. Quaritch, 

Theoby and Pkactice of Deskin, 
Advanced, by F. G. Jackwn. Large 
or. 8yo. 216 pp. 700 IlluH. 1896. 
Chapman, 9b, 

Drawing. 

Ambidexteous asd Free Arm 
Blackboard Drawing and Deaigo, 
for Teachers, by F. F. Lydon. Imp. 
8vo. 102 pp. 57 Plates. 1900. 
Sampson Low, os. 
Application or Geombtbical 
. I>rawing to Decorative Work and 
"** " 1, by a Drawing Inspeotor. 
1901. Simpkin, 2s. 



Art of Shading ; Complete and 
Graduated Drawing iu Light and 
Shade, by W. Mann. Roy. 8vo. 
88 pp. 1902. Chapman, 3h. 

Artistic Poses, by R. J. Colenao. 
12 coloured Plates, 3« ■. 48, 1903. 
BaiUi&re, 25s. 

Blackboard Deawikci : Some 
Hints on Sketching Natural FomiB, 
by W. E. SparkeB. 4to. 52 Plates 
and Text. 1898. Cassell, 3b. lid. 

Chabcoal Dbawino without a 
Master, by K. Robert, trans, by 
E. H. Appleton. 8vo. nius. R. 
Clarke Co., Cincinnati, $1. 

C^RAYON Portraiture, by J. A. 
Barhydt. ISmo. Baker- .t Taylor 
Co., N.Y., SI. 

Dbawino and Dbsuinino, by C. 
G. Lelatid, M.A. 29 Lessons. Fcp. 
4to. 3rd ed. lUus. Whittaker, 
2b. 

Elbiibntarv Lbshuns in Free 
Arm Drawing, by F. Hewitt. Fcp. 
4to. 87 Dp. :J30I11us, E.J.Arnold 
& Son, Leeds, 3b. 6d. 

First Lhbsiins in Drawing and 
Design, by G. Carpenter. 12 Num- 
bers. F. Hodgson, la. each. 

Form Study and Drawirg in 
Common Schools, by J. H. French, 



Frbbhand DBAW1N&. Part I. 
Conventional Forms. With 30 Be- 
produotioUB of Casts, Small 4to. 
227 pp. 3s. Od. Part II. Natural 
Forms, Plants, Animals and Com- 
mon Objects. 120 pp. 3s. 6d. City 
of London Book Depot. 

Fbbehani) Dbawing of Foliage, 
eto., by G. CaiToll. 4to. 24 Repro- 
ductions from Nature. 1901. Bums 
ifc Gates, Is. 6d. paper. 

Gbombtrical Drawing and Db- 
sion, by J. H. Spanton. Cr. 8to. 
252 pp. 1902. Macmillan, 2s. ed. 

Gbombtric.u. Drawing for Art 
Students, by J. H. Morris. Cr. 8vo. 
1901. Longmans, 2h. 

Handbook of Drawing, by W. 
Walker. Cr. 8vo. 270 pp. 2nd 
ed. 200 lUus. 1880. Seeley, 79- 

LiBEAK Drawino and Pbojbc- 
TiON, by E. A. Davidson. 12mo. 
143 pp. 49 Plates. 1899. Casaell, 
38. 6d. 



Oraviiig, nrnfinutrf. 

Mantjal Instbuctios : Dbawibo. 
Applicatioa of Gwmietricsl Drawing 
to Maauiil Inatruation in Wuod and 
Metal, bv S. Barter. Fep. 4t.i. 32 
Plates. Whittaker, 3s. Bd. 

MoDEt Ajni Bl..<0KBOARIl DRAW- 
ING for Teachers, by F. F. Lydon. 
Imp. 8vo. 92 pp. 44 Plates. 1»0I). 
Low. 3a. 6d. 

Model Drawiho and Shadinu 
fniin Cttsts, by T. 0. Bartield. Cr. 
8vo. 92 pp. 45I11UB. 189(i. Chap- 
mao, 2s. t>d. 

Model aku Objilt Sba.wu4<i, 
by a. NeHbitt and G. firowu. Svu. 
Cullinfi, 2s. 

MonEL DuAwniii. 2nd ed. Smitll 
4to. 141 pp. City of Loadon Boiik 
Depot, 3b. 6d. 

NiTioNAii DaAwam Cousse. 
Color Study, for Teachew, by A. K. 
CroaH(U.S.A.). 8vo. 73pp. Illus. 
1895. Ginn, 3». 

PosB-DRiwiNO ; Twelve Studies 
with BruHb and Ink, by J. Weir 
(U.S.A.}. 4to, Ginn, 2s. 6d. 

Shadino. Small 4tu. 2nd ed. 
64 pp. 18911. City of London Book 
Depot, 38. fid, 

Skbtchino from Natube, for 
Studenta, by T. J. Ellis. Ct. 8vo. 
New ed. 200 pp. 49 Dlus 1903. 
Macinillan, 3s. I>d. 

Solid Geombtbv, by H, F. Ann- 
atrong. City of London Boot Depot, 
3a. ed. 

Stuoibs m Punt Foeh, by G. W. 
Khead. Folio. 1903. Bataford, 20a. 

TBfHNICAL DRAWISU AND De8ION 

for Studenta of Architecture and 
Building. 2 Parts. 4to. Col 
Is. Cd. each. 



( Perspectiire, 
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Lettering, 

Alphahbi op Roman Capitals, 
by G. W. Rhead. 2(i Sheets. IW.B. 
Butaford. 2s. Hd. 

Alphabbth, Lettering for Stud- 
ents. ArtistH and Designers, by E. F. 
Strange. Cr. 8vo. 3rd ed. 298 pp. 
200 Illua. 1898. Bel!, 5s. 



[Sm. 1 

Alpbabbis : Old and 1 
Complete Alphabets and 30 SeiiM 
of Numerals, Designed by WilbBr 
Crane, tile Author and Othent, hj 
Lewis F. Diiy. Cr. 8vo. 30 pp. te& 
178 niua. 1898. Bataford, 3a. 61 

Lettbrino for Schools i 
Colleges, Office and Workshop, bf 
F. Steeley. Royal Svo. 42 Com[diM 
Alphabets. 1902. Bacon, 2h. 6(L 

Lbtteki.vo in Ornament ; En- 
quiry into Decorative I'se of Letter- 
ing, Past, Present and PoasihlB, I? 
L. F. Day. Cr. Bvo. 252 pp. lUoa. 
1902. Bataford, 5s. 

MojiixiRiMB IB Three and Foes 
Letters, by J. G. Smith. 4to. £■ 
Menken, 30a. 

SvBTBU OF Eabv Leitbbibo, Uy 
J. H, CromweU, " 
Spon. '^» 

ModeUing. 

AKT of MoDBLLINO in CliiY AHP 

Wax, by T, 0, Simmonda. Cr. 8vO. 
«2lip, 26I11UH. 1892. Bemrose,!*. 

Chalk Modelling : New Method 
<if Map Drawmg, by J. C. Heffiron. 
lUus, Educational Pub, Co., Bofit^ 
(U.S,A,), 81. 

Clay Modbllinu, by A. M. Hol- 
Und(U.S.A,). Su, 12mo. 21 i^ 
18 Platea. 1898. Ginn. 3b. 6d. 

GnDB TO Moselliho in Clat 
and Wax and for Terra-Cotta tot 
Beginners, byM. Edwards. Cr. 6 
4Ched. 54 pp. EluB. 1891, Leohei- 
tier Barbe, la. pajier. 

Habbutt's Plastic Method, by 
W, Harbutt, Cr 4to. Ifi4 pp. " 
Plates. 1897. Chapman, 4s. 

MoDBLLiBO, by E. Lanteri. 
vc^Ih. Vol. 1, Cr. 4to, 1(12 up. 43 
Plates. IDua. laOl. VoL V 
180 pp. Plates. 1903, Chapman, 

MoDBLLiNo m Olav, by A. L. 
Vago and B, Pittmann, Sq. 13mo. 
lUan. R. Clarke Ci>., Cincinnati, 

SI. 

Plaster Casts and How Thbt 
are Made, by F, F, Frederick. 
Klmo. Illus, Com9took,N.Y., 81.50. 

Plastering : Plain and Decoba- 
TivB, by W. Millar. 4to. 004 pp, 
62 Plates, 231 Illus, 1897. ~ ' 
ford, 18h, 
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Tbchkiijub of Scclptuke, by W. 
O. Partridga(L'.S.A.}. Sq. 13mo. 
118 pp- 111'^- Ginn. 4s. fid. 

Onuunent. 

Anaitbib of Obnawbst : The 
CharftOturiatioN of Styles, by R. N. 
Womuni. Royal 8vo. New ed. 
Illua. Chapinao, 8h. 

EI.EMB^Tlsv Pbinciples OF Orna- 
MBBT, for students, by J. Ward. 
Large 8vo. 92 pp. 121 TUuh. 1890. 
Chapman, 5b. 

FtAT Ornament : Pattern Bcxik 
for Designers of Textiles, Em- 
broideries, Inlays, etc. Iinp. 4to. 
150 PktBS. BatHford, 25b. 

Ha^idbook or Oenakbnt, trans. 
from F. S. Meyer. Demy 8vo. 3rd 
English ed. 548 pp. 300 Pktes. 
30011 Illus. 1896. Bataford, 12s. 
6d. 

Historic Orsahent, by J**. 
Ward. Vol. I. Ancient Art, Eastern, 
■Gothic, otc., ArchitHrtuTB. Demy 
-8vo. 43fi lUus. Ts. fid. Vol. II. 
Pottery, Metal Work, Fabrics, Glass, 
etc. Demy 8vo. 317 IUub. Ts. 6d. 
Chapman. 

HtsTOJuc Styleb of Obnambnt, 
1500 Examples on 100 Plates, from 
OaniiHU. Folio. Batsford, 25b. 

MaNTAL of HiSTOKIC OaNAilBNT, 

by R. Glazier. Demy 8yo. 136 pp. 
42 Plates. 470 Ulus. 181W. Bats- 
ford, 53. 

Natusb in (;iehamb3«t, for De- 
Wood Carvera, etc., by 
iwie F.Day. Cr. 8vo 260 jjp. 3rd 
. 123 PlftteH. 192 Elus. 1898. 
Bataford. Un. 6d. 

OaNAMBNTAt Dbsion, by Lewis P. 
Day. Part L Anatomy of Pattern. 
54 pp. Part II. Planning uf Orna- 
ment. 49 pp. Part III. Application 
■<rf Ornament. 76 pp. Cr. Svci. 4th 
' ~ 130 lUus. 1897. Batsfoid, 
LOs. fid. 

Plamts and thbib Application 
-to Ornament, ed. liy E. Grasset. 
Portfolio. 72 coloured Platys. Cliap- 

Pbincipij;b of Ornament, by J. 
r Ward, ed. by G. Aitdiiaon. Large 
' p. 8vo. 4th ed. 205 pp. 38 Illus. 
""" Cliaiiman, 7s. (!d. 
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ai'SH-DRAWiNU, for Teachers 
andStudentH, by W. J. Nipol. Demy 
4to. tifi col. Plates. Blackie, 7s. fid. 

BsvsH-woBK AND Dbsign, by F. 
Steeley. 4to. 10 Plates and Text. 
1901. Bacon, bn. 

Course of Painting in Neutral 
Tint, by R. P. Leitch. Obi. danjj 
8vo. 3rd ed. 33 pp. 24 Plates. 
Caasell, 5a. 

Deoosative Brush Work and 
Elementary De.sign, by H. Cadnesa. 
Cr. 8vo. 2nd ed. 186 pp. 1904. 
Batsford, 3s. fid. 

Decorative Paintiso and Etch- 
ing upon Textiles, Pottery, Paper, 
Leather, Glass, Wood, etc., by B. 
C. Sawatd. Cr. 8vo. 216 pp. 
Illus. Upoott GiU, 3s. fid. 

Ebgush School of Paintino, 
trans, from E. Chesueau. Cr. 8vo. 
4tb ed. 339 pp. Dius. 18S1. 
Cassell, 3g. fid. 

Flowers anu Bbbbiem Adapted 
for Brusb Work Design and Free- 
hand, by & L Oflen. Folio. 1902. 
Jarrold, 2s fid 

Flowers and How to Paint 
Them, by M Nafte!. Obi. demy 
8vo 53 pp Illus. 10 coloiu'ed 
Piatus IR'H Liuwell, 5a. 

Handbook for Ou. Paintino, 
for Students and Amateurs, by J. 
Bouyier. Cr. 8vo. 48 pp. 1885. 
Leohertier Barbe, la. paper. 

Handbook fob Painters and 
Art Students on the Character, 
Nature and Use of Colours, by W. 
J, Muckley. Medium 8yo. 4th 
ed. 140 pp. 1 noloured Plate. 
1893. Baillifre, 48. 

Handbook to Pastel, trans, 
from M. Guerin. Cr. 8vo. 38 pp. 
1898. Leohertier Barbo, Is. paper. 

litAoisATios IS Landscape Paint- 
ino, by P. G. Hamerton. Large 
or. 8vo. 246 pp. Plates. 1896. 
Seeley, fis. 

Lanubcape Paintikq in Watbb- 
COi.ouR, by J. MsoWhirter, R.A., 
with 23 eiamplea in colour by the 
author. (W pp. 1901. CasseU, 6a. 

Manual for China Painters, 
by Mrs. N. di B. Monachosi. Cr. 
8to. Coloured Plates. G;ty & 
Bird, &a. 



Paintuis, eontinneil. 

Majhiai. or On. Paejtiho, by J. 
Collier. Cr. 8to. 8th ed. 115 
pp. imo. Cassell, 2s. 6d. 

Marine PAisTiKri is Watbb- 
COLOOB, by W. L. Wyllie, A.R.A. 
Ct. 4to. 58 pp. 24 ouloured Pistes. 
1901. Cassell, 6s, 

MiKtATDHKS ASS MlNlATUKB 

PntDting, by G. C. Williamson, 
LittD. Deray8vo. 170 pp. IIM 
niuB. 1897. BeU, 12b. lid. 

Paintbe in Oil, by D. B. Park- 
hurst (U.S.A.). Or. 8vo. 405 pp. 
2 Platas. 1898. Gay & Bird, 53. 

Painting in Oil fob Stuoentb, 
by M. L. McLaughlin. 8q. 12iuo, 
R. Clarke Co., Cincinnati, 91. 

Pastel Paistinu, by J. L. 
Spriuck. Cr. 8vo. :kd ed, 36 pp. 
12 lUiis. 18»6. Lechertier Barbe, 
Is. 

Pencil asIi Palette : Chapters 
>n Art and ArtiatH, liy K. Kempt. 
Post 8vo. 244 pp. 1881. Chatto 
& Windus, 2b. M. 

POTTBEY ; HANUBflWK flP PK.IC- 

TiCAL Pottery, for Art Teachers and 
Students, by R. Lunn. Koyal 8v(i. 
116 pp. niUB. HNJ3. Chapman, 58. 

Treatisb on Pajntinh, tninH. 
from the Italian of Leonardo da 
Vinci, with a life. Cr. 8vo. 238 
pp. Illua. 1897. Bell. 5h. 

Water - colour Paistinu, by 
Grace B. AUen (U.S.A.J. Cr. 8yo. 
Gay it Bird, Ga. 
Perspective. 

AiJVANCEii Perspective, by L. R. 
Crosskey and J. Thaw. Liip. 8vo. 
98 pp. 1901. Blaokie, 4s. (Id. 

Advanced PKRaPBCTiVE (3rd 
Grade), by H. J. Dennis. Part I. 
Angular and Obliquu Perspective. 
Long4to. 72 pp. 31 Plates. 1896. 
Ta, Bd. Part 11. Shadows and Re- 
flections. 106 pp. Plates. 1890. 
BaiUir're, 78. Hd. 

Cusack'b Pbbspbctitb. Roy. 8vo. 
152 pp. 1902. City of London Book 
Depot, 3s, 6d, 

Elementary Pbhsfbctite, tor 

Students preparing for Suience and 

'Tninntii-ins. by L. R. Cross- 

•RiT.iv. )Svo, 121) pp, 34 

18, Blaukie, 3s. Bd. 



Free-hand PBRBFBCTivji, for 

Schools and Colleges, by V. T. 
WilHoniU.S,A,), 8vo. 1901. Chap- 
man, lOa, 6d. 

Linear Perspective, by H. 
Iloilges. Demy 4to. New ed. 118 
pp. lUuH. 1894. Collins, 2b. 

Modern Pbespbctivb : Prin- 
ciples and Practice of Plane and 
Cylindrical Perspective, by W, R. 
\Vare(U.S.A.}. 4to. 5th ed, 321 
pp. Plates. Macmillan, 2Is. 

New Pbbspective Guide, by J. 
P. Knight, Royal 8vo. 24 Plates. 
Simpkin, Is. 

Pehbpbctivb ; including Pi'iijec- 
tion uf Shadows and Reflections, by 
J. Petty. 4to. 1902. Simpkin, 4b. 

PEiCncAL Book on PEHSPEerivK, 
Arcliitectural Perspective for Be- 
ginners, by F. A, Wright, 4to. 4th 
ed. llPkteH. Comstook, N.y.,»3. 

Practical Guide to Pbhspbctivb, 
by J. P. Knight. Roy. Svo, 28 
Plates. Simpkin, la. 

Practical Perspective Applibi> 
to Artistic and Industrial Design, 
trana. from French of A. Cassagne. 
DetujBvo. 286 pp. 324 Ulus. 188B. 
Lecbertier Barbe, 8s. 

P'RAtncAi. Pbrspectivb, by J. 
Spencar, B.Sc. Demy 4to. 128 pp. 
125 Illus. 1891. Rivingtons, 2s. 

PRiNciPLsa AND Practice of 
Linear Perspective, for Syllabus of 
Science and Art Department, by JF- 
Carrol. Part I. Elementary. Part 
n. Advanced. 4to. 4th ed. 98 pp. 
mus. Plates. 1901. Bacon, 2s. 6d. 

Theory and Practice of Likbar 
Perspective applied to Landscape, 
Interiora and the Figure, trans, from 
French of V, Pellegrin. Or. Svo. 
2nd ed. 54 pp. 16 lUus. 1885. 
Lechertier Barbe, Is. paper. 
(See Drawing;, aliuTe.J 

Section 5. 



General. 

Amateur Auuahist, by M. 
Samuel. lOnio. Baker i^: Taylor 
Co., N.Y., SI. 
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Aet OaAPTS FOR AMATEnRS, by F. 
MiUer. Cr. 8vo. 248 pp. ITSIUua. 
IWIl. Virtue, oa. 

Art or Dtbino anti Staisino 
Marble, Artificial Stone, Bone, 
Horn, Ivory and Wood, and of 
Iniitiiting all Sorts of Woods, trans. 
from Gemum of D. H. Soilet. Cr. 
8vo. 163 pp. 1902. Scott, Green- 

Clabsiiioation anu UaES op 
Finger Prints, by E.R. Henry. 2nd 
ed. 1901. Eyre & Spottiswoode, 2s. 

Fbebh-water Aquaria : their Con- 
stmdtion, Arrangement and Manage- 
ment, by G. C. Batenwn. Cr. 8vo. 
2nded. 3fiOpp. Dlus. lEKB. Up- 
Bott Gill, 3s. fid. 

HoM£ Mbchanics for AUATEimS, 
by G. M. Hopkins. 12mo. 370 pp. 
320 Illus. Low, 78. 8d. 

Home Arts Self-teacher, edited 
by M.Marks. Cr. 4to. 438 pp. 311 
lUua. 1901. C. A. Peai-aon, 7a. 6d. 

Modern Workshop Hikis, by R. 
Grimshaw. Cr, 8vo. lUus. 1902. 
Sampson Low, 10b. 6d. 

Paeib Exhibition, 1900. Record 
of the Arts and Crafts Section. 4to. 
374 pp. Nearly 1000 Illua. 1 vol. 
1901. Virtue, 21b. 

Phonooraph and How to Con- 
8TKITCT it, by W. Gillett. Cr. 8vo. 
87 pp. fi Plates. 1892. Spon, 5s. 

Practical Rbcbifts fob the 
Manufactnrer, Mechanic and Home 
Use, by H. R. Berkeley. 8yo. 256 
pp. 1902, Spon, 7s. 6d. 

Practical Technical Instructor 
in Arts and Grafts. Cr. 8vo. 2nded. 
178pp. SOIllua. 1901. McQuliae, 
Cockermouth, Is. 

Spon's Encvclop*:i>ia of the 
Industrial Arts, Manufactures and 
CoBimeroial Products, ed. by C. G. 
W. Look. Super roy. 8vo. 2100 pp. 
1500 Illus. 2 vols. Spon, 70s. 
I Tbohnicai. Dictionary Cyclo- 
I-jaiiA, ed. by P. R. BjSrling and F. 
T, Gissing. Roy, 8yo. 18 Parts. 
Blus. 1903-4. H«bman, 2s. 6d. each. 

Tbohnicai; Educator. Roy. 8vo. 
About 380pp. each. Ovols. Cassell, 
38. ed. each vol. 

Training of a Craftsman, by F. 
I.Miller. Large cr. 8vo. 249 pp. Ilil 
, 1897. Virtue, 5s. 




Traininu of the Hanh, by Sir J. 
Crichton-Browni-, M.D. (V.S.A. ). 
Demy 8vo. 32 pp. 1890. T. Laurie. 
9d. each. 

Ubekul Artb ahd Handicraft, 
plM>ne<l bv C. G. Leland, ed. by H. 
S.Ward. Vol. IV. (Books 40 to 52). 
Roy. Itinio. 1902. Dawbam, 7a. lid. 

Firework-mBldii g, 

COMPLETK AbT of F IRE WORK , 

Making, by T. Kentish. Cr. «vo. J 

2nded. 218 pp. 2H7 lUua. 1899. | 

Chatto & Windus, 3s. 6d. I 

FmK WORK MiKiKa fob Amateurs, I 

by W. H. Browne. Ph.D., M.A., 1 
L.R.C.P. Cr. 8vo. 200 pp, 20;J 
Illus. 1888. L'pcott GiU, 2s. Od. 

Taxidermy. 

Bird Skinning and Bibh Stuff- 
ing, by B. Newman, rewritten by 
M. Christy. Cr. 8vo. Illua. 1888. 
Fisher I'nwin, la. boards. 

Manual of Tasiukkuy for 
Amateura, by C. J. Maynard. Illus. 
Forest & Stream Pub. Co., N. V., »l. 

Methods in the Art of Taxi- 
DBBMY, by O. Davie. Imp. 8vu. 90 
niua. 1900. D. McKay, Phila- 
delphia, S2.50. 

pRACTiCAi. Taxidermy, by M. 
Browne. CY. 8vo. 2nded. 354 pp. 
m nius. Upcott Gill, 78. (id. 

Taiipbrmy and Zoological Col- 
lecting, by W. T. Homaday. 7th 
ed. 24PktBH. 104 Illua. Foreat & 
Stream Pub. Co.. N.Y., S2.60. 
(See ako Art, Carpentry, Electricity, 
Engineering, u'c, etc.) 



AUCTION SALES. 

Appraiser, Auctioneer, Broker, 
House and Estate Agent and 
Valuer's Pocket Assiatant, by J. 
Wheeler. 32mo. tith ed. Lock- 
wood, 6s. 

Auctioneers' Accounts, by L. R. 
Dickaee. Demy 8to. 80 pp. 1901. 
Gee & Co., 3b. 6d. 

AUCMONBEBS' MAfiVAL, by W. 

Nokes. Demy 8vo. 51Ji ed. 
pp. Estates G'ftititte, 5a. 
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Auction Sales, rontitmK^. 
AOCTIONBBRS ; THEIS DUTIBS ASK 
LiftbilitiuB, by R. Squibbs. Demy 
»vo. 2nded. SOpp. 1691. Lock- 
wuud, I2ti. ad. 
Batkhan's Law op AutTioif , with 
Forms, PrecadentH »nd Statutes, by 
P, F, Evww. Ur.Svo. "tbed. 1896. 
Clowes, 13m. 
HAMnBOOK OP Auction Law, by 
W. A. Pooock. Cr. 8vij. 2nd ed. 
300 pp. 1896. Eatalfs aa^nlle, 5s. 
Law RBLAiaNo to AucnoiiBBRa, 
by H, Hai-t, LL.D. Demy 8v<i. 333 
pp. IBHB. SboTeuH & Sobs, 7b. Cd. 
Law Bblatino to Mabketo and 
FoiTH and Theorem of Auctiua Marts, 
8(iIb RoaniH, Hawkara and Pedlars, 
by L. GncbeH. Eyre ti S., 2s. 6d. 

Section 7. 
BANKING. 

Dank ItmiK-KKBriNu aku Ac- 
ItiiiNTH, by J. A. Millboom. Demy 
«v». KIT) lip. IDOL Gee, 6s. 

Bank BtioK-KEEPiNn, by D. 
M'Kii^ IVmy Hv. HV4 pp. 1903. 
A. l(.i«.'iiilii»'. Kiliiil.iti!:h. -ih, 8d. 

Hamiim, iM.r.nn vi. Tables 

Wwi-i.ii tiiiir l;iir:Li.i ..ri.l nil other 
I'lti-ix III ilir \\,,il,l. I>> L. BHrtlett- 
Aiiiul.1. Koy. Hvu. IlKH. I^w, IOh. 

IIahkinii AM' NsuonABLB ln- 
KTUi'MK.v-iK ; Miiniiiil of I'racticHl 
Uw, liy F, 'hllynrd. B.A. Cr. 8to. 
•.m yy. mn. a. .t v. BUck. fts, 

BaMkh a.si> Dankimo, by H. T. 
Knuloti. l>Dmy8vo. Slttini. 18!t(i. 
K. WiUiii. Ha. nd. 

IUnks AMI) THBIK Cl'tmMIEBa, 

froiH I'uM^iueni' Puiul of View, by 
H.Wmtoil Ct.Svo. ITOiip. 1903. 
v.. Wibon, 2b. 

Beb aMo»<i thk Bankmui, or H<iw 
to InurvKse your Deposit Rate and 
RihIuou yuur Bank Chaises, by H 
Warren, Cr. Sw. laOi'. Evi-wtt 
»s. (id. 

CorTsrav Bankbs : his Cubsts, 
Caros and Wort, bv G. Bae. Cr 
Sto. 5th ed. 33C p]>. 1«02. J. 
Murrav. Ts. fid. 

CotSTO? Easkebs' Haskboos 
tn RuicK and Fntccioes of Bank iri 
England. Luatdon Baokeni' Ckajin^ 



and Stock Exchange, by J. G. 
Kiddy. Cr. 8vo. 3rd ed. 146 pp. 
1899. Waterlow, 2s. fid. 

Elements op Baskzno, by H. D. 
Mauleod, M.A. Cr. 8vo. 7th ed. 
"S pp. 18!*9. Longmans, 3s. fid. 

EVULISH AUb FoBElGN BaXKE, 

a CompartHon, by J. B. Attfield. 
Demy Svo. 123 pp. 1893. E. 
Wilson, 3a. 6d. 

History asd Prenciplbs of 
Banks and Banking, by H. T. 
Eastou. Demy8vo. 282 pp. 19(H. 
E. Wilson, 5s. 

History, PRiifciPLEa and 
Practice of Banking, by J. W. Gil- 
bart, revised by A. S. Michie. 2 
vols. Vol. I. 442 pp. 1901. Vol. 
n. 494 pp. 1899. Bell, lOa. 

Law of Baiskeb, and Cu^fosieb, 
by J. W. Smith. Demy Svo. 180 
pp. 1894. E. Wilson. 5s. 

Law op Banks and Bakkeb^, by 
W. de B. Herbert, M.A., LL.M. 
Fcp. 8ro. 134 pp. 1897. Clement 
Wilson, 2a. 8d. 

Law of Bills, Cheqites, Notes 
and lOU's, by J. W. Smith, 
LL.D.,B.A. 12mo. 193 pp. 1902. 
K. Wilson, Is. 6d, liiup. 

Law Relating to Bakkkrs and 
Banking Companies, by C. C. M. 
Pluuiptre and J. K. Mnckay. Deuiy 
8vo. 5th ed. 883 pp. 1897. Butter- 
worth, 29a. fid. 

Law Rblatiso to Ch&jlbs, by E. 
R.Watson. Cr. Svo. 3rded. 1904. 
Sweet & MasweU. 2s. fid. 

Legal Decisiokb Af^ectino 
Bankers, hv Sir J. R. P^t. Demy 
Si-u. 312 p'p- 1900. E-Wilsoa, «s. 

LoKDON Banks ask Kindked 
Companies, 1902-3, byT. Skinner. 
Cr. 8yo. 680 pp. T. Skinner, lOa. 

MOKBV asd Bakkisg : Introduc- 
tion Go Study of Modem Currencies, 
byW.A-Scolt. Svo, 19t«. BeU,10a. 

Om Cleariko Baxkisu Sysi«si 
ant) aeanng Houses, by W. HtigMth. 
3rd ed. E. Wilson. 3s. fid. 

PRACTICAL EfiGU^ Banking, by 
T. B. Moxon. Demy 8vo. Uth ed. 
U3pp. ISO!. J. HCT«riX.d,4s.Gd. 

PftlNCIPLBS AND PmACTICE OT 

Finance : Guide for Bankers. Mer- 
chants and Lawyers. h\ £. C^zmll 
(':.S.A-i. Boy.Svo. Putinaai,7s.6d. 



[ 

^(Banking. 1jy H. D. Mncleod, M.A. 
^KtoIs. Vol. L 54*1 pp. 1892. Ua. 
Vol. II. 611 pp. Demy 8vo. 5th ed. 
1893. 14n. Longmaos. 

Tebatibe on Bakkini) Law, by J. 
I>. Wftlker, M.A. Demy 8vo. 396 
■- ). 1885. Stevens & Sona, 15s. 
Work of a Bank, by H. T. 
. Cr. 8vo. 3nd ed. 128 pp. 
E. Wilson, 2s. 
TouE Banker's Pobition at a 
Glance, by H. Wurren. Ct. Svo. 
■A3» pp. lEMtl. Jordan & Sons, 5h. 
(Book-keeping;, Auditing;. See uec- 
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OOK AND NEWSPAPER 
PRODUCTION, PAPER- 
MAKING, PRINTING. 

Authorship. 

Akt of Authobship : Methods of 
Wt>rk and Advice to Young Bu- 
ginneni, oumpUed by Bev. G. Bain- 
ton. Large or. 8vo. 355 pp. 1890. 
J as. Clarke, os. 

AUTBOSa AND Pt7BtISHBB8 : Sug- 

astionE for Begtnnars in Literature, 
y Q. H. Putnam. Post 8vo. 7th 
Putnam, Ts. fld. 

' GUIIIE rOR LlTBRAKY BBGINNBEa, 

~. Oldcastle. Small obi. 8vo. 
p. 1884. Leadenhall Press, is, 
FOR Writers and 
; Guide for Contributors to 
ind to Literary and Artistio 
Publications. Large cr. 8vo. C. W. 
Beacon A^ Co., 2h. fid. 

Handbook of Punotcation, by 
III. T. Bwelow. Lee & Shephard, 
Bortion, U.S.A., 50c. 

Handt Enqlibh Word Book ; 
Spelling Rules, Punctuation, Foreign 
Rotations. Cr. 8vo. W. P. Ninuno, 

inburgh, 7s. iid. 
I How TO Make an Index, by H. 
"LWheatloy. Ifimo. 23(1 pp. 1902. 
'tock, 4a. fid. 

Pre I 
Bctures, Article.^, Books, Speeches 
>ad Letters, with HintB on Writing 




tin. 

Literary Year Eo<ik. Annual, 
ed. by H. Morrah. Cr. 8vo. G. 
Allen, 59. 

Some Notes ok Books and 
Printing. Guide to Authors, by C. 
,T. Jacobi. DemySTo. 174 pp. 1902. 
I Chiawiok PresB, 6s. 

Spbllino anii Punctuation, by 
H. Bednnll. Cr. 8vo. ilth ed. 178 
pp. E. Menken, 2s. (W. 

Stops, or How to Punctuate, for 
Writers and Students, by P. Allar- 
dyoe. 12mo. 92 pp. 1902. T. F. 
Unwin, Is. 

WarrBBs' Tear Book. Where to 
Sell MSS., Photograms and Draw- 
ings, Annual, Granville Hnuse, 
Arundel St., W.C, Is. Od, 

(Journalism, See below,) 

Advertising. 

Aiivertisbr'b ABC. Annual. T. 
B. Browne, Ltd., 10s. IJd. 

Advertiser's Rbauv Reckoner 
and Year Book, by C. J. Walker. 
8vo. C. J. Walker, la. 

S0OOBBBFUI. Advbrtihino. 
Twenty-second year. 1904. Smith's 
Atlvertising Agency, 23. 

Thqmah' Amhrican Advertibbe's 
Reference Book. Containing leading 
Nowspapera of U.S.A. and List of 
Advertising Agents, 12ino, Thomas 
Pub. Co.. K.Y., 35. 




Bookbinders and their Craft, 
by S. T. Prideaui. Buy. 8vo. 312 
pp. 1903. Zaahnsdorf, 31b, fid. 

BOOKBINDINU AND TUB CaRB OF 

Books. Test-book for Bookbinders 
and Librarians, by D, Oockerell. 
12mo. 343 pp. 122 Illus. and 8 
coloured Plates. 1901. J, Hogg, 5s. 

BooKBiNi'iNO, by P. N. Hasluok. 
12ino. im pp. 1902. CasBoll, Is. 

Bookbinding for Amatburb, by 
W. J. E. Crane. Cr. 8vo. 184 pp. 
lofi Dlus. Upcott Gill, 2s. (Id. 

Bookhindino, for Workmen and 
Students, by J. W. Zaehasdorf. 
SniaU post 8vo. athod. 190 yp. 8 
Plates aoiDiastftisft- Y^Rfc."fc^,'«^- 



Bookbinding;, cantimml. 

Bookbinding is Enoi.an{> ahd 
France, by W. T. Fletcher, Super 
roy. 8vo. 80 pp. 17 coloured Platea. 
30 Elus. 1897- Seeley, 7a. 6d. 

Manual of the Art of Book- 
BiNDiNB, by J. B. Nicholson. Cr. 
8vo. 318 pp. niiiB. Brtird, Phila- 
delphia, 92.25. 

Pbactioal BooKBQHjnfci, by P. 
Adam, trans, from German. Cr, 8vo. 
ISO pp. la9 liluB, li)03. Scott, 
Greenwood, Ba. 

Boolcselling. 

PKOFBsaioN or Bookskllino, by 
A. Growell. 3 Parts. Large 8vo. 
134 pp. Piiblighers- Weekly, N.Y., 
92 each. 

INTBSNATIONAL DrEBOTORT OF 

Booksellers and Libraries, and 
Bibliophiles' Manual. Cr. Svo. Ctli 
■ed. 1902. Clegs. Rochdale, lis. 

Ca.taIog;ues of Books. 

AHBarCAN Catalooue, 1895-lSKM]. 
Bibliography of American Books, 
8vo. I'ublishei-a' We.ekli/, N.Y., 
»15. 

AUEHICAM CataiiOqde or Boukh, 
1900-2, with Directory of Publishers 
(U.S.A.). Med.Svo. (i83pp. 1903. 
Sampson Low, 16s. 

English CataU)oijb of Books, 
Vol. VI,, 18MS-1900. Roy. Svo. 782 

fp, liWl. 30s. Cataixioubs for 
iWl, 1!)02, 1903. Roy. Svo. Low. 
Os. each. 

Copyright, 

CoPYttiuHT Law, by H. A. Eink- 
aon. Cr, Svo. 378 pp. 1903. Bul- 

OoPTBioHT Law Rbfobm, by J. 

M. Lelj. Society of Authors, Is. 6d. 

Handbook on the Law ox Coi^- 
BioHT and Patent.'), Designs, Trade 
Marks, etc., by W. A, Bewes. Cr. 
Svo. 1891. Black, 5a. 

Law of Copybioht, by B. A. 
Cohen. Cr. Svo. 228 pp. 1896. 
Jordan, 7a. 6d. 

Law of Oofybioht, including 
Musical Copyright Act, 1902, Amer- 
ioan Copyright Act, and Berne Con- 
. brT. E. Scrutton, M.A., 



H. 
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LL.B,, K.O. Demy Svo. 4th ed. 
340 pp. 1903. Clowes, 15a. 

Law of CoPTaiOHT in Works of 
Literature and Art, including Drama, 
Music, Engravings, Sculpture, Paint- 
ing, Photography and Designa, by 
W. A, Copinger. Svo. 3rd ed. 1893. 
Stevens iV: Haynes, 36s. 

Law Rklatwo to Litbeaby 
Copyright and the Authorahip and 
Publication of Books, by D. Chamier. 
Demy 8yo. 158 pp. 1897. E, Wil- 
son, 5s. 

Question OF CopYttiGHT, byG, 
Putnam. Cr. Svo. Undei 510 pp. 
189B. Putnam, 7a, (id. 

Tejiatisb on the Law op Copy- 
bight in the United Kingdom and 
Dominions of the Crown and U.S.A., 
by E. J. MaoGillivray. Med. Svo. 
403 pp. 1902. J. Murray, 258. 

Electrotyping and Stereotyping. 

Elbctbotvpino, by J. W. 
Urquhart. Cr. Svo. 18S1. Lock- 
wood, 5a. 

Stbrbotypinq and Elbctrotyp- 
IKG, by F. J. F. Wilson. Cr. Svo. 
eth ed. 212 pp. 80 Bins. 1898. 
E. Menken, 5b. 

Practical Notes on Stebeo- 



pp. 1901. Baithbyl 
Engraving, Etching, 

Enobavino fob Illustration : 
Historical and Practical Notes, by 
J. Kirkbride. Cr. Svo. 72 pp, 2 
Plates. Illus. 1903. Scott, Green- 
wood, 28, fid, 

Etchdcg, Enoravinq and other 
Methods of Printing Pictures, by H. 
W. Singer and W. Strang, Fcp. 4to. 
228 pp. 10Plate,sand4lllua. 1897. 
Kegan Paul, los. 

Handbook of Wood Engkavino, 
hy W, A, Emerson. Dtus. Lea & 
Shephard, Boaton, U,S,A., SI. 

Illustration. 
Abt of Illubtbation, by H. 
Imp. Svo. 272 pp. "" 
Grant, 7a. 6d. 
Decobativb Illustration of 
Books tlld and New, by Vi. Crane, 
Cr. Svo. 2nded. 352 pp. le&Blua. 
1901, Bell, 68. 



Sec. d] ,"- " r^jLlI^X — L-. - • .--■.■ 

on the Ar: ■: Iv-s^" -;^ i-i.'- 1 ..- ?". — ..r_ '- 
trating in C'.zsiLr*:':. c v-.-i T ■ - .: : 

graphy. by K. Kr^^^'r: t ■■ — *.-.' — ..i 

240 pp. Ili-i*. 1-:*-- "- .L--- --T-L'-- L..-— - 7... - 
Co.. Lliicago. *::. r : - ^• 

English I^-.-sl 11:— tx^t: .« - :. • • 

To-Day. by R. •_ I *£■:-: i_:t- .. - . •- 

Imp. ^*v.:.. " j» »; : - 1 -• : ? u-_ .•_:•_- 

l«Js. •>!. ' — -. . - 

Iixi "stblatI' .y ? r- • £.-. ■" i---. • 

Pennell. «.r. •-. >r ".■. .'_ _- r .-.. 

MoL»ER>" lL:->>Tii.r: > ■" ? - . 
nell. Cr. *t -. iv :t 1*1 I . -- -- • 

Bell. 7>. »"i. L - - - ■ 

PralTIv-VL HaVI3- t • li-v. :-i . .-■■ 
iNii for Mrpi^rr; Mr*:! •> :!-.-: • ■*- *- - 
duet ion. Viy r . «». K»7r»r: Z-iJ".- — ■ '• ■ ^ 

i*vo. -Jn.i'c^i. l»'.i' : : " 11. -• 1 « . ':--..- 
C'hajiiiiHn A" H^. 7-. ••! ■ -- - - 

Practical N-'TX.- >' r'Li.-r. - - ■■-■- 

TiON of Drairinj^ :' r Fi *■•-"--. - "- -"- -" " 

Reproduction, •■y • '.. .' '.■.,-.•- r ■ .-, 

hoase. B.S.-. *. r. v. lir* "1 . _- .- ' 
Platers. I'^I**. Keji- Pi-l. V >' -• 

Design, Drawing, Let:er.n|; •*^- . . . ,, 

j-ection 4. " " \' . . . 
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Journalism. 

Howto.Suo;eed A:^A.J■.••"^i^ ti>: ; ^. .i^ 

by J. Pendlet^-n. Cr. ■»-... i':-- : : \I-> ..: ':■" 1,:;=..?.-. p' v 

19<>2. Richards. :U. tpi. ■. / :■ }; ;. I...*;... - 

Practical Journalisn:. by A. A '.." .7- ».. 

Reade. Cr. 8vo. 3rd e'i. K. Mr:.- :iv>". ^i ^ ;•■; ■ am 

ken, 2s. tid. L '■ r^::--. H::.> :. M r.. i. ■:.-..:.:. 

^Iakixg OF A JoiTtyALi-T. f.y .J. ^-.-rV j^^^-^ :>.:::»!■. 1". ■ k~. 'v x! 

Ralph. Cr. 8vo. 2<n:i pp. l'.«i.;. «.,:^^v-v. ...:. -.o — . :. Ill ;.. I'vi* 

Harper, 3s. 6d. j^^. i. Inrkc. 1^. •'..;. l::..:-. 

Modern JouKNALisM. Han-ib-vk 

for Young Journalists, by J. I J. Lithography. 
Mackie. Cr. 8vo. Li»ckwix.d. l'<. L\.nivi: .\^-i. c.'.ii.ihk rRiMiNi; 

Practical Journalism, by E. L. as api-licd r... hithoiTiai-hv. bv \\ . i>. 

Shuman. Cr. 8vo. 1903. Appk"t«.-u. Richm-ud. Cr. Svo. old o'd. U\\) 

^^- pp. K. Menken, .">s. 

Pbbsswobk : for Pre.ssmen and Grammar of LirniKJUArHY, bv W 

their Apprentices, by W. J. Kelly. D. Richmond. Cr. Sm.. IJth oil 

Or. 8vo. 85 pp. 1898. Inland 254 pp. Ulus. K. Moukon, .Vs. 

IjITIlOtJRArHY ANH LlTllo- 

GUAPUKtt.s. by J. and K. K. IVmuioU. 



Printer Co., Chicago, Sl.oO. 

Libraries, Care of Books. 

Books for all Readers : Collec- 
tion, Use, and Preservation of Books 
and Formation of Public an<l l^rivato 
Libraries, by A. R. Stotford(lT.s. a.). 



Larj^o roy. 4tt>. 2S() pp. \):\ llJus. 
1898. Kishor I iiwiii, VA i;U. lid. 

I*R.V('Tir.VL LlTIMMJHAI'II\, |>y 

A. Soyinniir. Ihmxy 8vo. IMaUw. 
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Newspapers. 

Art of Newspaper Makisq. 
Three Lectures by C. A. Dana, Fcp. 
8vo. 114 pp. 1895. Fisher Unwin, 
2b. 6d. 

COStPLETB SUMSIABY OF THE LaW 

Relatiii); tt> English Ncwupaper 
Press, by L. Duckworth. 12nio. 
42 pp, 1899. E. Wilson, Is. 

Law of Newspaper lliaxL, with 
Law of Libel Amendment Act, 1888. 
Cr. 8vij. 1889. Clowes, 7s. 6d. 

NBwaPAPBB AccouNTM, by B. T. 
Norton iind G. T. Fhwey. Demy 
Bvo. 230 pp. 1895. Gee, 10s. 

; Journalism, Sea above.) 

Papermaking. 

Art of Fapbbmakino, by A. 
Watt. Cr. «vo. 21J0 pp. 8C lllua. 
1890. Lookwood, Ts. 6d. 

CHBinsTHY OF Paper Makinc, 
by R. B. Griftin and A. D. Little. 
Med. 8vo. 517 pp. 9!! illus. 1894. 
Lookwood, N,Y. 

DlBBClORY OF P.^PEB MaKEIW OF 

the U.K. 4to. Picketed. 184 pp. 
ISWl. Marchant Singer. In. 

DmecTORY of the Papbk ami> 
Stationery Trades. Aunual. 612 

f. Lncicwood Trwlo Jouruftl Co., 
Y., «3. 

DvBiNo OF Paper Pulp ; Pruotical 
Trealiae for PttiiemiakerH, Paper- 
stainers and Students, by J. Erfurt, 
trans, from (Teriimli by J. Hubner, 
Roy. 8vo. ISO pp. 167 Pattorn-s 
of Paper Dyed in the Pulp. 1901. 
Scott, Greenwood, 15a. 

EasATS OS Paper Tesiiso, by C. 
F. OrosB, E, J. Bevan, etc. 1903. 
Wood Pulp, Ltd., 2s. 6d, 

FACToftv Book-keeping fob 
Paper Mills, by J. Macnaughton. 
Ito. 1902. Wood Pulp, Ltd., 10b. 

Manufactubb or Papek, by C. T. 
Davis. 8vo. 608 pp. 180 Ulua. 
Baird, PhiladelphU, $6. 

Papbbuakers' Pocket Book, by 
J. Beveriilge. 12mo. 17(1 pp. 1902. 
Wood Pulp, Ltd., lOs. 

Paper Mamufactubb : Four Leo- 
tures, by J. Hiibner. Demy 8vo. 
1903. Society of ArW, la., paper. 
J'APBit Mills Dirbctory op 



England, Scotland and liekud. Cr. 
8vo. Annual. Siinpkin, 2s. Gd. 

Practical pAPEBiBAKnio, by G. 
Clapperton. Cr. 8yo. 208 pp. 1« 
llluB. 1894. Lookwood, 5s. 

SOASDIKAVIAN SBCTIOM OP THB 

World's ABC Paper Mill Guide, 
1896. With Suiiplemont, 1899. The 
Paper and Pulp Mills in Norway, 
Sweden, Denmark and Finland. 
8vo. Map. 1899. StonbiU, 7s. 

Sizes of Paper, Lbunw's Tables 
of, with their Uaual Weights and 
Showing the Equivalent Weights 
per R«am. 8vo. 23 pp. 1901. 
Mardon, la. 

Textbook of Paper Making, by 
C. F. Cross and E. J. Sevan. Cr, 
8vo. 2nd ed. 328 pp. 3 Plates. 
82 Illus. 1900. Spon, 12e. Gd. 

Trade Marks of the Cbeuical 
and Mechanical Wood Pulp Mills in 
Sweden and Norway, compiled by 
Kvon Hofaten. 1894. With Supple- 
ment, 1897. StonhilU los. 

Treatise on Paper. Tables of 
Sizes, etc., by K. Parkinson. Demy 
8vu. 3rd ed. 147 pp. Hi Sample* 
of Paper. Illus. 189«. Crosby 
Lookwood, 3s. (kl. 

Presa Directories. 

DlCTIONAKV OF THE WoRLB'b 

Press. Imp. 8vo. Annual. Sell, 
7a. Cd. 

Guide to South African PRaaa 
(1902-3). Demy8vo. 2;)6pp. 1902. 
Ratolifi'e. DunlBir. 3a. Bd. 

Newspaper Gazettbbb. Small 
4to. Annual. Vickera, 2b. (id. 

Newspaper PuBsa Directory. 
Imp. 8vo. Annual. MitoheU, 2s. 

Si^ket's Nbwhpapbr'Dirkctory. 
Annual. 'Jm. fid. 

WiLLiNc's Press Gi'idb. Demy 
8vo. 420 pp. Annual. Is. 

(Advertising. See above.) 

Printing, Typography. 

Art of Prmtino PKim AxtruiKim 
Plates or Algraphy, trans. f«>m Ger- 
man of C. Wailaiidt. Cr. 8vo. 73 pp. 
Illus, ]!M)1, J. .S. Morrias, Is. paper. 

Compositor's GmiiB and Pookbt 
Book, by J. Gould. 88 j.p. 1878. 
Marlborough, (id. 
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■French Pclishing, Wood Finishing:. 

MoDBEN Wood Finihheb, by F. 
"Maire. Laige or. 8vo. 148 pp. 
laOl. Western Painter, Chicago, 
50c. 

Pbacxicai. Guide to French 
Polishing. Cr. 8vo. 6th ed. 144 
pp, 42 Illus. E. Menken, 2a. 6d. 

Wood Finishing, ed. by P. N. 
Hnsluck. 12mo. 124 pp. I'JOl. 
Cassell, Is. 

Upholstering. 

Pbactical L"phol8tery. Cr. 8vo. 
7th ed. 68 pp. liKW. E. Menken, 
28. M. 

UPHOLSTEBEBa' P.1.TTE11N BOOK, 

DesignK for Manlel Boarda, 
Draperies, Vaiances, etc. Fcp. folio. 
E. Menken, 10s. 6d. 
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Calculators and Ready Reckoners. 

AvoiBDUPOia Weight Caiculator 
and Reaiiy Eeckoner, by A. E. King, 
Lai^ cr. 8vo. 2tid ed. 304 pp. 
Warae, 2a. 6d. 

Cauidlatinu TABLEa, hy H. Zim- 
meTRiana. Trans, from German, 
aled. 8vo. 1904, Asher, (ia. 

Carriers' Readv Reckoner, 
Cwta,, Qrs., Lbs., from od. to 140a. 
per Ton, by J. Claphara. Or. 8vo. 
McCorquo^e, 3a. 

CWTS. AND Lsa, ElEOEONER. lOmo. 

lyOO. Gall & IngliH, 6d. 

CoMJiBROiAi. Ready Reckoner 
and Trade Tables. 18mo. Collins, 
Is. 

Direct Caioulatok (Series 0, 
1, R), by M. B. Cotaworth. Ml 
Oorquodale, 45s. 

Direct Calculatoiw, by M. B. 
Cotsworth. Demy folio. 2nd ed. 
McCorqitodsle, London, E.C, 7a. 
8d. 

ESPBEBS CWTS. AND LbS. RbCR- ' 

ONER. Iflino. 248 pp. 1899. Gall 
& In^jlis, la. 

Express Ready Reckoner, in- 
□luding Foreign Money, Metric 
Weights. 16ino. 400 pp. 1901. 
TGall & Inglis, Is. 



Freight Tables, from 1 Lb. to 
300 Tons at 20s. to 1208. per Ton, 
, by P. Jones. Demy Svo. 
Spottiswoode & Co., 2s. Sd. 

Geu Read! Reckoner. ISmo. 
41»pp. 1899. GaU .V- Inglia, Is. fid. 

General Calculators, for Check- 
g or Chai^ng Invoices, Dividends, 
Discounta. Cr. Svo. McCorquodale, 
4s. t!d. 

Geheral Ready Rbckobkr. 25(1 

]. 54x3. 1901. Gall & Inglis. 
fld. 

Haedwick'h Tbaukb's Check 
Book for Cheeking Invoious. S<j. 
lOmo. Houktnn, 2s. 6d. 

Houohtdn's Mercantile Tables 
for Aacertaining the Value of Gioods 
Bought or Sold, extended by J. 
Aspin and A. W. Rijberg. Demy 
8vo. Tth ed. 400 pp. Witb 24 
Tables in Appendix. Jas. Black- 
wood* Co., 21h. 

Ideal Office Reckoner, 300,000 
Calculations. Pott Svo. 896 pp. 
1901. GaU & Inglis, 3s. 6d. 

Indian Ready Rbokokbr, by F. 
A. D. Merces. Demy 8yo. tJth ed. 
1900. E. Wilson, 3iis. 

Infallible Ready Rbokosbr, 
with Discount or Interest Tables, 
by W. Coihead. lOmo. 268 pp. 
J. Bkokwood & Co., Is. 

Ingram's Calculator, showing 
Value of tV Yd. or Lb. to 500 Yds. 
or Lbs. at from Id. to 20b. E. 
Wilaon, 7s. 6d, 

Merchant's Ready Reckoner, 
for Coal Merchants, RaUway Com- 
panies, etc. Folio. Simpkin, 4s. 

Model Ready Reckoned. Demy 
18mo. 48th ed. 288 pp. 1901. 
Warne, Is. 

National Ready Reckoner. 
Profit and Disnount Tables. Cr. 
Svo. 848 pp. Collins, 2s. 6d. 

NUJIBBK, WeIUHT and FRAC- 
TIONAL Calculator, by W. Chad- 
wick. 8vii. 3rd od. Lockwood 

188. 

Page's Ready Reckoner anb 
Fractional Calculator, liy J. Page. 
Cr. 8to. 480 pp. 1900, Gail & 
I Inglis, 2a. 6d. 

PABNAU-'S SlTPBBFlOlAL RbADY 

Reckoner. Cr. 8vo. 249 pp. 1895. 
I Kelly's, 10s. 
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CalcuUtors, etc, anitinatiL 

Kecknoer for Bonks, bjr C. Barker. 
Cr. H'To. 19(11. B«mrose. Sb. 

Rbavt Reckosbk. liit«rEst, 
CommiHsioit aJtd Discount TabW, 
Weights, HeAsures, etc. Cr. 8vo. 
287 pp. I»)0. Chamlwn*, 2s. 6d. 

SaOBTUOCSE'S CUMMEBCUL HeIDT 

Bvckoner. "DemjAlo. 6th ed. lilOl. 
B^nirose, 5s. 

StrpEBnciAi. Ready Recsoseb, 
for Boards, Deals, Bkttena, etc., by 
R. Hall. 8vo. Spon, la. 

TiBLK OF MotTIPUCATIOS, DIVI- 
SION and Proportion, by R. U. 
Smith. Folded. 1904. Constable. fiB. 

ToKKiGE Rbadv Rbckohkb, Price 
of from i Cwt. to 100 Tons at M. 
tuJET. 8vo. 1901. J. Cook, 2a. (id. 

Weight Calculatob, by H. Har- 
ben. Roy. 8vo. 5th ed, Lock- 
vood, 25h. 
Disctnint and Interest Tables. 

BlRKINS ISTEEEST TaBLES FOB 

1 per oent. to 5 per cent. Pott 8vo. 
9th ed. 280 pp. GaU & logliit, U. 

Bi:yEB£' C^DKB Book ; Scale of 
Profits on Returns, Discounta, etc. 
12ino. 60 pp. Abel Heywood, Man. 
cheater, Is. 

CouPKBHESaivE Tables ok Com 
POUKD Interest inot Decimals) on 
£1, £5, £25, £75, £100, by J. 
Wilhelm. E. Wilson, 28. (td. 

DiBCOTJNT AN D Commission Tables, 
by W. J. Gordon, Oblong 18mo. 
Warne, Is. 

Discount asb Isiebket Rbck.- 
OBBR, 16mo. 1900. GaUA;Inglis,6d. 

Diacorm Guide, by H. Harben, 
Demy Svo. Lockwood, 26a. 

EXPEBBH PeRCENTAOB AMD DIS- 
COUNT Reckoner, by J. G. Inglis. 



Dollars, Francs, Milrais, etc., by 
H. Rutter, E. Wilson, 10s. 6d. 

U E ATOK ' S S 131 PLB ISTERBSI T ABLES 

at 1 to 5 per cent, per annum, from 
I to 100 days, or £1 to £100, Demy 
8vo. 1897- RoubledKB, 3s. fid. 

Indian Inibresi Tablbs from 1 
to 16 , per cent, per annum, 
Comia'saioD, Interest and Brokerage, 
by F. A. D. Merces. Demy 8yo. 
E. Wilson. 8b, 



Intbkbsi Tables Fob Au. Rates, 

by Ma]. -Gen. Hannyngtun. Royal 

8to. CiO pp. Lnjton. lOs. fid. 

Krsu's laiEEEBT Tables. Large 

, 8Tt., 1898. Routledge, 7s. 6d. 

liAtBIK's ISIEBBSI TaBLBB. Ct. 

8to. 40th ed. 1900. Koutledge, 21s. 

LoASB Payable by Dbawikgs 
and Debenture Interest Tsblen, by 
Lieat. CoL W. H. Oakes. Demy 
8ro. Lockwood, Sis. fid. 

Uebchaxts' asd Teadbbb' Profit 
Book, by J. Haig. 12mo. Hoiil- 
st«n. Is. 6d. 

MOBTGADB OR LOAN TaBLES, bj 

T. D. Challoner, Royal 8vo, 86 
J. 1891. Gee, 2s, 6d. 
Net Pbofit Tables ; Calculations 

by^E. Si.1 

Notes upos Interest, Discoukt 
and Profit and Loss, by G. John- 
son. Demy 8vo. H. Good & Son, 
2a, Gd. 

Percentage Handbook oe Pro- 
fits, CommissioDB, Discounts and 
Intereata, ISmo. 96pp, Collins, Is. 

Profit asb Discount Tablbs, by 
C. O. Rooks. Demy 8vo. 74 pp. 
Ward, Lock, 3a. 6d. 

Tables for Fdohno Half- 
Yearly Rate of Interest from li per 
cent., by Lieut.-Col. W. H. Oakes. 
Imp. 8to. Lockwood, lOs. 6d, 

Tables of Compound Interest 
and Annuities, by D. McKie. Imp. 
8vo. 122 pp. 1903. A. Baxendine, 
Edinbm^h, 7s. f>d. 

Tables op Discount or Simple 
Interest, by T. B. Gumersoll. Demy 
8vo. 19th ed. 486 pp. 1901. 
E. Wilson, 10s. 6d. 

Tables or Values, Discodsts, 
Dividends, and Weights and Uea- 
SUTBH for Gaa Offices, by T. New- 
bi^iug. Cr. 8vo. 80 pp. 1883. 

W. Kirig , 2b. 

Universaj. Interest Tables Sit 
Sper cent, on £1 to £100,000, E, 
Wilson, 21s, 

Universal Simple Intebbst 
Tables, showing interest of any aum 
for any number of days at 100 
different rates from \ to 12^ per 
cent,, by B. Bosanquet. DemySvo. 
469 pp, 1868, E, Wilson, 2l9. 

(Railway Rates. Seep. 186.) 
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Wages and Hours Calculators. 

Bosus T.uLES, fur Calculiiting , 
Wages uu the Bonus or PrBiiiimn , 
Systems, by H. A. Golding. Super 
royal 8to. 1S03. Griffin, 7m. tkl. 

HocBB Calculatob, advancing by , 
i hours to fiO hours, and by Jd. to . 
8d. McCorquodale, 4s. ISd. 

HomtB Calculator ; 52J hours ! 
at lid. to SOs., advanciog by Rd. ' 
gradations. Rjjyal Svo. MoCorijuo- 1 
dale, 3s. 9d. 

FiFTY-FOua HoDEa" Waces Oai.- 
culatob, by H. N. Whitelaw. 8to. | 
and ed. Spon, 2s. (id. ; 

Wacibs Caloitlaxok ; 48 to 73 ] 
hours per week in (id. and is. grada- 
tions. MoCorquodale, 78. tid. 

Waubs Calculatob, for 50 hours ■ 
per week at rates from 23. tid. to 
458., by D. E. WaUnce. Royal 8vo. 
1902. W. Green & Sons, Edin- j 
buTgh, 53. 

Wbiolbt's 55i Hours' Wa(ibb ' 
Table. 4to. 19U2. Simpkin, 2a. (id. ' 



CARPENTRY AND JOINERY. 
General. 

Ahebicab Hocsb Cabpbntbb, by 

E. G.Hatfield (U.S.A.). 8vo. 12th 
ed. Illus. Clispuian, 21i<. 

ARCHITECT 'S JOISBBY AND ITS 

Ornamentation, by F. A Fawkea. 
Largo 4to. 82 Plates. 18U(i. Bats- 
ford, OS. 

Bench Work in Wood, by W. 

F. M. G<.M (U.S.A.). 12mo. 161 
pp. SOCllluH. 1901. Ginn, 3s. (id. 

Carpenters' and BtiiiDBHit' As- 
sistant and Woodworkers' Guide, by 
L. D. Gould. 8vo. 9th ad. 36 
Plates. ConiEitock, N.Y., 82. 



I Guide, by P. W. Plumu.er. 

72 pp. 4 Plates. Comstock, 




CaRPEKTERS' ANll JotKBBs' AMIBT- 

ANT, by J. Newknds. FoUo. Iliua. 
Gi'esliRni Pub. Co.. 45h. 

Caspekirrs' Guide, revised by A. 
Ashpitel from P. Niuholson's work ; 
rules on drawing by G. Pyne. 4to. 
2nd ed. 74 Plates. Lockwood, 2l8. 

Cakpbntry and Joinbrt, by B. 

F. and H. P. Fletcher. Cr, 8vo. 
2nded. 294 pp. 424 Illus. 1899. 
Whittaker, 5a. 

Carpentry and Joinery, Ele- 
mentary Principles, from work of T. 
Tredgold. 6tb ed. 3s. 6d, Atlas 
of 35 Plates. 4to. (la. Lockwood. 

Carpentry and Joinery, (or 
Students, by P. C. Webber. Cr. 
8vo. 2nd ©d. 32fJ pp. 171) Ulus. 
I'JOl. Methuen, 3s. 6d. 

CiBPeMTRY Made Easy, by W. 
E. BeU. 8yo. 2nd ed. 152 pp. 
Illue. Baird, Philadelphia, 85. 

Cuu::^■UR Work in Carpbstey 
and Joinery, by G. Collings. 12mo. 
3Td ed. lockwood, 2b, (id. 

DraWINO fob ll^ARPENIBBB AND 

Joiners, by E. A. Davidaon. 12mo. 
104 pp. 250 Illus. 1891). Cassell, 
3b. 6d. 

Educahosal Woodwork, by A. 
C. HoKTH. Cr. 8vo. 158 pp. 200 
nius. 1904. P. Marshall & Co., 3s. Bd. 

Elbsxbntabt PsisciPLBa of Car- 
pentry, by T. Tredgold, revised by 
J. T. Hurst. Cr. 8vo. lOth ed. 517 
pp. 48 Plates. Spon, 128. 6d. 

Forty Lessons in Carpentry 
Workshop Praotioe, by C. F. and 

G. A. Mjtoheli. Cr. 8vo. 96 pp. 
130 Illua. 1900. Cassell, Is. 6d. 

GuiUB and Assistant for Cab- 
PENTEBS and Mechanios, by H. G. 
RiBhey. Large 8vo. 197 Illus. 
Comstook, N.Y., 92. 

Manual of laBraiRiAi. Drawuto 
for Carpenters and Other Wood- 
workers, by W, F. Decker. 8vo. 
2nd ed. 176 pp. 29 Plates. Com- 
stook, N.Y'., 81.50. 

Modern Carpbniek, Joiner and 
Cabinetmaker, edited by G. L, Sut- 
cliife. Super royal 4to. 8 vols. 
100 Plates. lOOOllluH. 1904. Gres- 
ham Pub. Co., 7s. 6d. each. 

Modern Carpentry, by F. T. 
Hodgson. Cc, 8vo. 193 pp. Ulus. 
1902. ■DT8.Vs&.eo,,C'^\iwi':i,W 
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CARPENTRY AND JOINERY 



I 



General, eontiiiweil. 
MoDBEjt Practical Joikbry : 

Jotoera' Work by lliind and 
Machine, by G. Ellis. Imp. 8vo. 
392 pp. 1000 nlus. 1902. Bata- 
tord, I2h. 6d. 

Notes on CASPEtn'RV and 
Joinery, for Students, by T. J, 
Evans. Vul. I. Elementary Course. 
Large cr. 8vo. 376 pp. 3U2 lUus. 
1897. Chapmaa, 78, thl. 

OuiDOOR Cakpbntbt, by 8. W. 
Newoonib. Si^. Svo. 36 pp. Illus, 
1B02. Dawbftru, Bd. paper. 

Pboobbssite Carpentry, ed. by 
D. H. Meloy, Cr. Svo. 80 pp. 
nios. 1900. D. Williams Co., 
N.Y., 81. 

TiMBKB AND TuuLa, for Manual 
Trainii^ CIubbbs, by J. Wallace. 
Cr. 8vo. 218 pp. 1900. Nelson, 
3h. 6d. 

WooowoBS, Oabpentry and 
Joinery, tor Students, by T. C. Sim- 
monds, Cr. 8vo. 70 pp. 58 Elua. 
Bemrose, Is. 

WooDwoRKEBs' Handy Book, by 
P. N. Hftsluck. Cr. 8vo. 144 pp. 
104 Illus. Luckwuod, Is. 

Wood-wobkinq fob Bbbinnbrs, 
for AmatBura, by C. G. Wheeler 
(U.S.A.). Lai^e cr. 8vo. 551 pp. 
705 IlluH. 1900. Putnam, 7b. M.. 
(Cabinetiaaking. See section 10.) 
(Timber. See section 70.) 
(Turning. See below.) 
Fretwork, Wood Carving-, Mar- 

Ahatbub's Practical Guide to 
Fretwork, Wood Carving, Inlaying, 
etc. Cr. 8vo. 184 pp. Sirapkin, 
2b. 6d. 

Art of Eset Sawing and Mae- 
(JUBTRT Cutting. Or. 8vo. 158 pp. , 
60 Illus. Ward, Look, Is. papei'. 

Chip Cabvino as a. Rbcrbation, 
by W. J. Smith. Or. 8vo. 1903. 
Ugoott Gill, la. 

Details oi Gothic Wood Cabv- 
mo, by F. A. Crallam. Large 4to. 
19 pp. test. 34 Plates. 189fi. 
Batsford, 283. 

Fbei Cutting and Perforated 
Oiirving, by W. Bemroae, 54 De- 



signs. Demy 4to, 14tli ed. Beni- 
roBe, 53. 

Fbbtwobk and Mabqukibt, by 

D. Denning. Cr. 8vo. 158 pp. 
68 nius. 1895. Upcott Gill, 2s. 6d. 

Hints on Chip Cabvinu, by E. 
Rowe. 8to. 76 pp. *) Illus. 
189e. Batsford, Is. paper. 

HiNIs ON Wood Cabvlno, for 
Beginners, by E. Rowe. Cr. 8vo. 
4th ed. 91 pp. Hlus. 1900. Bftta- 
ford, 1b. paper. 

Ihiarbia and Marquetbt, by F. 
H. Jackson. Cr. 8vo. 172 pp. 
IlluB. 1903. Sands, ds. 

Manual op Buhl Wokk and 
Marquetry, by W. Bemroae. Demy 
4to. 3rd ed. 32 pp. text. 13 
coloured Plates, 1887- Bemrose, 6s. 

Manual of Wood Caevinc:, by 
W. Bemrose. Cr. 4to. 21at ed. 
74 pp. 136 Designs. Bemroae, 5a. 

Practical Wood Caevinq, by 
C. J. Woodsend. Medium 8to. 
86 pp. 108 lUus. D. WiUiania 
Co., N.Y., 81. 

Wood Cabvino, for Ijearaera, by 
0. a. Leland, M.A. Fep. 4tc>. 4th 
ed. 164 pp. lUus. 1901, Whit- 
taker, 5b, 

Wood Caevino, with Soq- 
GBSTiONa in Chip Carroig, by T. C. 
Simninnds. Cr. 8vo, 2nded. 92pp. 
47 Illus. Bemroae, la. 

Wood Cabvinu in Theory and 
Practice, by F. L. Schauerraann. 
Large or. 8vo. 2nd ed. 92 pp. 
109 Illus. 1890. Chapman, 5s. 

Wood Cabvino Pbacticallt and 
Theorefcioftlly Considered, by F, 
Miller, Cr. 8vo. 3rd ed. 105 pp. 

E. Menken, 5b. 

Wood Carving ; Design and 
Workmanship, byG. Jack. Cr. 8vo. 
320pp. 78I11US, 1903. J.Hogg, 6s. 
(Wood Engraving, See section 8.) 
Picture Frames. MoiUding, Turning. 

How TO Join Mouldinos : The 
Art of Mitring and Coping, by O. 
B. Maginnis. 16mo. 50 Illus. 
Comatock, N.Y., 81. 

MountingandFr AsnNG Pictdbbs, 
ed. by P. N. Haaluck. Post 8vo. 
160 pp. 240 nius, 1900. Cassell, ' 
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PioTURB Fbambbs : What to 
Charge, by C. G. Eiigeit, 123 Wi!- 
berforcs Road, Loadou, N. 4to 
sheet. 1902. 2a. 

PkaIJXICAL CiBVBRS', Gll-DEBS' 

aad Picture Frame Makers' Guide, 
by C. H. Savory. Cr. 8vo. 6th 
ed. 205 pp. Simpkin, 2h. tid. 

Pbactice oy Habi> Tukniso ib 
Wood, Ivory, Shell, etc., for Stu- 
dents, by F. Campion. Cr. 8vo. 
3rd ed. 800 pp. lUus. Spon, 
3a. Gd. 

Wood Tubsebs' Hasdt Book, 
by P. N. HftBluck. Cr. 8vo. 144 
pp. 1887. Lockwood, Is. 
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CHEMICALS. CHEMISTRY. 
-Alkalies. 

AiSALi Makers' ILanbbook, by 
Q. Lunga, Ph.D., and F. Hunter, 
Ph.D. Cr. 8vo. 2nd ed. 200 pp. 
niua. 1891. Whittftker, 10b. 6d. 

Theorbiical isi> Practicai. 
Treatise on the Manufacture of 
Alkali and Soda, Leblano Prucesfl, 
by G. Lunge. Vol. Jl. »20 jtp. 
305 lUus. 1895. Gumey & J., 
42s. Vol. HI. Ammonia - Soda 
Process, Alkali Manufacture, Chlo- 
rine Industry, Manufacture by Elec- 
trolysis, Bleaohiug Powder, Chlorate 
of Potash. Royal 8ro. 840 pp. 
24(>inus. 189(i. Gurney .t J.,428. 

Anunoniti, Coal Tar Distillation, 

AUMONIA AND JT8 CoilPQUNDS : 

Thsir Manufacture and llaea, by C. 
Vincent, trans, from French. Royal 
fivo. 114 pp. 32 lllus. 1901. 
Soott, Greenwood, 53. 

Coal Tar and Ammonia, by Prof. 
Lunge. Bi)ya! 8vo. 3rd ed. 930 
pp, 191 llluB. 1900. Gurnev 
« J„ 429. 

COMMERCtAI. Oboanic Analtsis, 
' ty A. H. Allen. Vol. II., Pai-t n. 
HydTocBr1>ons, Petroleum and Coal- 
Tar Products, Asphalt, Phenols and 
Creosotes. 8vo. 3rd ed. 338 pp. 
1900, 14s. Vol. III., Part II. 
naa and Aiamontum Bases, Hy- 
\ dnwine and its Derivatives, Bases 



from Tar, Antipyretics, etc., Veget- 
able AlkaloidH, etc. 8vo. 2nd ed. 
684 pp. 1892. Churohill. I8«. 

Fbactiosai. Distillation, by S. 
Young. Cr. 8vo. 29fi pp. 72 
niua. 1903. MacjiiUlan, 8b. (!d. 

Manitelettb op the Coal Tar, 
Roain Oil, Parattin Oil and Allied 
Industries, by E. J. Mills, D.Sc. 
Imp. 8vo. 4th ed. lUua. 1892. 
Gumey & J,, 5e. 

Arsenic. 

Arsbsic, by J. A. Wanklyn. 
Cr. 8vo. 2nd ed. llli pp. 1902. 
Paul, 2s. (Id. 

Absenic : Papers reprinted from 
Journal of Soc. Cheni. Industry. 
1901. Eyre & Spottiswoode, la. 



Chemical Analysis. 

ANALVTIC-I-L 

from A. Menschutkin by J. Locke, 
Demy 8vo. 512 pp. HIub. ISWt. 
Macmillan, 17s. 

Blowpipe Akaiysib, by J. 
Landauer, trans, by J. Taylor, l!.Sc. 
Globe 8vo. 1IS8 pp. 1901. Mac- 
millan, 4a. tSd. 

Chbmicai, Analyhib, Qualitative 
and (Juantitative, by W. Brigga and 
R. W. Stewart. Cr. 8vo. 2nd ed. 
128 pp. CUve, 3a. (Id. 

Chemical Ahalvsis, Quantitative 
and Qualitative, by G. 8. Newth. 
Cr. 8vo. 2nded. 472 pp. lOOUlus. 
1901. Longmans, (is. (Sd. 

Chemical Analysis, for Schools : 
Qualitative - Iui>i^aic, by A. H. 
Scott- White, B. Sc. , B. A. Pott Svo. 
130 pp. 1883. T. Laurie. 2s. 

CoMPBNDiocs Manual of Qfau- 
tahvb Chemical Analysis, by C. W. 
Eliot and F. H. Storer. 12mo. 
20th ed. lllua. Van Nitstrand, 
N.Y.,«L25. 

Enoinbeswo Chemistry: Manual 
of Quantitative Chemical Analysis, 
by T. B. StiUman, M.Sc, Ph.D. 
(U.S.A.). Demy 8vo. 2nd ed. 
503 pp. 132 nius, 1900. Scien- 
tific Pub. Co., 20a. 

ElBRCISBS IS QUAMTtTATlVB 

Chemical Analysis, by W. Dittniar, 
LL.D. Royal 8vo. 318 pp. lllus. 
Ht^B & Co., G\bb4o-« A'^*- **• 



ChemicaJ AnaJyais, mniiinied. \ 

ExPEBniBNTAI. ISTBODPCnON TO 

Ljibomtorj' Practice and Qurtlit»tivB 
AnalysiB from a PhyDicocheminol ; 
Btandpciint. bj R. Abegg Bud Pruf. 
W. Herz. 3 Tablttfl. Cr. 8vo. 
Macmillan, 6s. 

F1B8T Book of Quauxativb 
CheiniBtry, by A. B. Prescott and 
E. C. Sullivan. 8vo. 11th ed. 
148 pp. 1902. Van Nostrand, 
N.Y..9L50. 
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Analysia, for Students of Pharmacy, 
Dentistry uad Medicinu, by E. W. 
Rockwood,M.A.,M.D. IUub. 1901. 
BUkiBton, Philadelphia, 91.50. 

luiRomiciioN TO Practical 
Quantitative Anftlysis, by H. P. 
Highton. M.A. Cr. 8vo. 211 pp. 
45 lllue. 1898. Rivingtona, 3s. 6d. 

lUTBODUOMON TO QcAUTAHTB 

Analysis, by H, P. Highhm, M.A. 
Or. %vo. 170 pp. niiia. 1900. '; 
Rivingtons, 33. M. 1 

Mandal of Chemical Amalvsib, 
Qualitative and Quantitative, for I 
Students, by Dr. H. M. Noad, I 
Ph.D. Cr. 8vo. Newed. (163 pp. ' 
109 Illua. 1870. Lovell Reeve, I 
16a. : 

Manual of Qualitative and I 
Quantitative Analysia with the Blow 
Pipe, by K. F. Plattner, trana. by 
H. E, Cornwall. 8th ed. 463 pp. 
STlUua. 1 "Plate. 1902. Van Noa- 
trand, N.Y., S4. 

Manual of Quaniitaxivb CsB.'ii- 
ICAL Analysla, for Beginnera, by £. 
F. LiHid (U.S.A.). 1899. Chap- 
man. 4s. 6d. 



Treadwell, trana. by W. T. HaU. 
8vo. 466 pp. 1903. Chapman, 

12s. ed. 
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QUALITATIVH ChBMIOAL ANALYSIS 
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43 lUuB. 1900. Griffin, Hk. 

COMMEBCIAL OlUlANlt' ASitYSW, 

by A. H. Allen. Vol. 1. Alcohols, 
Neutral Alcoholic Derivativea, otc.. 
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and Pharniaceutioal, by J. Attfield. 
Post 8vo. 18th ed. 885 pp. lUus. 
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Varley, M.A.. B.Sc. Sin. cr. 8vo. 
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Short Masvu. of Inoroanic 
Chemistry, by A. Duprfi and H. 
W. Hake. Cr. 8v.). 408 pp. 1903. 
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83 Illuatruticmn. 1897. Chambers, 




OROASic Chemistry, First 
Stage, Practical, by F. Bed do w. 
Cr. 8vii. 2nded. 104 pp. 37 lllus. 
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Cr. Svo. 308 pp. 39 lUua. 1899. 
E. Arnold, 7a. Od. 

Chemistiy— Practical. 

Chbmicai. Lecture Exjeriubkis, 
by F. G. Benedict (U.S.A.). Cr. 
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ExFERIMEirrAL SlDDY OF GaBES, 

by M. W. Travera, D.Se. Large 
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1892. Kegan Paul, 5s. 
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6b. Od. 

PEACTtcAL Chemistry, by R. 
Abegg and W. Hew, trans, by H. 
T. Calvert. B.So. Demy 8vo. 132 
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PBAOXICAI. ChBUISTRY AKS QlTALI- 

TADVB Analysifi, tor Students, by 
F, Clowes, D.Sc. Post 8vo. 7th 
ed. 538 pp. 102 Illua. 1 
ChutchiU, 83. 6d. 



Electro-ChemistiT ^and Electrolysis. 

Elbmbsts or Ele<.tbo-(.'hemistey, 
Treated Experiinentally, traus. from 
Dr. R. LUpke, ad. by M. M- P. Muir. 
M.A. DemySvo. 2nd ad. 250 pp. 
(Hi Illua. 1903. Gravel, 7*. tW- 

Elb mbnts of Electbo-C hb u istb y , 
trans, from Max Le Blanc by W. R. 
Whitney. Cr. 8vo. 282 pp. 33 
lUuB. 189f;. Macmillan, Os. 

Elejibnts of Stereo-Che MisTRV, 
by A. Hantzsoh, trans, by C. G. L. 
Wolf. Cr. 8vo, 1901. Chemical 
Pub. Co., Easton, Pa., 31.50. 

ELBCTRO-CHBjnCAl. ANALYSIS, by 

E. F. Smith. Si.i. IBmo. 25 Illua. 
Kegan Paul, 5a. 
Electro- Chemistry, by G. Gore. 
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Electrolysis and Electros y»- 
THESIB of Organic Compounds, by 
Dr. W. Ii'ib, trans, from German 
byH. W.F. Lorenz, Ph.D. (U.S.A.). 
Cr. 8vo. 1899. Chapman, 4s. 6d. 

ELECTROLrnC PRBPJUlAnONS, by 

K. Ellis, trans, by R. S. Hutton. 
Demy 8vo. U2 pp. 1903. E. 
ATDold, 4a, 6d, 

(JuBLisKfl OF Electro- Chemistry, 
by H. C. Jones. 4to. 1902, Van 
Nostrand, N.Y,, 81,50. 

Practical Electro - Chemmtry, 
by B. Blount. Demy 8vo. 374 
pp. 47 lUus. 1901. Constable, 

QCANTITATIVB CHB.^^1CAL ANALY- 
SIS by Eleotrolyais, by Prof. A. 
Classen (U.S.A.), trans, by B. B. 
Boltwood. Demy 8vo. 295 pp. 
.903. Chapman, 128. 6d. 
iR OF Electbo-Chemis- 
Ajrhenius, trans, by J. 
Demy 8vo. 356 pp. 
1!K)2. Longmans. 9s. (id. 



93 Illus. 
Thxt- 

TRY, by 
McCrae. 
58 Illua. 

Theory op Electrolytic Dis- 
sociation and soma of its Applioa 
tions, by H. C. Jones. Large cr 
8vo. 288 pp. Illus. 1900. Mao- 
miUan, 7s. 

Essential Oils, Perfumes. 

CREuiaiRV OF Essential Oils 

and Artificial Pertumas. by E. J. 

Parry. B.So. Demy 8vo, 411 pp. 

20 Illus. 18M. Scott, Greenwood, 

also Chemic^ Analysis above.) , I2s. Bd. 



Essential Oils, Perfumes, coiilii'iicit 

Cheuibthv of the Tbbi-bitbs, by 
F. HeuBler, Ph.D. 457 pp- 1W2. 
ChurohiU, 17s. 

CoMMBECIAL Obqahic Akaltbis, 
by A. H. AUen. Vol. II., Part UI. 
Acid Derivativea tif Phenols, Aru- 
matic Acids, EsseoCial Oils, Tar- 
peues, Oamphora, Balsams, Resins, 
etc. Royal 8vo. 3rd ed. 1901. 
Churchill, IBs. 

Complete Pbaciicai. TEBiiiBK 
on Perfumery, by A. J. Cimley. 
12mo. Baird. Philadelphia, »1.50. 

Notes os EsaESTiM. Oiia, with 
Special Ruference to their Use, 
Composition, Chemistry and Analy- 
sis, by T. H. W. Idris. Cr. 8vo. 
2nd ed. 193 pp. 1901. G. du 
Boistel&Co., 7h. 6d. 

ODOBoaRAPHiA : Natural His- 
losY of Raw Materials and Dru^ 
used in the Perfume Industry, by 
J. Ch. Sawer. Vol. I. Demy 8vc.. 
400 pp. 14 nius. 1892. 12s. 6d. 
Vol. II. 530 pp. 24 lUus. 18H4. 
158. Gumey & J. 

Pek FUMES AKD Thbib Prbpaba 
TiON, by Atkinsun. 8vo. 300 pp. 
32 lllua, N, W. Henley & Co., 
N.Y., $3. 

Pbactical Pertomert. 130 
Recipes. Demy 8yo. 3rd ed. 42 
pp. 1890. British and Col. Drug- 

Practical Treatise on the 
Manufacture of Perfumery, by Dr. 
C. Deite and others, trans, from 
German by W. T. Brannt. 12mo. 
358 pp. 28 Illus. Baird, Philadel- 
phia, 93. 

Research om the Eucalypts, 
Especially in Regard to their Eaaen- 
tiat Oils, by B. T. Baker and H. G. 
Smith. 4to. 287 pp. Illus. 1902. 
W. A. Gullicli, Phillip St , Sydney, 
N.S.W., I5s. 

(Fermentation. See section 0.) 

Pharmaceutical and Drug Trades. 

Pharmact, by A. C. 



Course is Botany and Phar- 
MAOoojrosr, by H. Kraemer, Ph.B., 
Ph,D. Cr. Syo. 384 pp. 1902. 



Author, Collage of Pharmacy, Phil- 
adelphia. 

Druos : Theik Production, Pbe- 
PAElATlON, Properties, by H. W. 
Gadd. Cr. Svo. 192 pp. 1904. 
BailliSre, 5s. 

Elements of Pharuact, by G. 
S. V. Wills. 1901. Westmiiwter 
College, Boro'. London, S.E., 68. 6d. 

Elbuenib or Pharmacy, Materia. 
Medica and Therapeutics, by Sir W. 
Whitla, M.A., M.D. Cr. 8vo. 8th 
ed. fi32 pp. 1903. H. Renahaw, 
lOs. M. 

Lbctoerb on Practicai. Phar- 
macy, by B. S. Proctor. 8vo. 3rd 
ed. 539 pp. 39 lUus. and 32 Litho. 
Prescriptions. 1892. ChurchUI, 14a. 

Openino a Pharmacv, with Open- 
ing Orders for Everything. 8yo. 
2nd ed. 1903. Chemist and Drug- 
;ii»t, In. 6d. 

PaARMACY, by F. E. Stewart, 
M.D. 5th ed. Blakiston, PhiU- 
delphia, 80o. 

PocBBT-BooK FOR Pharmacists, 
Medical Practitioners, Students, 
etc., by T. Bay ley. Boyal 32mo. 
1898. Spon, 3s. 

pRAcncAL Pharmacy, by E. W. 
Lucas. Boyal 8vo. 548 pp. 2S3 
lUus. 1898. Churchill, 12s. Bd. 

Text-book or Pharmacolooi, 
including Pharmacy, Preacription 
Writing, eto.,byT. Sollmann.M.D. 
(U.S.A.). 8vo. 890 pp. 1901. 
W. B. Saundcra & Co. , 16b. 

Treatise on Pharmacy, for Stu- 
dents and Plmrmacists, by C. Cas- 
pari, Jr. Med. 8vo. 2nded. 778pp. 
301 Illus. 1902. H. Kimpton, 19s.. 

Pharmaceutical Chemislij. 

Elbmbntary Course in Imob- 
GANic Pharmaceutical and Medi- 
cal Cheuiistry, by F. J. Wulling 
(U.S.A.). 12mo. Chapman, 8s. 6d. 

Praciioal Pharmacboticai. 
Chemistry, trans, froai G. C. 
Wittstein. ISino. 624 pp. 1853. 
Churchill, Cs. 

Pharmacopceias —Drugs. 

Bkitish Pharmacofceia, 1898f 
and the Indian and Colonial Ad- 
dendum, 1900. Spottiswoode&Co., 
13s. 6d. 



Sec. 13] PHARMACY MANUALS— SULPHITIIC ACID 

EsTRi PHARMACOPiEii, by Mar- Diseasbb and Reuediks, tor 
tindala and Weatoott. Med 24mo. Chemista and Druggiata. 8vi>. 2iid 
Uth ed. 688 jip. 1901. H. K. ed. 228 pp. 1901. Chcmiil and 
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Lewis, 9s. 6d. 

IsBiGBNOue Drugs oi" Inwa. 
Short Descriptive Notices, by K. 
Lall Dey, EJu Bahadour. Demj 
8vo. 2nd ed. 387 pp. Thaeker, 18a. 

Phabmacop(eia of St. Thomas' 
Hospital, compiled by E White, 
RSe. 12mci. 180 pp. {intecleavBd). 
1902. H. H. G. Gratton, 2s. 6d. 

Phariiacophdu, Commentary oa 
British Pharmacopoeia, 1898, by E. 
White, B.Sc, and J. Humphrey. 
Cr. 4to. am pp. 1901, H. Kimp- 
toQ, 14a. 

Phar(iacoiikaphia. Hiatory of , 
the Principal Drugs ot Vegetabii 



Driu/'iUl, 2. 

DiMPBKsrao Mack Easy ; Fov- 
luulie, etc., by W. G. Sutherlnnd- 
12mo. 102pp. 1904. 8impkin,3s,«d. 

Dbuuuist's General RBCBtn:- 
BooK ; Veterinary Formulary ; Re- 
cipes in Patent and Proprietary 
Medicines, etc. ; Perfumaiy and Cob- 
metios ; Photographic Chemicals, 
etc., by H. Beasley. 18mo. lOth 
ed. 533 pp. 1896. Churchill, (Is. fid. 

How TO Make Tablbw, for Retail 
Druggists, by F. Edel, 32mo. 2nd 
ed. 42 pp. 1901. Spatula Pub. 
Co,, Boston, U.S.A., 25o. 

Manu. 



I 



Origin in Great Britain and India, I Chemistu ; 1000 Hecipea. Demy 8vo. 
by F. A. Flucti^er and D. Han- 290pp. 1892. Briligh and Coloninl 
bury. Med. 8vo. 2nd ed. 800 pp. Drugght, la. 6d. 
1879, Maeraillan, 21s, Mantiai, of Pharmaceutical 

I Testing, by B, 8. Proctor. Svo. 
Pharniac7 Students' Manuals. 2nd ed. 192 pp. 1899, CliemuL 

Apothecaries' Hall Manital i ""1' ^'Sff'^', 2s. 6d. 
tor Students Preparing for the Dia- .^^*Si^*'^"^'^f'- P""*''^' ■" 
penaer'sCertiiicatrbA Thonison. | J.^ SwarSe^t 



12mo, 244 pp. 1903. Whittaker, 2b, 

GCIDB TO FRKLIKmAItY ESAitOfA- 

HOtra for Pharmacy, etc,, by W. i , , . , „. , , , t»_ 

Doddn 8VO. 2nd «L loB ppj*"''™' '" 'J*™'"" ?S!S' 
1900. C*.»i.la«,iZ)r»»i.l. 21 M. '■>■'■■ '"■ 2»4 ■i 88 d„. 1902. 

Manual roa Abbistamtb' Exam- 
INATroN, Apothecaries' Hall, by 
Mabel F. Stanley. Cr. 8vo. 2"' 
pp. 1902. H. Renshaw, 3a. fid. 



2nded, 88 pp. 1902. 
Chemist and Druggul, 2b. fid. 

Science awb Art or PuBBCBiBiiro, 
!by E. H. Colbeck. 12mo. 1902. 
. H. Kinipton, os, 

VETBElNAaV COUNTBK PRACTICE, 

_ .^. _ ,. „. I tor Chemiats and Druggista. 

PresCTibingr, CorapoundmE, Dapeo- 3rd ed. 344 pp, 19W Ckemht 
sing Formulae. j ^„^ Uraggist, Si 6d. 

Art op Co«poi7Sdim(i, for' . , , ™ , 

Studente and Pharmiciste at the P<»^'>s. Legal Chemistry. 
Preaeription Counter, by W. L. Porsoua : Thbik EFFECra and 
Sooville, Ph.G. (U.S.A.), Demy Detection, by A. \V, Blyth. Lar^a 
Svo. 2nded. 271 pp- 1900. Kegan 8vo. 3rd ed. 724 pp, lUua, 1895. 
Paul, 12s. fid. I Griffin, 21b, 

Art op DisPBsaiNG, prepared by | Legal Chemistry, trans, from 
P. MacEwan. Svo, 6th ed. 400 1 French of A. Nsijuet by J. P. Bat- 
pp. 1901. Chf.mitt and Druggist,' teiaiiB.]!, Ph,D, 12mo. Van Noa- 
58. Bd, tranrt, N.Y., 82. 

COBHBTiCB: Manufacture, Employ- 1 
ment and Teating of All Coametic Sulphunc Add. 

Materiala aud Cosmetic Specialities, Practical Treatise on the Masu- 
frotii German ot Dr, T, Koller. factiire of Sulphuric Acid, by A. G. 
so. 2B2 pp. 1902. Soott, and C, G. Locke. Royal Svo. lUus. 
ptlreenwood, 58. iTTPlabes. V8.iiNoatci«id,N.Y.,WQ- 



Sulphuric Acid, eonliinu:^. 

THEOttBTICiL AMD pKACTlOil. 

Treatise on the Maaufaoture of Sul- 
phurio Acid, etc, by Ger>. Lunge. 



Royal 8vg, 3rd ed. 1240 pp. 
mu8. 1903. Guniej it J., 
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TheoTT of Solubilities. 

DlCTIONABY OF CHEftnCAL SoLU- 

BiLiTiBB, by A. M. Coiiily. Demy 
8vo. 51« pp. 1896. Manmilliin, 
15s. 

OuTLUTB or Thkoby of Solution, 
tor Chemiata nnd Eleotrioiaas, l>y 
J. L. R. Morgaa (U.S.A.). Cr. 
8vo. Chapman, 4h. 6d. 

SoLOTioNB, trans, from Geromn 
of W. Oatwaid, by M. M. P. Muii-. 
Demy 8vo. 316 pp. 1891. Long- 
nuaa, 10a. 6d. 

Tbeatisd on the Theori of 
Solution, including Phenomeim uf 
ElectrolyaLa. Demy 3vo. 498 pp. 
1903. Clay, 10s. 

Waste Utilisation. 

Tbadbs' Waste : Its Tbeatsient 
and Utilisation, by W. Naylor, with 



Utilisation of Waste PaoDccrs, 
from German of Dr. T. Roller. 
Demy Svo. 280 pp. 22 Illua. 
1902. Soott, Greenwood, 7s, (Id, 

Year Books and Directories. 

Dscu AND Chkuical Tbades' 
Reference Book. 2 vols. 724 pp. 
Tol. I. «7.50. Vol. n. 15. 1901. 
Thomas Pub. Co., N.Y. 

Kelly's Dikbotoby of Chemisis 
and Druggists, Manufacturing 
Chemiats, Wholesale Druggists 
Dryealters, Patent Medicine Ven- 
dors for British Isles. 9th ed. 
1900. 20a. 

Thomab' Amekican D. 
Chemical and Kindred Trades Re- 
ference Book. 60,000 U. S. Names. 
12mo. Annual. Thomas Pub. Co. 
N.Y., 85. 

Year-Book of Pharmacy 
Annual. CburohiU, lOa. 



COACHBUILDING. 
General. 

COAOHBTJILDINO, AbI ABll CaAlT 

of, for Workmen and Students, by 
J. PhilipEwn. Small post 8vo. 192 
pp. 58 niuH. 1897. Bell, lis. 

COACHBDILDINO, HlSTOBICAL AND 

Descriptive, by J. W. Burgess. Cr. 
Svo. 1881. Lockwood, 2s. fld. 

Pbaciical Carrlaob Buildino, 
by M. T. Riohardaou tU.S.A.}. 2 
vols, Cr. 8vo. 2nd ed. 1892. 
Vol. I. 222 pp. 228 Rlua. Vol. H. 
280 pp. 283IUUS. Paul, 10s. 

pEACncAL Treatise on Coach 
Body Making, for Appreutices, by 
T. MattisoQ. 2 vols. 2ad ed. 
1898. Vol. L 48 pp. Illus. Vol. 
II. 13 Large Drawings. J. & C. 
Cooper, 10s. 6d. 

Painting;. 

Complete Cakihaoe and Waoon 
Painter, by Schriber. 12mo. 177 
pp. 73 Illus. Baird, Philadelph^, 
SI. 

Complete Gitidb fob Coaoh 
Painters, trans, from French of M. 
Arbot by A. A. Festjnet. Post 8vo. 
173 pp. Baird, Philadelphia, S1.25. 

Hahdbook for Coach PAaraBES, 
by W, Simpson. Cv. Svo. 2nd ed, 
79 pp. 1894. Cooper, la. 

Trimming. 

Handbook on Coach Tbihhino, 
by W. Farr and G, A, Thrupp. Svo. 
115 pp. 71IIIUS. 1888. Chapman, 
28. fid. 

Handbook oh Coaoh Tbimuqio, 
by C. S. Middleton. 171pp. lUua. 
1898. J. & C. Cooper, 2s. 



Seotios 15. 
COMMERCE, BUSINESS. 

Advice to Twentieth Cbntukt 
Business Juniors, with Hints and 
Considerations for Seniors, by Phi. 
Rho. Chi. 122 pp. 1901. H. 
Marshall, Is. 



Impbrial Tabiff. L&wb and 

B«2ulHtionB Goreming ImpurtuEioD 
and Warehousing, Eiportation and 
TranHhipment, by T. K O'EeQly. 
;te. With AQiendix of List of 
Countries and Porta, 4s. fid, An - 
luaL Eyre it Spottiswoode. 
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Sec. 15") GENERAL COMMERCE AND BUSINESS 



AMEBIUAN EudlMBSB WoiUM. 

Guide for Inveatuient, Preservation 
and Accumulation ot Property, by 
J. H. Cromwell, Ph.B., LL.D. 
(U.S.A.;. GL 8vo. 428 pp. 1900, 
Putnam's, »s. 

Art op Sklling. On Buying, 
Travellers, Salesmen, etc., by F. B. 
Goddard. 12mo. Baker it Taylor 
Co., N.Y., 50c. 

BttBiNBsa AUD Civil Sebvice 
Guide, by C. J. Peer and T. H. 
Clephane. 1903. Pollock, la. 

BcsTNESs Enotchepbma and 
Legal Adviser, by W. S. M. Knight. 
Boy. 8vo. 350 pp. each. lUus. 
1902-3. Castott Pub. Co., 7s. 6d. 

Business Man's Guide, ed. by J. 
A- Slater. B.A,, LL.B. Cr. 8vo. 
47fi pp. 1. Pitman, 3a. Cd. 

Commercial Cose for tbr Ger- 
man Empire, trans, by B. A. Plittt. 
Or. S70. .370 pp. 1900. Chapman, 
10s. Od. 

CoHKEBCiAL Knowlbdoe. Mauuul 
of Business Methods and Transac- 
tiona. Cr. 8to. 2fi8 pp. 1901. 
Murray, 2s, fid. 

CowMEECiAL Trbadbb, by Sir E. 
Hertslet, KO.B. 19 vols. Demy 
8vo. Eyre & Spottiswoode, ISs. 

FiBHT Yeabb op Opficb Work, by 
'W. G. Cordinglej. 12mo. 92 pp. 
1903. B. Wilson, 2a, 

Gbrmant and its Trade, by G. A. 
Fogson. Demy 8vo. 190.1. Harper, 
Sa. 6d. 

Golden Gates of Tbade with 
our Home Industries, introductory 
to Study of Mercantile Economy, by 
J. Yeata, LL.D. Cr. 8vo. Map. 
G. Philip & Son, 4h. fid. 

GniDE TO Emplotmbnt foe Boys 
on Leaving School, by W, S. Beard, 
12rao. 148 pp. 1890, Cassell, Is. Sd. 

Handbook of t!KB United States, 
by M. King and M, F. Sweetaer, ' 
8vo. 940 pp. 2(100 lUus. 61 Maps, , 
Harper, lOs. 6d. 

Hints on the Conduct of 
Business, Public and Private, by Sir 
Oourtenay Boyle. Gl, 8vo, 117 pp, 
1901. Maomillaa, 3a. fid. j 

How TO Become a Couuercial 
traveller, by E. B. Grieve. 12mo. 
1903. Unwin, Is. | 
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Business Methods, by F. Hooper 
and J. Graham. Demy 8vo, The 
Home I'rade, .3rd ed. 272 pp. 

1899. 28. lid. Teacher's Companion. 
2b, 6d. Export and Import Trade. 
292 pp. 1899. 3b. fid, Macmillan, 

Kind's Wbioh-House Lectures 
to Business Men, by Lord Avebury, 
M, Barlow, LL,D., Sir C. Boyle, 
H. E, Crabb, W, Evaus, etc, Mao- 
liiillan, 28, 6d, 

Law Rblatino to Afprknticbb, 
by E, Austin, Demy 8vo. 1890. 
Clowes, 12a. 

Law ReUlTinu to Payment of 
Comniiasioa, by W, H. Lupton. 
12mo, 1904. E, Wilson, Is. ftd, 

Mahhal of Edbinbss Trainino. 
Cr. 8vo, 3rd ed. Fornis aad 34 
Maps and Platea. 239 pp. I. Pit- 
man, 2s, fid. 

Manual op French Law and 
Commercial Information, by H. C. 
Coxe, Cr. 8vo, 298 pp. 1902. 
Simpkio, fia. 

MARTtiME Code op Gbskany, by 
W. Arnold. Demy 8vo. 151 pp, 

1900. E. Wilson, fis. 
MoNET-MAKiNO Occupations for 

Women, by K. R- Kilbouvn. Ifimo, 

1901. Neale Pub. Co, , Washington, 
SI. 50. 

Natokal HiaroRY of the Raw 
Materials of Commerce, by J. Yeata, 
LL.D. Cr. 8vo. 1887, G, Philip 
&. Son, 66, 

Pbacticai Indbxzno and Paicie 
Writing, by G. E, Skerry, Cr. 
8vo, 284 pp. 1902, Simpkin, 
28, M. 

I^MER OF Business, by S, Jack- 
son, M.A. Cr. 8vo. 3rd ed, 96 
pp. 191X1, Methuen, Is. fid, 

Rbahons of Failure and Roads 
to Succeaa : Book on BusinesB 
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General, conHnued. 

Rbfobt OS IHB Gbsbiul Tha»b6 
of South Africn (eicluding Engineer* 
ing and TeJctilen), bj T. N. Jenkin. 
Roynl Svo. ISa pp. lUus. and 
Plntes. IHOi. P. S. King, lOs. 

(See nlao Companies Iwluw. ) 
Accounts, Auditing;, Book'keeping. 

ABC System fi.iK Keeping the 
Accounts of tt Ratail Business, ar- 
ranged by J. MoQueen. Royal 8vo. 
44 pp. 1903. MoQueen, Lower 
Adiliitdombe Road, Croydon, la. 6d. 

Accousiiiiiia' Accounts, by W, 
H. Fos. Fcp. folio. 82 pp. 1888. 
Gee, 7a. fid. 

AcconriAKTs' AMU Book-kebpbbb' 
Vade-mecum, by G. E. S. Whatley. 
Demy 8vo. 16fl pp. 1893. Gee, 
7b. M, 

AccousTANXs' AssiBTANi : Index 
to Accountancy Literature, compiled 
by T. Beckett, Demy 8to. 141 pp. 
1901. Gee, tis. 

ACCOUKTAKK' COMPEMDIUM, by 

S. S. Dawson. Med. 8vo. 431 pp. 
1898. Gee, 15s. 

AccousTASJCs'MiNrAL. "Vol. VII. 
Questions set at Exama. for Previoua 
Two Yeara. Demy Svo. 604 pp. 

1900. Gee, 128. Od. 
AccoDunso IN Theory anii Paic- 

TICF, by G. Lisle, C.A., F.F.A. 
Daray 8vo. 438 pp. W. Green & 
Sons, Edinburgli, tos. 

Advanced Book-kkepikg. Cr. 
8vo. 187 pp. Pitman, 2b, fid, 

Atiditino : Manual for Auditors, 
by L. Hi. Dicksee. Royal 8vo. 4th 
ed. 698 pp. 1900. Gee, 2l8. 

AiJiiiTOBS : Theib Duties and 
Besponaibilities, by F. W. Pixley. 
Super royal 8vo. 8th ed. "00 pp. 

1901. H. Good & Son, 2Ia. 

BitANCISG FOB ESPBIIT BOOK- 

KEBPERa, by G. P. Norton. Royal 
8vo. Simpkin, lis. 

BooK-KBBPzso, with Charts, etc., 
by J. C. Hall. Demy 8vo, iind ed. 
H. Good & Son, Ss. Cd. 

BOOK-EEEFINO rOB ACCOUNTANT 

Students, by L. B- Dick«ee, F.C.A. 
Demy 8vo, 3rd ed. 285 pp. liMW. 
Gee, 10s. M. 



BooK-KEEFiso FOB BusnnsHa Men, 
by J. and S. W. Thornton. 8vt>. 
18e pp. 1900. MacmiUan. 3a. 6d. 

BOOK-KEBFENG FOB COMPANY SbO 

RETASIEH, by L. H. Dicksee, F.C.A. 

Demy 8vo. 2nd ed- 143 pp. 1899. 
Gee, 3s. 6d. 

BOOK-KBEPDJO rOK RETAIL GRO- 
CERS and Small Traders, by J. 
Alliaon. Cr. 8to. 102 pp. 1902. 
Maclaren, 2k. 6d. 

Book - kbefinu fob Tbaders, 
Monofaoturers and Compauiea, by 
W. R. Elworthy and C. C. Camp- 
ling. Large cr. 8vo. 2nd ed. 143 
pp. 1901. Jordan & Sons, 2s. 6d. 

BOOE-KBBPINU SlMPDlITBD. Cr. 
8vu. Rsviaed ed. 232 pp. Pitman, 
2a. Bd. 

BuaiNBBS Man's Guide in Prb- 
PABENO his Trading Aceount, Pro6t 
and Lobs Account, by E. Pepper. 
Folio. 1903. Simpkin, Is. fid. 

Chaetekbd AccoPNTANia' 
Charges and the Law Relating 
Thereto, by F. TV. Piiloy. fioyal 
8vo. 2nd«d. 197 pp. 1894. Gee, 
10s. 6d. 

CoWJHKECIAL AND SCHOOL BOOK- 
KEEPING, by A. F. Notlay. Cr. 

8vo. 2nded. 121pp. 1886. Bern- 
rose, 2s. 

CooNTiNO House Dicdonaky, by 
R. BitheJL Cr. 8ro. New ed. 334 
pp. 1903. Routledge, 2s. fid. 

Counting House Gcidb, by W, G. 
Cordingley. Cr. 8vo. 416 pp. 190L 
E. Wilaon, fa. fid. 

Double Entry Book-keeping 
for Technical GlBsaes, liy G. F, 
Clarke. Demy 8vo. 104 pp. 189& 
Gee, 2s. fid. 

Double Entry, ob P&ikciplbb or 
Perfect Book-keeping, by K Holab. 
Cr. 8vo. 4tli ed. 72 pp. 1903. E. 
Wilson, 28. 

Factoey Accounts. Their Prin- 
ciples and Practice, by B. Garcke 
and J. M. Fells. Cr. 8vo. 4th ed. 
2fi4 pp. 189:1. Lockwood, 8a. 

Goonwnj. and its Tbbatmbht in 
Accounts, by L. R. Dicksee, F. C. A. 
Demy 8vo. 2nd ed. 50 pp. 1900. 
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flEAVY Tbiai, Balances Made 
Easy, by J. G. Craggs. Roy. Svo. 
Simpkin, 2s. fid. 
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HoTBT. Bode 

Syateui), by G. E. 8. Whatley. 
8vo. Sirapkm, 4a. 

How TO Keep Books, tor Tradus- 
meD. 2iid.ed. 61 pp. Marlborough, 
Sb. 6d. 

New Stbtbm of Book- keeping 
for Solicitore, by S. Hodaoll. Demy 
8to. as pp. 1897- Gee, 3«. 6d. 

PB*CnCAl. BoOK-KBBPINli FOB 

Commercial Classes, by W. Gtier- 
son. Or. Bvo. 132 pp. 1902. 
Blackie, Is. lid. 

Practical System ok Book- 
iBPiNO, including Bank Aceounba, 
by G. JaeksoQ, Demy 8vo. ^4th 
\ 152 pp. 1901. B. Wilson, 5h. 
Peikcipi-hs asd Pbactick op 
Sook-keepiag and Estate-t.lttice 
Work, for Agricultural Collegea and 
Estate Students, by A. W. Thom- 
son. Cr. 8vo. 3rd ed. 174 pp. 
aWl. BoU, 5s. 

PROraSaiOIfAI. Boo K-KBB PING, for 

itfon-Traders, by W. J. Gordon. Or. 
8vo. Srded. 96 pp. E. Menken, 2s. 

S iwpi.F.v System ov Solicitor's 
Book-keeping, by G. Sheffield. Or. 
8vo. 112 pp. 1897. E. Wilson, 
3s. I)d. 

SoLicrroR'a Book-keeping by 
Itouble Entry on the Triple Column 
System, by G. J. Ksin. Cr. 8vo. 
12th ed. 1902. Waterlow, 3h, 

Stcdbntb' CosraEBOiAL BooK- 
KEHfiBG, by A. Fieldhoiise. Cr. 8to. 
etbed. 334 pp. 1902. Simpkin, 4s. 

Tate'b Countino-Housb Guide 
to Higher Branches of Commercial 
Calculations and Valuation, by J. 
Weafclej-GibHon, LL.D. Parti. Cr. 
Svo. 194pp. 1895. E. Wilson, 78. Rd. 

Tbkaxre Accounts, by W. H. 
Chantrey. Demy 8vo. 83 pp. 
1903. Gee & Co., .Ss. ed. 

(Banking. See section?. Foreign 
Money Tables. Sec section 25. 
Calculators, Ready Reckoners. 
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I Commercial Arithmetic 
.4K1XHMETIC OF COMMERCE 
^ade, by 8. Jackson. Cr. 8vo. 
19r" ■ ■■ 
i 



l^ade, 
Il903. Allmi , 

OosiMBBCiAL Arithmetic. 
IBto. mpp. I'Ml. Gill, fid. 



CosniBRCiAi, AaiTHSiETic* by C. 
Pendlebury. Cr. 8vo. 2nd ed. 
250 pp. 1898. Bell, 2s. fid. 

Commercial Arithmetic, with 
Answers, by W. Wooilburn. Cr. 
8vo. 131 pp. 1900. Chambers, Is. 

Mathematical Tables, for Stu- 
dents in Technical Schools, by J. P. 
Wrapsonand W. W. H. Gee. Demy 
3vo. 28 pp. 19(M. MacmUlan, Is fid. 

Mercantile Arithmetic, with 
'Answers, by R Wormell, D.Sc , 
M.A. Large or. 8vo. 414 pp. 1892. 
E. Araold, 4b. 

Technical ARrrmtBTic and Geo- 
metry, by C. T. Millis. Cr. 8vo. 
254pp. 194nius. 190a. Methuen, 
3s. Gd. 



Com 



al Correspondei 



— En^ish. 

Commercial CoBBBaPONDBNCE, by 
E. H. Coumbe. Cr. 8vo. 2nd ed. 
204 pp. 1902. E. Wilson. 2s, 6d. 

OoHMERCiAL CoEEEBPoaDEKCB, by 
W. J. Greenwood. Cr. 8vo. 3rd ed. 
2m pp. 1900. J. Heywood, 2s. Gd. 

OOHUBBCIAL COBBEHFOKDENCK AlTD 
Commercial Engbsh. Cr. 8vo. 208 
pp. Forms, Pitman, 2b. Hd. 

COMHERCIAL CoRRESPONDENCB ASP 

Office Routine, First Year's Course, 
by G. R. Walker. 152 pp. lUus. 
190X. Chambers, 2s, Od. 

E^ACTICAL MBRCABTn.B CoRRE- 

BFosDBFCB, by W. Anderson. Post 
8vo. 32nd ed, 283 pp. 1900. 
Kegan Paul, Ss, Gd. 

— Foreign Correspondence. 

Foreign Com.mbbcial Coebe- 
spondbncb : Lists of Merchandise, 
Commercial, Banking, Insurance, 
Tables in French, German, Italian 
and Spanish, with English, ed. by 
C, A, Thimm. Marlborough, 5b. 

Foreign Commbbcial Cobbbbpon- 
DEST, by C. E, Baker, Cr. 8ro. 
3rd ed. Lockwood, 4s. fid, 

FoRBKiN CoBREaPOSBENCB, by J. 

Warren, Cr, 8vo, G3 pp. Abel 
H^wood, Manchester, Is, 

PttBAHBOLOOICUi DlOTIOHABY OF 

Commereial Correspondence in the 
English, German, French and Span- 
ish Lan[5uagea, by Scholl. Med. 



i 
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I 



COMMERCE, BUSISfSS 



— French Carreapoiideace. 

'lam BlfllK or CoHUBBClil. C'JR- 

Po5IiBitijE, Frencb and En^liah, 
by Ragon. Cr. 8vo. 202 pp. 
Hftdhette, 3s. 6d. 

CoMMEKCtAL Pkesch Coitbse. by 
M. Poole, M.A., and M. Becker. 
2 rote. Vol. L Simple Senteacea 
and FamageH. Vol. ll. Advanced. 
Cr. 6to. Maps, IWe. J. Murray, 
2». ed. each. 

COHMERCIAI. LeTTEB-WkiIEK 

in Eogliflb and French, b; J. 
McUugblin. 12nio. 441pp. 1«90. 
D. Nutt, 4iB. 

EHIiLIBB - FBEKCH CoUMEltCIAL 

Corrutpondent. 16ino. 4!J2 pp. 
Htrauhfeld, 28. 

FBESCH ASO EsiiUSH COUUEBCIAL 

Correitpoadeaoe. Hvii. 5th ed. 114 
pp. Mftrlborough, Is. fid, 

FftEirCH CUHXEBCIAL CoBSBBPON- 

DBKCB, by S. E. Bally. Cr. 8vo. 
2nd ed. Hethuen, 2a. 

Fbbnc'h Cojwmerclu, CoaaEsptiN- 
SBKCe, by Prof. C. Glauser and W. 
M. Poole, M.A. Cr. 8vo. I1W2. 
J. Murray, 4b. Hd. 

Feesch Comwbrciaj. Cokbespon- 
DEK7, by Dr. J. T. Dann and F. 
CourvoUior. Pout 8vo. Ii6il pp. 
Asher, -in. 
— Germui Correspondence. 

CoMMEBCiiL German, byG. Uein. 
Part I., with Mnp. Cr. 8vo. 1902. 
J. Murray, 'M. fid. 

EsuLiHU - Gbriuk Cohherhial 
OorreHpondent. 432 pp. Hirsch- 
feld, 2h. 

Gbrmak and Enoluu Com- 
UEBCTAL Oorreapondence, by M. 
MeiHsner. 8vo. tB pp. 1899. 
Marlborough, Is. Od. 

GBKMAH CoUMBBClAI. COBBESPON- 

DENCB, by 8. E. Bftlly. Cr. 8vo. 
Methuan, 28. dd. 

OBftHAJt COMHERCUU. CoBBEaPON- 

BBNT, by Dr. C. Vogel. Post 8so. 
New ed. 232 pp. Anher, 3h. 

Gekman CoMttBBoiAj. Reaueb, 
by H. Pfeisinger. Or. 8v.). 194 
pp. 1901. Bivingtona, 2h. 

Manual or Mercantile Corbe- 
bi-dudbsce, by Vogel. Vol. I. 
"" fJJsb-Gennsn. Demy 8vo. 200 
" fid. paper. Vol, II. Gor- 



™.„-Enj^iah. Demy 8to. 2*)ii pd. 
2a. fid. Hachette. 



A3I> ESOUSH COH- 

resp-mdence. 8«ro. Xew 
ed. V-' pp. Marlborough, Is. (td. 

II.VLIAS CoMJIEBClil, C0BRB8POS- 

DBSI, by Dr. A. Ulivieri. 8tol 120 

pp. Asher, 3s. 

Spanish Carreapondence. 

EHULISB - SPAKISH CoMMKRClAL 

Correspondent. 16mo. 432 pn. 
"«f9. HiiBchteld, 23. 

PhBASEOLOUICAI, DiCnoSAKT OF 

Commercial Correspondence in the 
Engliah and Spanish Languages, by 
Suhrdl. Med. Svo. Hachette, 129. 

SP45I8H AJTD EnGUSH CoMIEaciAl. 

Correapondence. 8to. Newed. 110 
pp. 1899. Marlborongh, Is. Bd. 

Spasish Comsiebciai. Corhespos- 
„BST, by Dr. J. T. Dann and Don 
G. Gonzalez. Poat 8vo. 220 pp. 
Aaher, 3s. 



BainaH Empibe Teas Book. 

Statistical Volume of Reference, by 
E. G. Wall. Roy. 8vo. 1284 pp. 
1903. Stanford, 21b. 

CoMMBBCiAi, Terms, Phbasbs ako 
Abbreviations, by W. G. Cordingley. 
Cr. Svo. 160 pp, 1894. E. Wilson, 
2a. paper. 

DicnoNABT OF Abbehviahons 
and Contmotiona used in General 
Mercantile Traneactions, by W. G. 
Cordingley. Cr. 8vo. 12mo. 6(i pp. 
1902. E. Wilson, Is. limp. 

DicTiOMABT OF Trade Probucts. 
by P, L. Simraondi Cr. 8vo. 510 
pp. Routledge, 2s. 6d. 

GlOSSABT OP IjNDIAK Tebus 

relating to Religion, Customs, Gov- 
ernment, Land, by G. Temple. Boy. 
8vo. 332 pp. 1897. Lumo, 78. 6d. 
Glossaby of Inman Terms, by 
H, H. Wilson. 1865. B. QuBritoh, 
308. 

MBECHANI'B DiCTlONABT OP 

Terms Used by Merchants and 
Bankers, by R. Bithell, B.Sc, 
Ph.D. Globe 8vo. 326 pp. Rout- 
ledge, 28. 6d. 
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Techsolooicai. abb Scientific 
DicTiosAHY, ed. by G. F. Goixlchild, 
B.A.. B.Sc. and C. F. Twenty. 
15 partfl. 19(.la-4. G, Kewnea, la. 



CommerdaJ EducatiDn. 

CosiuBBCiAi, Education in 
Theory and Prnctice, by E. K Whit- 
field. Cr. 8vo. 324 pp. 191)1. 
Methuen, 5s. 

CnlDIESmAL Rpl' PlTl nW AT HouE 

aud Abroad, by F. Hooper nud J. 
Gtfihaui, Cr. 8vo. ai8 pp. 27 
Plntes. 1901. Mwunillan, Ub. 

CoMMBRCiAi History. Part I. 
History <ii Commerce to Eud of 
Middle Ages, for Advanced (.'lasaea 
in Sohools, bj J. R. V. Marohnnt. 
Cr. 8vo. 116 pp. 1901. Pitman, 
Is. tid. 

ExAMlSATinH PaPBIU! AJTD Re- 

roKts of Exauiinei's for City and 
Guilds of London Institute. Cr. 
8vo. Annual. Whittsker, 9d. 

How TO ESTBR THE CiVIL SERVICE, 

by E. A Carr. Cr. Svo. G. Eiohai-ds, 
'2a. 6d. 

ImnjsiBiAi. Education, by Sir P. 
Magnus. Cr. 8vo. 270 pp. 1888. 
Kegan Paul, ds. 

ISTBODtrCTION XO THE COMMERCIAL 
Boienoes, by E. E. Whitfield, M.A. 
Cr- 8vo. 304 pp. 1900. Riving- 
tona, 3s. 6d. 

Lkbwks is Coddiercg, liy R, 
Gambaro. Cr. 8vo. 4th od. 1902. 
Lockwood, 3s. fid. 

PitAcncAl, Guide to H.M. Civil 
Service, by W. J. Tate. Cr. 8vo. 
328 pp. J. Blackwood & Co., 
2b. 6d. 

Pkooramme of Technological 
Examinations of the City and Guilds 
of London Institute ; Regulations, 
Syllahua, TeaobcrH. Cr. 8vo. An- 
nual. Whittaker, 9d. paper. 

Conunerdal Geogjaphjr. 

Atlas of Commercial Geo- 
GKApmr, by H. de B. Gibbins, M.A. 
Cr. 8vo. 48 coloured Maps and 
Text. Johnston, 5s. 

BKier iNTBoDucnoN to Com- 
UEBClAL Geography by Rev. F. 
Smith. 1903. Blackie, la. 9d. 



COMHERCIAL AND LiBRARV ChABT 

of the World, fi ft. x 4 ft. 8 in. 
Johnston, iiSa. 

~ jMUEBCiAL Geooraphv, by C. C. 
Adams. 1902. Uinwhfeld, 5e. 

CoaHBECiAi. Geoorapbv, by L. 
W. Lyde, M.A. 3rd ed. Methuen, 
2«- 

CoMMEHCiAL Geookapuv, by Dr. 
C. Zehden ; trans, by F. Muirhead, 
M.A. Manual of the Countries of 
the World, Centres of Trade, Pro- 
ductions, Eipi>rts, etc. Cr. Hvo. 
BOO pp. Map. imi. Blaclde, 
5m. 

Foreijjn Nations, by F. C. Boon, 
B.A. Cr. 8yo. 184 pp. liHll. 
Methuen, 2a. 

Commercial Geoorafhy or 
British Colonies and Foreign 
Countries. Cr. 8vo. 260 pp. Maps. 
Pitman, is. Od. 

CoUMBttClAl. GeoUHAPHV of THE 

British Isles, by A. J. Herberttios, 
Ph.D. Cr. 8ro. 140 pp. Maps. 
1900. Chambers. Is. 

Commercial Geog&afhv of the 
World. Cr, 8vo. 268 pi>. 67 Maps. 
Pitman, 2a. 6d. 

Commercial Geoijraprt of the 
World Outside British Isles, by A. 
J. Herbertson. Post 8yo. 2(i8 pp- 
1!>03. Chambers, 2s. 6d. 

Elemeniarv Cummercial Geo- 
ORAFHT, by C. C. Adams. Cr. 
8vo. 2B4 pp. 1903. Applot^m, 
4e. 6d. 

Handbook of Cohherciai. Gbo- 
ORAPm', by G. G. Chisholm, M.A., 
B-Sc, 4Eh ed. Demy 8vo. 37 
Majis, 6 DiagraiHs. 680 pp. 1903. 
Longmans, 15s. 

Tesieook of Cohmebcial Geo- 
QRAPHY, by C. C. Adams. Cr. Svo. 
li)02. Hirschfeid, 5s. 



Common Company Forms : Pre- 
cedents Retjuired in Incorporating, 
Managing and Voluntary Winding- 
up, by A. Pulbrook. Or. Svo. 352 
pp. 1902. E. Wilson, 7b. tSd. 

CoMPAISiBB ACTS, 1862-1900. Life 
Assurance Companies Acts, 1870-2. 
Finance krt,, VSSft. '^'i4• 'ft^ i«t- 
dan, 5a. 



CompMiies, ciidinnal. 

Companies Act, 1803 ■ 1000, by 
W. OocUien, LL.B., B.A., and S. 
Button. Cr. 8vo. SM pp. 1901, 
E. Wilson. 68. 

Companies Act, IIWO, by P. F. 
Siinonsun, M.A. Demy 6vi>. 2nd 
ed. 152 pj). l«Ol. E. Wilson, 5b. 

Companies Diart and Aubnda 
Book, for Seoretiiriea And Directors. 
Fcp. 4to. AnnunL Jordan, 28. 6d. 

COMPANlf I^ECBDENTO FOB UsB IH 

ReUtiun to Comijanies, by F- B. 
Pitlmer, Part II, Winding-up Forms, 
%vy> lltU ed, 1904. 328. P«rt III. 
DdlwntureB. Svo. 9bh ed. 1IH>3. 
25n. StevtinH & Sona. 

CompasySbcrbtarv; HisDutiksi 
olao the Conipanios Act, ItNX), with 
Notes, by \Vr H. Fox. Pq.. toUo. 
3rd ed. 4110 pp. ISDO. Gee, SOn. 

Dirrctor'b Handbook, bv F. W. 
Pixley. 2nd ed. 1900, Good & 
Son, 2s, M, 

DlMIOTOKY OF DlEBCTORS. Cr, 

Svo. 1)00 pp. Annual, T, tiikinner. 
Ids, 

Elbmbnts of Company Law, by 
P. Gore-Williains, M,A. Cr. Svo, 
20fi pp. 1901. Jordan & Sons, 
2h, Rd, 

Formation of the Accounts of 
LiiTiited Liability Companies, by C. 
Curatnins. Deiuy 8to. 48 pp, E, 
Wilson, Bs, 

GUTDB TO Co»rPANY FORMATION, 

by J. Byrne, Cr. 8vo. 2nd ed. 
124 pp. 1901. Byrne Ji Co., 2b. 

Handbook to the Companies 
Act, 1900, by F. E. Bradley. Cr. 
Svo. Clowes, 2h. (W. 

Handy Book of the Formation, 
Managument and Winding - up of 
Joint Stock ComxKinieB, by F. Gore- 
Browne, M.A,, and W. Jordan. 
Or. fivo. 24th ed. 640 pp. 1903. 
Jordan & Sons, os. 

Handy Book on Law anii 
Praotioe of Joint-Stock CoiiipanieB, 
by A, Pulbrook. Cr. Svo. 3rd ed. 
297 pp, 1901. B. Wikon, 4a. 

Joint-Stock Companies' Pbacii- 

DAL Guide, by H. Hurrell and C, G. 

Hyde. DemySvo. "thed, 402 pp. 

1000. Waterlow. 6s. 

- Law AND Peacuce Rbx.atinq io 

I iLe Fvilfuatian of Companies, by V. 



Nicholas, Royal Svo, 19U3. Sweet 
& Mftswell, 78, (M. 

Law and Practice Under Oom- 
PANIBS Acta and Life Assurance 
Companies Acts, by Sir H. B, 
Buckley, 8th ed. Royal Svo. 
1902, Stevens & Haynes, Stla. 

Law of Dibbctobs and Pro- 
moters' Liabilities, by B. S. Dean. 
12iini. 1897. Clowes, 2h. 8d. 

Law of Joint-Stock Cohipakies, 
byj. W.Smith, LL.D. 12mo. 237 
pp. 1902. E. Wilson, 2s. limp. 

Law of the Liabiutv op 
Directors and Promoters, by R. S. 
Deans, LL.B. Fop. 8vo. 140 pp, 
1897. Clement Wilson, 2s. Gd. 

Law Relatino to Regonbxbuc- 
TiON and Amalgamation, of Joint- 
Stock Companies, by P, F. Simon- 
son, M.A. Royal Svo, 174 pp. 
1002. K. Wilson, lOs. ad. 

Manual op Law of Joint- 
Stock Companies in Scotland, by 
A. McNeU. Or. Svo. 302 pp. 1901. 
W. Green & Sons, Edinburgh, lis. 

Manvai. of Practice Under 
Companies Act, 1000 : Notes and 
Fornia, by E, W. Nunne. Royal 
Svo. 134 pp. 1902. Howard rf 
Jones, 7s. lid. 

Notes on Reoisiration, by J. R. 
Seager. Cr. Svo. 8th ed. 200 pp. 
1S09. Beuirose, 3s. 6d. 

Notes on the Compamibb Act, 
1900, with Forms, by L. W. Evans. 
Or, Svo. 4th ed. 188 pp. 1901. 
Ede & AUoni. 2s, ed, 

Powers, Dutxeb and Liabhihes 
of Directors under the Companies 
Aota, 1S62-90, by T. W. Hayoraft. 
12nio. E. Wilson, Is. 6d. 

Practical Gpiiib to Company 
Law as Amended by Companies Act, 
1900, by E, Manson. Post Svo. 
1900. Shaw & Sons, 5s, 

Peaciioai. Hnraa on the Prb- 
FARATION and Registration of Joint- 
Stock Ciimpanies' Forms, with 
Precedents, Fees and Stamp Duties. 
Demy Svo. 5th ed. 84 pp. and 
Supplement. 1900. Wftterkiw.2s.6d. 

Private Companies and Syn- 
dicates, by F. B. Palmer. Or. 8vo. 
18th ed. 1903. Stevens & Sons, Is. 

Responsibilities op Dibectobs 
and Workiug of Companies under 



['■tha Coinpaoies Acta, 1862-19110, by 
( A. Pulbrook. Or. 8vci. 2^4 pp. 
' 1901. E. WUs-jn, 3b. 6d. 

Sbcrbtary'h Maktial of La.w 
and Praotiee of Joint-Stock Ooni- 
I, by J, Fitzpatrick and V. do 
B. Fowke. Cr. 8vo. 9th ed. 377 
1904. Jordan & Sons, 5s. 

KCBGXUUE5 Or PuWJO COM- 
PANIES and thoir Duties, bj T. 
Brown, Demy 8vo. 3cd ed. 128 
1901. H. Good & Son, 3h. fld. 
ti MMnt v OP Law of Companibh, 
by T. E. Smith. 8vo. 8th ed. 
1903. Stevens, Ss. 

Tbbatisb on CosiPAST Law 
under Acts 1862-1900, by G. F. 
Emery. DemySm 399 pp. 1901. 
B. Wilaon. ais. 

TRBAtiae OH THE Law OF Com- 
TANIEB, by Lord Lindloy. Svo. 2 
vols. Bth ed. 1002. Sweet & 
Maiwell, 70a. 

WdTDINO-UP of CoKPANIEa AND 

, Be-ooustructicm, by A. Bmden. Svo. 
I -eth ed, 1902. Clowes. ITs. 6d. 
(Partnerships. See below.) 
Export, Shipping. 
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£hip[}era', Liiporters' and BusinesH 
Cuide. Anniml. Goi'don & Gotch, 

IOh. 6d. 

CoNBTJLs' Manual, and Shif- 
<iwj*eBs' and ShipraaaterH' Practical 
Guide in their Transactiona Abroad, 

by L. Joel. Demy 8vo, 388 pp. 

1879. Kegan Paul, 12h. 

EkPOBT MeKCHAHT SHIPPERa' 

Directory of Great Britain and 

Lreland. Annual. Deao, 15a. 6d. 
N THE Packing and Prb- 

AGKVAIION of Merchattdise in the 

Tropica. Indian Textile Journal, 

Bombay. 
J Kblly'b Dikbcioby of Meb.- 
1 <IHAS'CS, Manufacturers and Shippers 
1 «t the World. Imp. 8vo. ;J600 pp. 
P A.nnuaL 30s. 

Mebcaniilb Year Book and 

Directory of Exporters. Annual. 

SffToantile Guardian, 10a. 

Partnership. 

Diagai OF Law of Pabtnersrip, 
Sir F. PoLmik. Dewy 8yi.. 7th 
J900. Clowes. lOf. 



Law of Paris ership, by A. 
Undei-hiU, M.A., LL.D. Post 8vo. 
21«pp, 1899. Butterworth, Ik. fld. 

Law of Private Tradino Pabt- 
NEBsmp, including 1890 Act, by J. 
W. Smith, LL.D. 12uio. 127 pp. 
1899. B. Wil8(.n, Is- ed. limp. 

Partnership Accoitntb, by P. 
OhUd. Demy 8vo. 71 pp. 1896. 
Gee, 2b, ttd. 

Partnership and Cojipanieh : 
Manual of Practical Law, by P. F. 
Wheeler. Or. 8vo. 18»2. A. & C. 
Black, 5h. 

Si'MMARV OF THE Law of Pabt- 
SEBSHiP, by S, Matthews (U.S.A.). 
12niii. R. Clarke Co., Cincinnati, 
81.25. 

Trusts, Combinations. 

MoNOPOiiBS ANit Trustm, bj R. 
T. Ely. Cr. 8vo. 278 pp. 1900. 
Macmillan, 5s. 

Tbusib, Pools and CoRNEBa, by 
J. S. Jeans. Cr. 8vo. 190 pp. 
1894 Methuen, 2s. ad. 

TauHTa OB Industeiaj. Oombina- 
Tioxa and Coalitions in the United 
States, by E. von Halle. Cr. 8vo. 
;150 pp. 1900. MacmiOan. 5s. 



DAMS, DOCKS, HARBOURS. 

Coffer-Daji Pbocbss for Pibbs, 
by C. E. Fowler (U.S.A.). 100 
Dlus. 1898. Chapman, lOs. 6d. 

CuBVBR Mabonbv Daws, by W. 
B. Coventry. 8vo. Spun, 2a. paper. 

Design and Construction of 
Masonry Dams, by E. Wegmann 
(U.S.A.), 4to. 3rdBd. 70 Plates. 
Chapman, 21s. 

HioH Mahonry Dasis, by B, 8. 
Gould (U.S.A.J. 88 pp. Illua. 
Spon, 2a, 

Masonby Dams from Inception 
to Completion, by C. F. Cfiurtney. 
Demy 8vo. 140 pp. 1897. Lwk- 

NiLB KBaBRVoin Dam at Abbuan 
and After, by Sir W. Wjllcocka. 
Imp. 8vo. 'ind e4. 48 ijij. IS 
Plates. IWl'i. S-cotv,**. 



I 



Dans. c.-ntiittu'L 

Practicu. MEtaoi> fob Detek- 

WSBiG Ute pTofili; of > MaaoDTf 
Dun, by W. B, CoventiT. 8vo. 
Spon, Ss. 6d. paper. 

StftKsSBs as Masosby Dahs 
tUb)i<(ue SectkoisV by W. B. 
Cventry. 8v^>. Spon, 2s. 

Docks, Harboim, LightiKMises. 

Dbsgx iST> CoKsmrenos or 
Harbouns by T. Stevenson. Demy 
»m. 3rd ed. 34 Pbtes. Dlus. 
188a A. .t C. BUck. :ils. 

D<M-E Book, Cojexukucg Dimkb- 
sioKs of die Principal Wet and 
Dry Docks, Patent Slips, etc 
tie World. 1900, J. D. Po 
10s. 

Harboc&s ash Docks : Their 
I%y«eal Features, Histiiry, Con- 
Btructien And M»int«iuuice. by L. F. 
Vemiiu - Harcoiut. 8vo. 2 vols. 
1902. Frowde. 26s. 

NoTBS OS Docks akd Dikjk 
Construction, by C. Ctilson. Med. 
8vo. 423 pp. 351> lllus. 18!U. 
Longmuos, 21s. 

PoBISASli Docks: Their History, 
Working and Natioual Importance, 
by D. Owen. Cr. 8vo. 180 pp. 
lUOl. Methueu, 2s. 6d. 

Pkinciplbs ani> Practice ot 
Harbour Coustructioa, by W. 
Shield. Med. Sra. 299 pp. 97 
Illua. 1806. Louginans, 15s. 

Reclamatios of LlXO FKOU 
Tidal Waters, by A. Beazeley. 
lArge or. 8vi>. :il4 pp. lllus. 
190a Loflkwood. IOh. 6d. 

Rbpobi on Indi&s Liquthousb 
Conatruotion and Illumination, by 
P. W. Ashpitel. 1895. B. Quar" ' 
29s. 6d. 

Thbory and Practice is 
Design and Construction of Dock 
Walk, by J. R, Allen. Cr. 4to. 
. . 6s. 

Tkbatihb ok tub Pbinoipleb oi 
Dock Engineering, by B. Cunning- 
ham. Hoyal 8vo. 578 pp. 1904. 
Griffin, 30s. 



IB also Civil Engineering, sect, 21). | {Veterinary Books- See section 



DOGS. 

Brbakikg and Traikino Dous, 
by "Pathfinder" and H. Dalziel. 
Cr. 8ra 2nd ed. 260 pp. Plates. 
Upcott Gill, 63. 6d. 

DoDS pos Hot CLniAiES : Guide 
for Residents in Tropical Countries 
as to Suitable Breedsjby V. Shaw 
and M. H. Hayea CS 8yo. 176 
pp. lUns. 1895. Thacker, 8s. 

Dogs : Their Management, by E. 
Mayhew. Cr. 8vo. 318 pp. 1901. 
Ruutledge, 5s. 

KENSBt Sbcsbts : How to Breed, 
Exhibit and Manage Dc^gs. by J. F. 
Perry (U.S.A.). 4to. 362 pp. 16S 
Plates. 1901. Gay & Bird, 168. 

Law Relating to Dous, by P. 
Lupt«i. Royal 12nio. 1888. Stevens 
& Sons, 6h. 

Law Relating to Doob, by B. 
Manson. Cr. 8vo. 1893. Clowes, 
,Ss. ttd. 

Manaobmbkt and BaBKriiNG or 
Dogs in India, by "Kader". Cr. 
Svo. 175 pp. 1900. Thacker, 



Management a 
the Dog, by J. W. HiU. Demy 
Svo. 5th ed. 540 pp. lllus. 1900. 
Sonnensuhein, lOs. bd. 

Modern Dogs of Great Britain 
and Ireland, by Et. B. Lee. Sport- 
ing De^ 2 vols. Demy Svo. 1897. 
2ls. Non-Sporting DogB. 10s. fid. 
Terriers. lOa. 6d. Horace Cox. 

Our Friend the Dog, by Gordon 
Stables, M.D. Demy 8vo. 7th 
ed. 60 Plates. 1901. Dean, 
lOa. 6d. 

The Doo : Its Varieties and 
Management in Health, by " Stone- 
henge " ; Diseases, by J. Aruiatags. 
Cr. 8vo. 16 Plates. Wai-ne, 2s. 




COOKERY-DOMESTIC ECONOMY 



DOMESTIC ECONOMY, 
COOKERY, DRESSMAKING. 

EcONOinCH OF MODBBJ* COOKEKY, 

by M. M. Mallock. tilobe 8vo. 2ad 
ed. 1900. MBainiUnn, 3s. 6d. 

SacfUhoFMoii or Practicai. 
Cookery, ed. by T. F. Garrett. 
Deiiij4to. 2 vols. Vol. I. A— M. 
1006 pp. 1242niua. Plates. Vol. 
U. 888 pp. 1088 lUus. Plates. 

upcott Gill. aa*. 

FlKST COCBSB UF Leshokh in 
Cuokery, fur Elementary Schoolii, 
by J. Loveday. 32 pp. AUnian, 
fid. paper. 

Handbook ok Plais Cookbhv, 
for Claases. by H. Dsviea. Deray 
8vo. rthed. 1900. McCorquodale, 
la. iMjarda. 

HoL'SEHOLD CODKEKT AHO LaUN- 

DBV Work, by Mrs. Black. Fcp. 8vo. 
144 pp. Collins, Sods & Co., Is. 

Ikdias Cookery Book. Cr. 8vo. 
123 pp. 1901. Thaoker, 3rs. 

M1DDI.E C1.A3S COOKEKY BotlK, 

Compiled for the Manchester School 
of Cookery. Pott 8vo. 211 pp. 
1900. Maomillan, Is. 6d. 

New Centdry Ooorbby Book, 
by C. H. Setm. Med. 8vo. 700 pp. 
4000 Becipes. 1901. Spottiswoode 
&Co., 12s. 6d. 

Official Handbook of the 
National Training School for Cook- 
ery, LesBons on Cookery forming 
the Course of Instruction. Large 
cr. 8vo. 476 pp. Chapman, Ss. bd. 

Practicai Cookiso abii Sewuso, 
by J. M. HUl. Cr. 8to. 750 pp. 
IlluB. 1903. Heinemann, lOs. 

Practicai. Eon Cookery. Cr. 
8vo. Newton & Eskell, Is. boards. 

St. Jaues' Cookery Book (Fruauh 
Recipes), by L. Rochfort. Cr. 8vo. 
Chapman, 39. 6d. 

School Cookery, by J. R. Fer- 
guson. Cr. 8ro. 32 pp. Chambers, 
3d. limp. 

SCBOOL Cookery Book, by C. E. 
"lnthrie Wright. PottSvo. 158 pp. 
B93. Mocmillan, la. 
f.SniPLB Lebbohb zn Cookery, for 



the Use of Teachers of Elementary 
and Teohnicfti Classua, by M. 
Harrison. Globe 8vo. 98 pp. 1898. 
Macmillan, Is. 6d, 

Socp anb Sauce Book, by B. 
Uouglns. 12mo. 154 pp. 1903. 
Richitrds, 2s. 

Waldorf Cook Book, by O. 
Tsohirky (U.S.A.J. Sujier Koyal 
8vo. 9:10 pp. Gay & Bird, 12b. 
fFoods. See section 24.) 

Domestic Economy. 

Bavi.ir* Law or Domestic Sbr- 
VASTS ; Their Rights, Duties and 
R^ktions. Cr. 8yo. 5th ad. 80 
pp. 1896. Low, Is limp. 

Book of tub Uoue : Guide to 
Household Management, by H. C. 
Davidson. Royal 8vo. 8 vola. 
Gresham Pub. Co., 40s. 

Class Lbssons in Domestic 
Economy, by E. R. Lush. Cr. 8vo. 
232 pp. 1901. Nelstm, 2a. 6d. 

Country House : Useful Infor- 
mation and Reoipes for House* 
holders, ed. by I. E. B. C. Large 
cr. Svo. 3rd ed. 228 pp. Dliia. 
1883. Horace Cox, 5s. 

DoHEHTic Economy, for Schools, 
by A. Cooke. 16mo. 128 pp. 
AUinan, Is. 

DoHESTio Econowt, by H. R. 
Wakelield. Cr. 8vo. 152 pp. 1900. 
ChambeiH, Is. 

DosiBHTic Economy, tor Scholar- 
ship and Certificate Students, by E. 
R. Lush. Cr. 8vo. 260 pp. 1901. 
Macmillan, 2s. (id. 

Domestic BcojtnsiY, for Teachers, 
revised by J. C. Horobin. 46:1 pp. 
166 lUus. 1899. Nelson, 2s. 6d. 

Domestic Economy in Tbeory 
and Praetice, by Mrs. Bidder and 
F. Baddeley. Cr. Svo. 368 pp. 
1901. 0. J. Clay, 4s. 6d. 

Domestic Science, tor Teachers, 
by T. Cartwright. Cr. Svo. 211 pp. 
22 lllus. 1900. Nelson, 2h. 

Home and Iib Duties : Manual 
of Domestic Economy for Schools, 
by J. W. Laurie. Pott8vo. 130 pp. 
T. Laurie, Is. 

Household Econowob, by Helen 
CampbB\l(.U.8.^.V Gv.?™o. 'e^.V 
nam's, fts. 



DomesLic Ecanomy, 

Keep House, by Mra. C. 



S. Peel. Cr. t 



Constable, 



Notes on the Law of Mastbb 
and Servant, by J. Patemon, M.A. 
Demy 8vo. 260 pp. 1885. Butter- 
worth, 6s. 

Spos's HoiiaEHOLii Manual,: 

Domestic Receipts a,nd Guide for 

Home Manngeinent. Dt;niy 8to. 

104a pj). 250 mu». Spon, 78. 6d. 

(Hygiene. See aeution 34.) 

Dressmakingi Needlework. 

DwEas-cuTTrHci, Dkattiuu, 
French Pattern Mc)delling, by M. 
P. Browne. 8vo. 124 pp. Illus. 
1903. Constable, 2s. 

DEEflSMARiNG ; Techniual Manual 
for Teaohera, by Mrs. H. Orenfell. 
Pott 8vo. 83 pp. 10 Di^(rama. 
1892. Mftomilinn, la. 

Blbmbnts of DnEaawAKiHo, for 
Amateur nnd Professional, for 
Students Preparing for City and 
Guilds Examinations, by J. E. 
Davis. Or. 8vo. 202 pp. Illus. 
1902. Cassell, 2s. 

How TO Make a Dress, by J. A. 
E. Wood, Or. 8vo. 2ud ed. 90 
pp. 45 lUua. 1900. Methuen, 
la. ftd. 

Nbedlbwokk asd KMiniNQ 
Drills tor Intnuta, witb Music in 
Both Notations, by Alice Marrow. 
Cr. 8vo. 128 pp. Illus. 1900. 
Nelson, Is. 

Nbbblbwork for Student 
Teachers, by A. K. Smith. Demy 
8vo. 5th ed. 212 p]>. 1899. City 
of London Book Depot, ;In. 6d. 

P1.AIN Needlework and Ksit- 
TiNO, for EJementary Schools, by H. 
K. Brietzche and E, F. R«oper. Cr. 
8vo. 168 pp. IlluH. 1885. Sonnen- 
Hchein, 3h. 6d. 

Practicai. Dresbhakino, by L. 
E. Smith. Fcp. 8vo. 60 pp. 13 
Illus. Bemrose, 6d. limp. 

Practical Dress iiakino, tor 
Students and Technical Classes, by 
Mrs. J. Broughton. 8yo. 190 pp. 
63 Illus. 1897. Maomillan, 2s. 6d. 

Practical Method of Dress- 
for Arfults. Post 8vo. 




2nd ed. 100 pp. 16 lUus. 1899. 
Sonnenschein, Is. 

PaACTiCAt School Needlework, 
for Teachers, by Misa J. W. Warren, 
114 pp. Diagrams. 1894. Nelson, 
2s. 6d. 

Practical Work of Drbss- 
JLASiNO and Tailoring, by M. P. 
Browne. Cr. 8vo. 208 pp. Illus. 
1902. H. Cox, 23. 6d. , 

School Needlework (Teachers' 
ed.), by O. C. Hapgood (U.S.A.). 
121110. 244 pp. Illus. 1893. Gina, 
3s. 6d. 

Scientific Sewing and Garment 
Cutting, by A. V. H. Wakewsn and 
L. M. HeUer (U.S.A.). SmaU 4to. 
156 pp. Gay & Bird, 3a. 

Teachibg of Cutting Out : 
Course of Instruction for Pupil 
Teachers, by H. D. Fuechsel. Or. 
8vo. 50 pp. IWl. Simpkin, 2a. fid. 

Text-book of Needlework, 
Knitting and Cutting Out, with 
Methods of Teaching, by £. Rose- 
vear. Cr. 8vo. 4th ed. 514 pp. 
Illus. and diagrams. 1901. Mac- 
niillan, 63. 

Embroidery, Lace, Fancy Worle. 

Art in Needlework : a Book 
about Embroidery, by L. F. Day 
and Mary Buckle. Or. 8vo. 2nd 
ed. 262 pp. 28 lUus. 75 Plates. 
1901. Batsford, 5s. 

EsiBROiDBR'a Book of Debion, bj 
F. Delamotte. Royal 8vo. 1881. 
Loekwood, la. 6d. 

Embroidery and Lace : Their 
Manufiicture and History from Re- 
motest Antiquity to Present Day ; 
ttana. from E. Letebure. Cr. 8vo. 
326 pp. loOnius. 1899. Grevel, 
7a, 6d. 

Embroidbrt, or the Craft of the 
Needle, by W. G. P. Townsend. 
Cr. 8vo. 116 pp. 70 Illus. 1899. 
Truslove, Ss. 6d. 

Guide to Fancy Work. 8vo. 
166 pp. lUus. 190L Weldon, Is. 

History of Lacb, by Mrs. Pal- 
hser. Royal 8vo. 520 pp. 133 Illus. 
108 Plates. 1901. Low, 428. 

Laoe-jiaking in the Midlands, 
Paat and Present, by C. C. Channer 
and M. E. Robei-ts. Cr. 8to. 80 pp. 
16 lUua. 1900. Methuen, 2s. 6d. 
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^^H Point asd Pillow Lace : Short 

^^H Account of Various Kinds, Ancient 

^^K and Modern, by A. M. S. 4to. 

^H 218 pp. 1899. Murra;, 10s. Bd. 

I' 



Laundry. 



I 



Art of Lausdbt Work, for 
Homes aad Schools, by F. B. Jack. 
Cr. 8vo. 130 pp. 1902. Jack, 2s, 

BOOK-KEEPIKU FOR LAUNDRIES, 

by W. H. Smith, revised by E. F. 
Jones. Royal 8vo. 1902, Siiupkiu, 
Ss. 6d. 

HisTS OS Lausurt Work, for 
Elementary Schools, by Mary Rush- 
ton. 16mo. 30 pp. AUmaD, 2d. 

HoUE Wabhino, by L. E. Smith. 
Fop. 8to. 2nd ed. 124 pp. 1896. 
Bemrose, Is. 

LiOSDERBB : Manageiueut and 
Operation of Steam Laundry, by D. 
H. BenJHmin. 8vo. 1901. Lock- 
wood, 12s. 

Laundry Manauembni. Cr. 8vo. 
2nd ed. 187 i>p. 28 Ilius. 1893. 
Lockwood, 2s. 

Laundry Receipts and Expendi- 
ture, by W. H. Smith. Obi. 4t() 
1B03. Simpkin, lOs. 6d. 

IiATTNDBT WoBK, for Cksses, by 
A. Daniel. Demy 8vo. 72 pp. 
1900. McGori^uodale, Is, boards. 

Law Rblahnci to Launoribs, aa 
Amended by Factory and Work- 
shop Act, by W. Bowstead. Cr. 8i'o. 
1902. Sweet & Maxwell, 2s. 6d. 



Millinery, Straws. 

Braided Straws, by E. E. Foulke 
(U.S.A.). Smftll4to. U2pp. Gay 
& Bird, 2s. 

Millinery, Theoretical and Prac- 
tical, by C. HiU. Cr. Svo. 128 pp. 
63 lUus. 1900. Methuen, 28. 

Practical Millinery, by Mrs. 
Ortnev. Cr. Svo. 47 Illus. Whit- 
taker, 2s. 6d. 



Tailoring'. 

Tailoring : How to Make and 
Mend Trousora, Voats, Coats, ed. 
by P. N. Hasluck. Post 8vo. 160 
pp. 184 lUoB. 1901. Caesell, Is. 



ELECTRICITY. 

Atternatiag Currents. 

ALIERNAIZNG asp iNTEKaUPTED 

Electric Currents, by G. Forbes. 
Cr. 8vo. 98 pp. 36 Illus. 1895. 
Big^, 2s. 6d. 

Alter SAiiN(i-ccRREST Cibctjit ; 
Introductory Book tor Engineers 
and Students, by W. P. Maycock. 
Sq.cr.8vu. 110 pp. SlIlluH. 1897. 
Whittaker, 28. 6d. 

Altbrsating-cubbest Wibino 
and Distribution, by W. L. Emmett. 
2nd ed. 98 pp. 33 Illus. Ekclrical 
World, N.Y., »1. 

Altbrnaiino Currents and Al- 
TBRNATtNG-cuBBKNT Machinery, by 
D. C. Jaoksua and J. P. Jackaon 
(U.S.A.). Cr. Svo. Macmillaa, 14b. 

Alternatinu Curbbktb or Elbc- 
I'BICIIY, by T. H. Blakoalay, M.A. 
Cr. 8vo. 4th ed. 172 pp. 1899. 
Whittaker, &s, 

Altbrnaiisci Currents or Elec- 
tricity and the Theory ot Trans- 
formers, by A. StUl. Cr. 8vo. 184 
pp. eOIlluB. 1898. Whittaker, &s. 

ALTERNaTE-CTTRRBITT TrANBTOR- 

mbr in Theory and Practice, by 
J. A. Fleming^ New ed. Vol I. 
600 pp. iilSIUus. 12s. 6d. Electro- 
magnetic Induction, Simple Periodic 
CuiTenbs. Mutual and Belf-Induo- 
tion. Vol n. 600 pp. 300 Dlus. 
12s. 6d. Historical Development. 
Distribution of Electric Energy. 
Altemate-eiirrent Electric Stations. 
JilectrMan. 

Alternate-Current Transfor- 
mer Design, by R. W. Weekes. 
Cr. 8vo. Biggs, 2s. 

Alikbnaijsg Electric Cdbbbnts, 
by E. J. Houston nnd A. E. Ken- 
nelly. 3rd ed. 225 pp. 77 Illus. 
1902. Electrical World, N.Y., 81. 

ELEtlENTARY TREATISE ON AlTER- 

NATIBO Currents, by W. G. Rhodes. 
Svo. 224 pp. 83 Illus. 1902. Long- 
mans, 7a. 6d. 

Elbubsts of Altbrsatino Cur- 
rents, by "W. S. Franklin and R. B. 
Williamson (U.S.A ). 8vo. 2nded. 
349 pp. 2o0 Illus. 1903. Mac- 
mittati, 10a. 



Alternating Currents, niiit>4 

EXPBRIMEKTH WfTH ALTERSATINQ 

Currents, of High Potential and 
High Frequency, by Nikola Teala. 
Or. 8vo. 146 pp. SoDlus. Ekciricdl 
World, N.Y., SI. 

Pkingiplbs op Altbrsatb-cdb- 
RENT Working, by A. Hay. 119 
Ulus. Biggs, 5e. 

Prinoiplbb of the Tramsfobmbb, 
liy F. BedeU (U.S.A.). 8vo. Mac- 
miUan, 13s. 

POLYPHASBD ALTEBMATISS Cuh.- 

RBNTB, by E. Hoapitalier. DemyBvo. 
84 pp. Electrical Review, 3a. 6d. 

POLYPHASB ELBCTWO CuBRBSTS 

and Alternate^jurrent Motors, by 
S. P. Thompson, B.A.,D.So. Demy 

8vo. 2nd ed. 508 p[i. 367 lUus. 
8 Plates. 1900. Spon, 21a. 

SlANDAKD POLTFHASE AFPAJUXUH 

and Systema, by M. A. Oudin 
(U.S.A.). Cr.Svo. 3rdBd. 289pp. 
189 Illus. 19U2. Sampson Low, 
12a. 6d. 

Thhort and Calculation of 
Altemating-curreut Phenomena, by 
0. P. Steinmetz (U.S.A.). Med. 
8vo, ;Jrd ed. 625 pp. 184 Illus. 
1900. Whittaker, 20b, 

Transformers for Single and 
Multiphase CurrentB, by (5. Kapp. 
Cr. 8vo. 242 pp. 133 111 ua. 1896. 
Whittiiker, Bs. 

Armature Windings. 

AnHATURB WlNDIBllS OF DlBECI- 

cuiTont Dynamos, from Grerman, by 

E. Arnold. Royal 8vo. 130 pp. 
146 lUus. 1903. Van Nostrand, 
N.V., *2. 

Abjiatubb Wdtdisiss of Bleciric 
Mftoliines, by H- F. Parahall and 
H. M. Hobart. 4to. 1G5 pp, 140 
Plates. «5 Tables. 1895. Van 
Nostrand, N.T., S7.50, 

Drdw Armaiubes and Cou- 
siuTATOBS, Tlieory and Praotioe, by 

F. M. Weymouth. Illus. Etee- 
trieiaii. Is. 6d. 



Galvanic Batteries ; Thei: 
Theory, Construction and Use, by 
S. E. Bottone. Cr. 8vo. 392 pp. 
lU lUus. 1902. Whittaker, 5b. 



PoBTATivE Eleciricitt, by J. T. 

Niblett. lUus. Biggs, 2s. 6d. 

Pboliky TtiTT pRiKH ; Their 
Theory, Construction and Use, 
W. R Cooper, M.A.. B.So. 8vo". ' 
317 pp. 131 niuB. 1901. Eler- 
ttKinn, 10s. 6d. 

Seconvasy Batterieb : Their 
Theory, Construotion and Uae, by 
B. J. Wade. Demy 8vo. 502 pp. 
1902. Elfctrician, 10s, 6d. 

Secondary BAirBRiBs, by an 
Engineer. 8vo, 92 pp, 1903. Ala- 
baster, 4s. 

SioRiUE OF Blbctbical Esbbgy, 
from the Frenoh of G. Plante, 8vo, 
288 pp. 89 Illus. Whittaker, 12s. 

SxoRAOE Battbrv Bncihbbbino, 
by L. L. Tndon, 8vo. 2nded. 383 
pp, 1903. MeGrawPub.Go,,N,Y.,l3. 

Voliaic Accumulator ; Elemen- 
tary Treatise, trans, from E, Rey- 
nier. Large cr. 8vo, 202 pp. 62 
Dlua. 1889. Spon, 9s, 

Voltaic Cell; Its Capacitv 
and Construction, by P. Benjam 
(U,S,A,), DeraySyo. 562 pp, 200 
Illus. 1893. Chapman, 12s. 6d. 

(Calculations. See Measurements,) 
Centra] Stations. 

Central Eibcirical Stations : 
Their Design, Oi^anisation and 
Management, byC. H. Wordingham. 
Large 8vo, 496 pp. 136 Illus. 
1901. Griffin, 24s. 

Central Station Electricity 
Supply, by A. Gay and C. H. Yea- 
an. Or. 8vo. 468 pp. 2O0 Ulus. 
199. Whittaker, 10a. 6d, 

Central Station UANAaEUBNT 
and Finance, by H. A. Foster 
(U.S.A.). 8vo. Spon, 7a. 8d. 

Electric Light and Poweb, giv- 
ing Result of Practical Experience 
in Central Station Work, by A. F. 
Guy. 8vo. Illus. Van Nostrand, 
N.Y., «2.60. 

Dictionaries. 

Handy Elbcteical Dictionabt, 
by W. L, Weber. I6mo. F. J. 
Drake it Co., Chicago, 2Sc 

Pocket Diotionak y oe BLECiaiaAL 
Words, Terms and Phrases, by B. 
J. Houston, Ph. D. 32mo. 945 pp. 
1898. Sonnenschein, lOs. 



I 



pK1.0IICAIi DlCTlONABY OF ElEC- 

TKICAL Engineertug and Obemiabry, 
byP. Heyne. Or. 8vo, 3 vols. Vol. 
I. Germaa- English - Spaniali' 100 
pp. 58. Vol. Il English-Spanish - 
Genuftn. 209 pp. db. Vol. III. 
Spauiah-German-English. 218 pp. 
&. Gravel. 

S IAS DABD ElECTBICAL DICTIONARY , 

by T. O. Sloane, Ph.D. Ct. Svo. 
Sid uA. 682 pp. 3000 DefinitioiiB. 
1902. Lookwood, Ta. 6d. 

Birectories. 

DiBECToav iNO SiATiamca o* 
Eluctric Lighting and Eleotrio Trac- 
tion, with List of Chairmua, £n- 
gineera and Manners- Or. 8vo. 
HazisU, 6a. 

Elbotbical TaiUBs' Dxrboiobv 
aadHuidboofc. RoyaI8vo. 1250pp. 
Anniiftl . Electrician, ISb. 6d. 

Manuai. of ELBCTaicAL Uhdbr- 
XAKIIIG3 and Bireotory of OfiioiaU. 
Demy 8vo. 1250 pp. Annual. 
Mowbray House, W.C., ISa. 

Vm vims alElbotkical DmBCiony . 
Royal 8to. 1328 pp. Annual. 
Eteelrieat Review, 6b. 

Dynamos. 

CoNTDjnOOS CUKBBKT DtNASIOS 

and Motors and their Control, by 
W. R Kelsoy. Or. 8vo. 440 pp. 
225 Elus. 1903. Technical Pub. 
Co., MftDcheater, 5s. 

CosnsuouB CuBBBNT Dynamos, 
in Theory and Practice, by J. 
Fisher-Hinnen. Demy 8to. 417 
pp. 278 Illua. 3 Plates. 18!»a. 
Bivga, lOa. M. 

CONTINUOUB CURBB NT Ma CHINEB Y. 

by S. P. Thonitwon (Vol. 1. of Dy- 
namo Meotcic Machinery). 7th ed. 
9a4pp. 573I11UB. 30plate3. 1W4. 
Spon, 30b. 

Dbbions of Dynauos, by S. P. 
Thompson, D.So. 8vo. 260 pp. 
12 Plates. 92IUUS. 1903. Spon, 12a. 

Dykauo and Motor Buxldinq, 
for Amateurs, by Lieut. C. D. Park- 
hurat. 163 pp. 73 lllus. Ekc- 
trical World, N.Y., SI. 

Dyhamo Attendants and Thbib 
Duties, by A. H. Gibbings. Cr. 
Svo. 3rd ed. 58 pp. 11 lUus. 

B7. Electricity, la. Ump. 



Di»fAMo CoNSTBircTioN ; Elec- 
trical and Mechanical, Crana. froiu 
iwn uf G. Kupp. Imp. 4lo. 
54 lllus. 26 SheeM of Working 
Drawings. Biggs, 21s- 

Dtkamo GoKSTEutTiON, by J. 
W. Urquhart. Cr. 8yo. 2nd ed. 
350 pp. 114 lllus. Lockwood, 
7a. 6d; 

Dynamo Eleotbic Maohisery : 
Its Construction, Design and Opera- 
tion, by B. Sheldon and S. Mason. 
Cr. 8™. 2 vols. Vol. I. Direct 
Current Machines. 288 pp. 3rd 
ed. 1902. 12h. Vol. U. Alternat- 
ing Current Machines. 184 Illua. 
266 pp. 1902. Lockwood. 1 as. 

Dysamo Elbcthicity : Ita Gen- 
eration, Transmission, Storage and 
Measurement, by G. E. Presoott 
(U.S.A.). 8yo. 545 lllus. 8pon, 
21s. 

Dynamo ; How Made and How 
Used, by S. R. Bottone. Cr. 8vo. 
nth ed. 140 pp. 1899. Whit- 
taker, 2a. 6d. 

Dynamo : lis Theory, Debiow 
and Manufacture, by C. C. Haw- 
kins, M.A., and F. WaHis. Or. 8vo. 
Srded. 94fJpp. 413 lilus. J903. 
Whittaker, 15a. 

Dynamos and Electric Motors : 
How to Make and Run Them. Cr. 
8vo. 160 pp. 142 Illua. 19IW. 
CosseU, la. 

Elbciric Generators, by H. F. 
Parshall and H. M. Hobart. Demy 
4to. 400 pp. 500 lUus. Etigiiie&r- 
iny, 31s. 6d. 

Electbodynamio Maohinbey, by 
E. J. Houston, Ph.D., and A. E. 
Kennelly, Sc.D. 331 pp. 232 lllus. 
Electrical World, N.Y., S2.B0. 

Elbhbnts of Dynamic Electri- 
city and Magnetism, by P. Atkin- 
son- 12mo. 3rd ed. 417 pp. Van 
Nostrand, N.Y., S2. 

How 10 Build Dysamo-blbctkio 
Machinery, by E. Trevert. 8vo. 
lUna. Van Kostrand, N.T., S2.50. 

How TO Make a Dynamo, tor 
Amateurs, by A. Crofts. Cr. 8vo. 
144 pp. 1900. Lockwood, 2s. 

How TO Manage a Dynamo, for 
Engineers, Viy S. R. Bottone. Pott 
8vo. 3rd ed. 60 pp. 1901. Whit- 
taker, Is. 
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D71UUIIOS, coiiliiiiirl. 

Latest Dys4Mo- electric Mach- 
iifBH,by8. P. Thompson, D.Sc, B.A. 
Demy 8vo. lUua. Spon, 4a. 6d. 

Maohbto-bleciric and Dybaho- 
electrio Machines, by Dr. H. Sohel- 
len, trans. frqmGeniiftn. DemySvo. 
2nd ed. 518 up. a53 Illus. Van 
NoHtmod, N.Y., 85. 

Manaobmbnt op Dynamos, by G. 
W. Luinraia-Paterson. Cr. 8vo. 2nd 
ed. Illus. Lock wood, ia. 6d. 

New Dtsasio Tbniibbs' Haitd- 
aooK, by P. B. Badt (U.S.A.). 
ISmo. UO Illus- Spon, 4s. 6d. 

NfVTES OS Dbsioh of Small Dyn- 
amo, by G. Hallidftj. 8vo. 2nd ed. 
Spon, 2a. 6d. 

Obioisal Papbus on Dynamo 
Machinery aod Allied Subjects, by 
Dr. J. Hopkinson. 249 pp. »8 
Illua. Electrical WotUI, jf.Y., 81. 
PftAcncAi Application or Dyn- 
AHO-electric Mnehinery, for Motor- 
men, Linesinen, etc., Iiy McFadden 
and Ray. Fcp. 8vo. Laird & Lee, 
Ohicogo, 91. 

PKACncAi. CALCuunoNa op Dyn- 
amo. electric Machines, by A- B. 
Wiener(U.S.A.). Demy 8vo. 2nd 
ed. 764 pp. 1902. Whittaker, 16s. 
pRACnoAL Manaobuent of Dyn- 
amos and Motors, by F. E. Crocker 
and S. 8. Wheeler (U.S.A.). Gr. 
8vo. 5th ed. Spon, 4s. 6d. 

Recent Types op Dvnaho-bleo- 
TRic Machinery, by E. J. Houston 
and A. E. Kennelly, Sc-D. (U.S-A.;- 
612 pp. 435 m. Sonnenschein, 24s- 
Shop asp Road Tbstinq of Dyn- 
amos and Motors, by E. C. Patham, 
B.8c.,and J. C. Shedd. Or. 4to. 
2nd ed. 626 pp. 211 lUus. 1901. 
Elf-virical WoM, N.Y., 112.60. 

Text-book on Electro -macnbt- 
iBM and Construction of Dynamos, 
by D. 0. Jackson (U.S.A.). Cr. 
8vo. Maoniillan, 9a- 

Theoretical Elements of Elbc- 
TBo-dynaiuic Machinery, by A- E. 
Keunelly (U.S.A.). 8vo. Spon, 



Electrical Catbchibm, for Bo- 
ginaers, by G. D- Shephardsoa. 
8vo- 450 pp. 325 Illus. 1901. 
Etectncul m,Tld, N.Y., 82. 

ELEOIRiGALDKBioNa. Descriptions 
of Electrical Apparatus of Simple 
Construction. 262 pp. 289 ILns- 
Electrlcal Wurtd, N.Y.,82. 

Electricai. Eipebimbnts, by G. 
E. Bonney. Sij. cr. 8to. 2nd ed, 
380 pp. 144 nius. 1897. Whit- 
taker, 2s. 6d. 

" ELBCTHiciAit " Primers. Illua. 
Vol. I. Theory : Current, Magnets, 
Units, etc. Vol. IL Practice ; Tele- 



El ectricity— General , 

AMAIEUH BLBCTRICtAM'a 




Electricity, for Students, by Dr. 
Ferguson, revised by J. Blyth, M.A. 
408 pp. Chambers, 3s. 6d- 

Elbctricity en oua Homes ahd 
Workshops, by S. F. Walker. Or. 
Ird ed. 360 pp. 143 IIluB. 
1895. Whittaker, 6b- 

EkfCTRlCIIY IN THE SERVICE OP 

Man, by R M. Walmaley, D.So. 
Dainy 8vo. 976 pp. 950 IUub. 

1900. Caasell, 7b. 6d. 
Electricity in Theory and 

Practice, Elements of Eleotrioal En- 
gineering, by B. A. Fiske- 8vo. 8tli 
ed- Van Nostrand, N.Y., 82.6a 

Electricity in To wn and Countby" 
Houses, by P. E. Scrutton. Cr. 
8vo. 3rd ed. 148 pp. 78 Illus. 

1901. Constable. 
Electricity : Its Theory, Sources. 

and Applications, by J. T. SpraguB. 
"7. 8vo. 3rd ed. Spon, ISs. 

Elbci'kicitv Simplified, by A. T. 
Stewart. 164 pp. Chambars, Is. 6d. 

How TO Become a SuccBBsFuit 
Electrician, by Sloans. 189 pp. 
Illus. Henley & Co., N.Y., SI. 

Industhial Elbctkicity : Intro- 
ductory Volume, by A. G. Elliott, 
B.Sc. Cr. 8vo. 160 pp. 65 nius. 

198. Whittaker, 2a. 6d. 

Lessons in Practical Elbctri- 

lY, by C. W. Swoope. 8vo. Illua. 
1901. Van Nostrand, N.Y., 92. 

Practical Electricity, for First 

Bar Students, by Professor W. E. 

Ayrfcon- 247 Illua. 1902. Caasell, 

Work- 7a. 6d, 



SHOP, by S- R. Bottone. Cr. 8vo- Practical Electricity, by Clett- 
86 pp. nius. 1902. G. Pitman, la. I land Armature Works (U.S.aI% 
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ELEOTRICITT AND MAGNETISM 



12rao. 449 pp. 87 lUufl. 1901. 
Gay & Bird, 7b. fti. 

Pbacticai, Electbicitt : Labora- 
tory Course for Sohoola, by J. H. 
Beloher. Cr. 8va 188 pp. 1903. 
AUnuin, 2s. fld. 

Practicai. Elbctbicity, with 
Questiotts and Dictionary, by J. L. 
Mauldin and A. A. Pifer (U.S.A.). 
Cr. 8vo. 3rd ed. 4B(i jip. 1902. 
Gay & Bird. 7a. fW. 

Pracxical Notes fob Elbctrical 
StudentH, bj A- B. KenneUy and 
H. D. WilkinHon. 320 pp. 155 
lUus. EhctrhUin. 6s. (Id. 

Problems in Elbctbicity, by tt. 
Weber ; trans, from French. Cr. 
8vo. 1902. Spon, Ts. 6d. 

Students' Test-book of Elec- 
TBICTTY. by H. M. NoHd. Cr. 8vo. 
615 pp. 471 IlluB. 1895. Look- 
wood, 9a. 

Electricity and Magnetism. 

Advanced Maqnbxism and Eleo- 
TBJCiTY, by R. W. Stewart, D-So. ; 
Practical Applicstions by R. H. 
Jude. Cr. Sro. 4tih ed. 380 pp. 
lUuB. 1901. OUve, 3s. 6d, 

Advanced Text-book on Elec- 
tricity and Mi^netism, by A. 
Jantieson. Large cr. 8vd. 3rd ed. 
Griffin, 7h- 6d. 

Dynamic Elbctbicity and Mau- 
MBTKM, by P. Atkinson, Ph.D. Cr. 
%V0. 417 pp. 120 niuB. Look- 
wood, 10a. 6d. 

Blbctbic a NT Maqnbtic Circuits, 
by K H. Crapper. Demy 8yo. 392 
pp. 1903. E. Arnold, 10s. 6d. 

Elbcteictty and Maonbtism, 
Theoretical and PraotioBl, by C. B. 
Ashtord- Or. 8yo. 316 pp. 1903. 
B. Arnold, 3s. 6d. 

Electricity and Maunbtism, by 
G. 0. FoBter and A. W. Porter. 
Demy 8vo. 5158 pp. 374 IIIuh. 
1903. Longmsne, lOs. 6d. 

■Electricity, Electrohbier, 
Electrolysis and Magnetism, by G. 
Chrystal, M.A., and W. N. Shaw, 
M.A. tto. 276 pp. 20I11U8. 1894. 
^ A. & 0. Black, 5a. Iwarda. 

Elbctbicity, Maosetjbm, and 
Eleetro ■ telegraphy. Demy 8vo, 
377 pp. 152 llluH. Van Noatrand, 
N.Y., «2.50. 



Electro-maqnetic Theory, by 
O. Heaviaide. Vol 1. 2nd e<l. 466 
pp. 12a. t(d. Vol. n. 568 pp. 
12a, 6d. Khclrifia'n. 

Elbmbnts of Elect ko-Magnetic 
Theory, by S. J. Bamett. 8vo. 
1904. Mauniillan, 12h. 6d. 

Fisbt Book of Electricity and 
Magnetism, by W. P. May cook. 
Sg. or. 8vo. 3rd ed. 2S0 pp. 107 
lUuij. 1904. Whittaker, 2a. 6d. 

First Principles of Elbctbicity 
and Magnetism, hj C. H. W. Bigga, 
350 Diagrams. Biggs, 3a. 6d. 

Lessons in Elbciricit; and 
Magnetism, trans, from Eric Gerard 
by L. Duncan, Ph.D. (U.S.A.). 
Med. 8vo. 392 pp. 112IUua. 1897. 
Whittaker, 12s. 6d. 

Maonbtic ahu Electric Cue- 
RBNiB, by J. A. Fleming. Cr. 8vo. 
2nd ed. 424 pp. 1902. Spon, 5a, 

Maonbtic Induction in Iron 
and other Metals, by J. A. Ewing. 
3rd ed. 382 pp. 173 lllua. 1900. 
Electrician, 10a. 6i]. 

MAGNEnHU, by 0. J. Houston and 
A. E, KenneUy. 294 pp. 94 lUus. 
Eleclncal WmU, N.Y., 81. 

MAoNBTffiH AND Elbctbicity, for 
Students, by H. C. Tarn, M.C.P., 
F.S.Sc. PoBt8vo. 181I11U8. 1893. 
Chambers, 2s. 

Magnetism and Electricity : 
Elementary Manual, by A. Jamieson. 
Or. 8vo. 5th ed. 297 pp. Illiis. 
1900. GriHin, Ss. 6d. 

Maonetibm and Electricity, for 
Junior Students, by J. P. Yorke. 
Cr. Svo. 264 pp. 145 lllua. 1899. 
E. Arnold. 3a. 6d. 

Magnetism and Electkioixy : In- 
troductory Courae, by J. R, Ash- 
worth, M.Sc. Or. Svo. Sud ed. 
100 pp. 1899. Whittaker, Ss. 6d. 

Notes on Recent Reseabches m 
Electricity and Maguatiam, by J. J. 
Thomson, Royal 8vo. 578 pp. 144 
Illus. 1893. Frowde, IBs. 6d. 

Practical Electricity and 
Magnbtism, by J. Henderson, B.So. 
Or. 8vo. 388 pp. 159 lllua. 1898. 
Longmans, 6b. 6d, 

Sdbjeot Liar op Works on Elec- 
tricity, Maohetibu, etc.. 
Library of the Patent Olfica. 
1904. Patent Oflioe, 6d. 
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Electiicit; and Magnetisiii, 

TUXT-BIIOK ON E[, 

Mngnetisiii, fur Uhh at th(! Btiyul 
Academy, by Oftptain W. P. Brett, 
1899. Eyie & Spottistcoode, 9s. 

Trbatihb OS Blectricity asd 
Magnetism, by J- C. Maxwell. 2 
vols. Svo. 3rd ed. 1892. Vol. I. 
50C pp. 13 Plates. 40 Illufl. VoL 
II. 500 pp. 20 Plates. Frowde, 32s. 
(Magnets. See below.) 

Electric BeUs. 
Electric Bell OoNSTRrcnos, by 

F. C, Allflop. Cr. Svo. 2nd od. 
177 Illus. Spun, 3s. Od. 

Elgctbic Bbllb and All About 
Them, by S. R. Bottone. Or. 8vo. 
eth ed. nius. 1901. VVhittaker, 
3h. 

SIlectbic Bbllh : Row to Mabb 
and Fit. Cr. 8vo. 160 pp. 162 
lUuH. 1900. CasaeU, la. 

PiiACTic AL Electric Bell F iiting, 
by F. C, AlUop. Cr. 8vo. 10th ed. 
150 pp. 186 Illua. 1902. Spon. 
3s. 6d. 
(Electric Cables. See Telegraphy.) 

Electrical EagiaeeriDg. 

AsiiATBim Elbctricias'h Work- 
shop, by S. R. Bottone. Book 2. 
Or. 8yo. 84 pp. 40 lUus. 1903. 

G. Pitman, la. 8cL 
OoNDUoioaa for Klectrioal Dis- 

TBiBnnoH : Their Materials and 
Manufactitre, Calculations, etc., by 
F. A. C. Perrine. Royal 8to. 290 
pp. 1903, Van Nostrand, N.Y,. 
93.50. 

Dynamo, Motor asd Switch- 
board Oireuita for Electrical .En 
gineers, by W. R. Bowker. Royal 
8ro. 132 pp. 1904. Lookwood, 6s. 

Blboikical ENODfEBBiNO ; Ele- 
mentary Text-book, by E.Roseaberg; 
trans, by W. W. H. Gee. Demy 
8jii 282 pp. 263 Illiis. 1903. 
Harper, 6h. 

Electrical Enuinberiko Leaf. 
LETS, by E. J. Houston and A. E. 
Kennelly, So.D. 3 vols. Vol. I. 
Elementary. :i96 pp. 121 Dins. 
»l-50. Vol, n. Intermediate. 300 



pp- 140 llliw. 81.5a VoL m. 
Advanced. 296 pp. 121 Illus. 
i\.m. El^cirkal World, N.T. 
Electrical Installamons 
Electric Light, Power, Traction and 
Machinery, by B- Kennedy. Hoyal 
" vols. Vol. I. 224 pp. lUuB. 



Caxton Pul}. Co., 9a. each. 

Elkmehts of Electrical EInoin- 
EERINO, First Year's Course, by T. 
Sewell. Large or. Svo. 344 pp. 
200mua. 1902. Lockwood, 7s. 6d. 

Handbook for Electbioiass is 
the Operation and Care of Electrical 
Machinery and Apparatus of the 
U.S. Coast Defences, by G. L. 
Anderson (U.S.A.). Royal Svo. 
214 Illus. 1U02. Lockwood, 21s. 

MoDERS ApyucAiioNs op Elbc- 
TRiciTT, trans, from E. Hospitaller. 
Deiuy Svo. 2nd ed. 1883. ToL 
I. Electric Generators and Lighting. 
502 pp. 264 Illus, VoL H. Tele- 
phone, Transmission of Energy. 
400 pp. 162 Illus. Paul, 25s. 

MoDBBN Electric Practice, ed. 
by M. Maclean, M.A., D.S 
Royal Svo. I. Measurements, Gener- 
ators, etc. 270 pp 234 Illus. 1904. 
LI. Motors, Batteries, etc. 297 pp. 
121 lUus. 1904. Greshani Pub. 
Oo , 9s. each. 

Municipal Electriotti Sopplt, 
for Municipal Engiueera and Com- 
mittees, by A. H. Gibbinga. Post 
4to. 300 pp. 1899. Wluttaker, 
10a- 6d. 

QoEaTioua IN Elbmkntary Elec- 
trical Engineering, with Solutions, 
and City and Gmlds Papers, 1893- 
1900, compiled by C. J. Leaper. 
Or. 8vo. 32 pp. 11)00. Big " ' 

Tkeobbxical Elements of 
TRIQAL Engineering, by C. P. Stein- 

niua, 
N.T., 83.50. 

Up-to-uatb Doukhtio and Im- 
DDBTBIAL Applications of Electricity, 
by Alpha. Or. Svo. 90 pp. 1900. 
Elfclrifihi, Is. 

(Measurements, Motors, Testing, 
Pocket Books, Tables, etc. ~ 

below.) 
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Electric Heating. 

Electric "Heaiisu, by E. J. 
Houfiton. 200 pp. 86 IUub. Elec- 
Ificiil IVorlil, N.Y., U. 

Electric Lightiiig. 

Cabboh-hakiso for all Elbo- 
TEIOAL Purpoaea, by F. JehL Illua. 
Eleetrieiaii, lOa. 6d. 

ChbmioalTbchsology. Vol. IV. 
Elecbria Lighting, by A. 6- Ooolce. 
Photometry, by W. J. Dibdun. 
Large 8to. 373 pp. 181 Illua. 
1903. ChurchUl, 208. 

DiGBST ov 1KB Law of Elbctbic 
Lighting and Traction, by A. C. 
CurtiB-Hayward. Electrician, 3a. 

DoMEaiio Electrical Lighxibg, 
from a OoDHumar'B Point of View, 
by B. C. de Seguodo. Sra. 8vo. 
115 pp. Electrical Review, Is. 

Economic Value of Elbctbic 
Light and Power, by A. R. Foote 
(TXS.A.). Cr. 8to. Spon, 4a. 6d. 

Elbcikical Engihbebs' and Siu- 
BEBia' Chart and Handbook of the 
Brush Arc Light Syatem, by Reagan. 
8vo. N. W.Kenley&Co.,N.T.,»l. 

EiiEcibicaxEnoisbbbikq, for Art- 
isans and Students, by W. Slingo 
and A. Brooker. Or. 8to. New 
ed. 824 pp. 383 Illus. 1903. 
Longmans, 12b. 

EieciRic Akc, by Mrs. H. Ayrtoa. 
600 pp. 14G niua. 1301. Elec- 
trician, 12s. 6d. 

Elbcieic Attc LioHXiKa, by E. J. 

Houston and A. E. Eennelly. 

. 12mo. 2nd ed, 383 pp. 155 lUus. 

1902. Electrical World, N.Y., »1. 

Elecikic Illuuination, ed. by 
J. Dredge. Vol I. 1882. Vol U. 
Demy 4to. 900 pp. 1500 Illus. 
1884. Engineering, 30s. 

Elbotrio Incan desobnt Lightinq, 
by E. J. HouBton and A. E. Ken- 
nelly. 12uio. 2nd ed. 449 pp. 
146 Illus, 1902. Eleclrieal World, 
N.T., 81. 

Electric Lamps and Electric 
Lighting, by J. A. Fleming. New 
ed 1900. Electrician, Ba. 

Elbctbic Light Abithjibtic, by 
It. E. Day. Pott 8vo. 88 pp. 
1897. Macmillan, 2s. 

EtHCiRio Light Fitting, for 



Working Eluctrlcul Engineers, by 
J. W. Urquhart. Cr. Svo. 3rd ed. 
316 pp. 9J Illus. 1898. Lock- 
wood, 5s. 

Elbcxkic Light Installations, 
by Sir D. Salijinons. Cr. 8to. 3 
vols. Vol. I. Accuiuulatora. 8th 
ed. 164 pp. 33 lUus. 1898. Ss. 
Vol. II. Apparatus. 8tli ed. 306 
lUus. 1901. 7h. 6d. Vol. Ill- 
Application. 240 pp. 33 Illus. 
1896. 58. Whittaker. 

Electric Light : lis Pboduction 
and Use, by J. W. Urquhart. Cr. 
8ro. 6th ed. 428 pp. 1898. 
Lockwood, 7h. 6d. 

BtBCmn: LiGHTiNCi, by F. B. 
Crocker (U.S.A.). Boy. 8vo. S 
vols. Vol. I. Generating Plant. 
2ud ed. 444 pp. 152 lUus. 12s. 
8d. Vol. II. Distributing System 
and Lamps. 50B pp. 391 Ulua. 
1901. 12s. 6d. Spon. 

Elbcieic Lioairao Act, 1882, by 
C. Higgins and E. W. W. Edwards- 
Demy Svo. 1883. Clowes, 6a. 

Elbctbic Lighting anb Powbb 
Distribution, for Students, for City 
and Guilds EjtaminotionB, by W. P. 
Mayoook. Sq. at. Svo. 2 vols. 
Vol. I. Preluninary Grade- 331 
lUuB. 6th ed. 433 pp. 1904. 6s. 
Vol. II. Ordinary Grade. 706 pp. 
407 Illus- 1903. 78. 6d. Whittaker. 

Elbctbic Lighting for Uabinb 
Engineers, by S. F. Walker- Cr. 
Svo. 3nd ed. 300 pp. 103 lUus. 
Whittaker, 5s. 

Elbctbic Liohidig Sfboifica 
tiobs, for Engineers and Architects, 
byE, A. Merrill, A.M. 8yo. 3ad 
ed. 213 pp. EIrrtrical IFortd, 
N.V., »1.50. 

Electkic Shit Lighhsb, by J. 
W. Urquhart. Or. 8to, 3nd ed. 
Loekwood, 7b. 6d. 

ELB&tENis OP Electric Lightzng, 
by P. Atkinson, Cr. 8vo. 10th ed. 
278 pp. 104TUas. 1902. VanNoa- 
brund, N.T-, 81-50. 

GuiBB TO EiBciBJC Lighting, tor 
Amateurs, by S, R. Bottone. Or. 
Svo. 215 pp- lUus. 1900. Whit- 
taker, Is. 

ISCANDBSCBBT ELBCTBIC LiQHI- 

nfO, byL. H. Latimer, etc. (U.S. A-), 
18mo. 140 pp. Spon, 2b, boards. 
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Electric Ligbting, continiinl. 

Incandescent Lamp ahv m 
Mttnuftu^ure, by G. S. RAtn. IIIub. 
Electrici'iii, "a. 6d. 

Law of £l£cfbic Liohxihg, by J. 
S. WilL K«y. 8vo. 2nd ed. 326 
pp. 1900. Butterworth, 178. 6d. 

LocALiiuiioN OF Faulib is Elec- 
TBic Light Msinit, by F. C. RaphoeL 
22«pp. IDOIlluH. ElKrlridan, Ta. tld. 

Mecbamisu of tee Euxtric Abc, 
by H. Ayrton. 4to. 36 pp. 1902. 
DuUu, 2s. 6d. 

Photographic and Optical 
Eleutricol Laiiipa, by R. Kennedy. 
Demy 8vo. 611 pp. 59 Dlus. 1896. 
ElrciHeal Review, 2s, »d. 

Pracxioal Electbic Lioht Fit- 
TiNO, by F. C. Allsop. Or. 8to. 
4tb ed. 280 pp. 224 lUua. 19O0. 
Whittaker, 6s. 

PRACncAL Treatise on the 1n- 
CANDEBCBNT Lamp, by J. H. Randall 
(U.S.A.). 18mo. lUua. Spon,28.ed. 

Treatihb ojj iNBUSTaiAi. Photo- 
hetrt, with Special Reference to 
Electric Lij;htiag, by A. Palaz. Roy. 
8ro. 2iid ed. 322 pp. 92 Illiu. 
Van No9tmnd, N.T., S4. 

(Wiring. See p. ~',i.) 
Electric Traction. 

American Electric Street Rail. 
WATS : Their Coostruotionand Eijuip- 
ment, by K. Hedges. Post 4to. 200 
lUoH. Spon, 12h. 6d. 

Electric Railwayh anii Tram- 
ways ; Their ConBtruction and Op- 
eration, by P. Dawson. Demy 4to. 
678 pp. Illua. 1897. Enyinei^rinij, 
42b. 

Electric Railway Motors : Con- 
Btruution, Operation and Mainten- 
ance, by N. W. Perry. Cr.Svo. 238 
pp. 60 IlIuB. Electrical World, 
KV., SI. 

Electric Street Kail ways, by K. 
J. Houston and A. E. Kennelly. 
367 pp. ISSniuB. Ekclricat World, 
N.y., 81. 

Electric Traciios, by J. H. 
Rider. Cr. 8vo. 4B3 pp. 194 Ulus. 
1903. Whittaker, 10s. 6d. 

Electrical Trachoh, tor Stud- 
ents and Engineers, by E. Wilson. 
Cr. 8vo. 253 pp. 81 lllus. 1897. 
E. Arnold, 5b. 



EnbINEBRING PnELUmNABIBS, tor 

an Interurban Enectrical Radway, 
by E. Gon^enbach. «yo. 1903. 
McGraw Pub. Co., N.Y., 81. 

How TO Become a Compbtent 
Motorniau, by V. B. Livermore and 
J. Williams. Cr. 8vo. 232 pp. 45 
lU. 1903. Van NoBtrand. N,Y., $L 

Modern Electric Railway 
Motors, by G. T. Hanchett, S.B. 
200 pp. 157 IlluB. 1900. Street 
RaUway Pub. Co., N.Y., 82. 

Motorman's Guide, by J. W. 
Gayetty. Laird & Lee, Chicago, 60c. 

Practical Conbtruction of Elbc- 
TBIC Tramwaya, by W. R. Bowker. 
Demy 8vo. 120 pp. 93 lUus. 
1903. Spon, 6b. 

Practical Electric Railway 
Handbook, by A. B. Herrick 
(U.S.A,). Cr. 8vo. 407 pp. 1901. 
Whittaker, ISs. 

Reference Book ot Tables and 
FunnulHi for Electric Railway En- 
gineers, by EL A. MerrilL 2ad ed. 
128 pp. Eleelrical World, 'N.Y., SI. 

Street Railway Motors, by H. 
Haupt. Cr. 8vo. 213 pp. ^id, 
Philadelphia, 81.75. 

(Transmission. See below. 
Railways. See section 5?.) 

Electricity in Mining. 

Electrical Practice in Col- 
lieries, by D, Burns. Cr. 8vo. 232 
pp. 1903. Griffin, 6s. 

Electricity ah Applied to 
Mining, by A. Lupton, G. D. A. 
Parr, and H. Perkin. Med. 8vo. 
288 pp. 170 IlluB. 1903. Lock- 
wood, 98. 

ELECmiCITY IN MiNINO, by H, 

Louis, M.A. Demy Bvo. 45 pp. 

Illua. 1901. Mining Journal, 3s. 

(Electro- Chemistry. See section 13.) 

Electroplating. 

Complete Tbeatikb on titr 
Electro-depositions of Metals, trans, 
from German of Dr. G. Langbein. 
4th ed. 538 pp. 150 lllus. 1902. 
Baird, Philadelphia, 34. 
(See also p. 81.) 
(Electro-Smelting, Refining. See 
section 41.) 
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Induction Coils. 

COSSTRUCTION OP LiBOB InDUC- 

noif Coils, by A. T. Hare. Demy 
8to. 166 pp. 35 Illus. 1900. 
Methuen, Qs. 

Ikduoxioh Cona, by G- E. 
Bouney. Cr. 8vo. 2Qd ed. 248 
pp. 135mus. 1902. Whittaker, 3s. 

Induction Coiia and Con.- 
KiKiNG, by F. C. Allsop. Cr. 8vo. 
3rd ed. 184 pp. 125 Illus. 1899. 
Spon, 3a. 6d. 

Induction Con. in Pbacticai. 
Work, including RiinSgen X Rays, 
by L. Wright. Or, 8vo. 172 pp. 
71 Illus. 4 Plabea. 1897. Mdc- 
millftn, 4s. 6d. 

RuHMKoEPP Inductios Coilh : 
Their ConBtructioQ, Operation and 
Application, by H. T. Norrie 
(U.S.A.). Sq. 18mo. 2nd ed. 270 
pp. 79 Illus. 1901. Spon, 4b. ed. 

(Roentgen Ra;^, see below.) 

Applied Maonetisii, by J. A. 
Kingdom. Demy 8vo. 292 pp. 75 
niuB. Electrical Review, 7s. 5d. 

ELBMENIS op CojreTBDCXION Foa 

Mecbro-magnets, by Th. du Monoel, 
trans, from French. Cr. 8vu. Spon, 
4a. 6d. 

E!lectro-maonbt and Elbctbo- 
magnetic Mechanism, by S. P. 
Thompson, D.So., B.A. Large cr. 
8vo. 450 pp. 213 lUuM. 1901. 



Absolute Mbasurbmenis in 
Eleobficity and Magnetism, foi 
Students, by A. Gray. Fcp. 8yo. 
2nd ed. Macmiltan, 5s. 6d. 

AlUIHUETIO or F.T.R lTTllirn, M£A. 

BUBBMEKTS, Hobbfl. Cr. 8vo. 9th 
ed. 111pp. Illua. 1901. Mui'by, la. 

AbIIHMHTIC of ELBCTRICirY : 

[Manual of Electrical Calculations 
[ifay Arithmetical Methods, by T. 
loVonor Sloftue (U.S.A.). Cr. 8vo. 
;fith ed. 138 pp. Illus. Spon, 
b. 6d. 
Dynamometers and thb Mga- 
I SuRBMBNTof Power, by J. J. Flsther 
■ "J.S.A.). Cr. 8to. 2nd ed. Spon, 




Electrical and MjioNETif Cai.- 
1.ATIONS, for Electrical Engiiieera, 

Teachers, etc., by A. A. Atkinson. 

Cr. 8vo. SlOpp. 1902. Lockwood, 

ELItCTRtCAL MeASOREHENT AND 

the Galvanometer : Its Construction 
and Uses, by T. D. Iiockwood. 
12mo. 2nd ed. 32 Illus. Van 
Nostrand, N.Y., SL50. 

Electrical MmacaEMBSTa, by 
T. Houston, Cr. 8vo. 429 pp. 
l(i9IUu8. Electrhal irodd, N.Y., 
SI. 

Electrical Engineekino Mea- 
suRiNo Instruments for Commercial 
and Laboratory Purposes, by G- D. 
A. Parr. Royal 8vo. 338 pp. 370 
niuB. 19^. Blaokie, 9a. 

Galvanometer and Its Uses, by 
C. H. Haskins. 12ino. 4th ed. 
Van Noatrand, N.V., ?LoO. 

Graduated Collection Tjf Pbo- 
BLBMs in Electricity, All Branches, 
by R. Weber. Cr. 8vo. 368 pp. 
1902. Spon, 7s. 6d. 

POTBNTIOKBIEB AND ITS AD- 
JUNCTS : Universal System of Elec- 
trical Measurement, by W. C. 
Fisher. Electrieian, fls. 

Pbacxical Electrical Measore- 
niENis, for Students, by E. U. 
Crapper. Stj. cr. 8to. 50 Illus. 
1902. Whittaker, 2a. 6d. 
. Ststematio Treatise on Elec- 
trical Measurements, by U. C. 
Parker (U.S.A.). 8vo. Spon, 4fl. 
fid. 

TbMPBRATUBB COEFPIOIENXS Of 

"Conductivity" Copper, by Clark, 
Forde »nd Taylor. El<-clrician, 
2s. Bd. 
Motors juid Motive Power. 

Application of Electric Motors 
to Machine Driving, by A. Stewart. 
Cr. 8vo. 34 pp. 8 Uiua. 1900. 
lUeclricily, la. 

Elbctbical Dbsihns pob Small 
Motors, Testing Instru meats and 
other Apparatus, with Working 
Drawings. Med. 8vo. 262 pp. 289 
Illus. 1901. Whittaker, 10a. 

Elbctbicaj, Motor Installationb, 
by F. J. A- Matthews. Demy 8vo. 
157 pp. 84 lUua. 1902. Scientific 
Pub. Co., Manchester, 2s. fld. paper. 
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Motors ajid Motive Power, tout. 

ELECtRic Motive Powbe, by A. 
T. SnelL 8vu. 2nd. ed. 400 pp. 
250 niuH. KUctrician, 10b. «d. 

EucTOO - JiOTOBS : How Madb 
tad How Used, bj S. R. Bottone. 
Cr. 8vo. 4th ed. 90 Ulua. 1901. 
Whittaker, :U. 

BliECiBic MoiOB, by E. J. Uoua- 
ton &nd A. £. KenneUy. 377 pp- 
122IU. EleetrioallVorld,^.^.,^!. 

Electbioiiy ab a Motive Power, 
by Th. du Monoal, trans, from 
French. Cr. 8vo. 113 lUua, Spoo, 
7h. 6d. 

Inductiok Motok : Its Theory 
and Deaiga, liy H. Boy de la Tom, 
trauH. by C. O. Hailloui, Roy&l 
8»a 200 pp. 75 lllus. 1903. 
MoGraw Pub. Co., N.Y., «2.50. 

Imbcction Motor : "tasoRv and 
Design, by B. A. Behrend(U.S.A.). 
Mod. 8vo. 10« pp. 190L Whit- 
taker. 7a. M. 

Motive Power aso Geakino 
for Electrical Machinery, by E. T. 
Cariier. 8vo. 650 pp. 200 Uliia. 
80 Tables. Electrician, 128. 6d. 

Motor Enoinber's and Electbi- 
CAL Worker's Handbook, by W. 
Lintern[U.S.A.). 12mo. Span, 2b. 

Stabtbbb AMD Rbol'lators for 
Eluctric Motors and GeaerntorH, by 
R. ErauHo. Demy 8vo. 140 pp. 
liJ04. Harper, 4h. 8d. 

(Electric Traction, see above,) 

Pocket'books, Rules, Tables. 

Eleothicaj, a.vd Macihbtic Cal- 
cuLATios8,l]yA. A. Atkinson. 12mo. 
2nde<i. 1903. Van Nostrand, N.Y., 
»1.50. 

Electrical Enolnbhrs' Price - 
BOOK, ed. by H. J. Dowsing. 12mo, 
2nd ed. 4T8 pp. 1896. Griffin, 
8b. Bd. 

Electrical Engineeks' Pocrei- 
BOOR, ed. by K. Edgecombe. ISmo. 
149 Ulus. 1903, Whittaker, 3a. 6d. 

Elbctbical EiroHfEBRs' Pocket- 
book, by H. A. Foster. 12mo. 3rd 
ed. 700 Illu-s. 1904. Spon, 21s. 

Electrical Eitoinbeb'b Pocket- 
book, by H. R. Kempe. Obi. .32nio. 
2nd ed. Lookwood, 5s. 

Electrical EseiBBEBs' Year- 



book (Fowler'H). oOO pp. AnnuaL 
Scientific Pub. Co. , Manchestar, 
Is. lid. 

Electric Pocket-book aui* 
Diary. .100 pp. Annual. Technical 
Pub. Co., Manchester, la. 

Electrical Ritles and Tables, 
Pooket-buok for Electricians and J 
Engineers, by J. Munro and Pro- 
feasor Jamieeon. 18mo. 10th ed. 
734 pp. I90;i Griffin. 8b. 6d. 

Electrical Tables add Mbuo- 
BAirPA, by S. P, Thompson, D.Sc, 
B.A., and K ThomaH. e4ino. 134 
pp. 1898. Spon, la. 

Pocket-book of Eibctwcal 
Engineering Formojie, etc., by W. 
Geiiwl and H. Eilgour. 2iid ed. 
810 pp. 1900. EtfcMcmn, 7s. ed. 

Pocket-book of Ritles, Tables, 
Boilers, Electrical Elquipment and 
Locomotives, etc. Fcp. 8vo. 1,000 
pp. Annual. Evginecring, 12a. 6d. 

Pr,*ctioal Elbctbiciab's Pookbi- 
SOOK, 32mo. 216 pp. Annual. 
Rentell. Is. 

Roentgen Rays. 

BiBLiooBAPHT av X Ray Litera- 
TiiBE and Research, ed. by C. E. S. 
Phillips. Eleolrician, 5s. 

Electricity m Medicisb abd 
Surgery, including X Rays, by Dr. 
W. H. King. Imp. 8vo. Hwnteo- 
pathioPub, Co., 17s. 6d. 

Mabual oe Practical Medical 
EHectricity, by D. Turner. Cr. Svo. 
4th ed. 450 pp. 1904. BailliSre, 



for 



10s. 6 
Practical RADioeitAPHY, 



Isenthal and H. S. 
Denij 8vo. 3rd ed. 198 pp. 190L 
Dawbam, 6a. 

Practical X Ray Work, by E. T. 
Addyinan, B.Sc. Deiuy 8va 200 
pp. 52 Illua. 12 Plates. 1901. 
Scott, Greenwood, 10b. 6d. 

Radioobaphy : Theory, Pracuck 
and Appliuntioa, by S. R. Bottone. 
Cr. Svo. 190 pp. 47 lllus. 1898. 
Whittaker, So. 

Roentgen Rays amd Phbnohena 
of the Anode and Cathode, by E. P. 
Thompson. Demy Svo. 190 pp. 105 
lUua. 1896. Van Nostrand, N.Y., 
91. 5(). 
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TELEGRAPHY-TELEPHONES 



-. RoBNTGEB Rath in Mkdicai. ' 3rd ed. 244 pp. 1903. Elrctriciuti, 
Work, by D. Walah. Demy " " "' 
Srd Bd. 316 pp. 1903. Bailli 
12a. 6d. 

BOENTOBN RiTB IK MbMCINE 

Surgery, LyF. H.WilliamH (U.S.A.). 
Bto. SOOniiis. Maomillan, 2B«. 



, ' SVBMABD1£ CABtK-UlYlNa ADD 

I Repairing, by H. D. Wilkiasou. 

)'40O pp. 200 Illua. Elpctrii-'- 
■12a. r 



(See Induction Coils, above.) i 

Telegraphj. 

Amiikican Telegkaphy : Syatems, 
Apparatus, Operatiou, by W. Mayer. 
8m 450IUua, VanNoatrand.N.Y., ' 
•3.50. 

Electric Tblborapbt, by B. J. i 
Houaton aad A, E. Keunelly. 448 
V6. 163 Illua. Electrical ll'orld, ' 
K.T., 8L ; 

Electriciit ask the ELBCiaic I 
Tel^p^ph,byG. B. Prosuott(U.8.A). j 
8th ed. a vola. Spon, 30a- I 

ELeemiciTT m its Appucahoh 1 
ito Telegraphy, for Examinations for 
TelegraiihiBtH, by T. B. Herbert. Cr. 
8vo. 200 pp. 501Uua. 1899. Whit- 
taker, 3s. tid. 

Electeicity, Maokbtism ahd 
Electric Telegraphy, by T. D. Look- 
wood (U.S.A.). 8vo. 4th ed. Illua. 
8pon, 12a. 6d. 

ELBOiKicAt. Tbshhq Foa Tble- 
eRAfH Engineers, by J. E. Young. 
Demy 8vo. 274 pp. Illua. 1898. 
EUelrician, 10s- 6d. 

Elbuehtabt Telegraphy and 
Telephony, by A. Crotch. Demy 
8vo. 232 pp. 238I11UB. 1903. Spon, 
te. 6d. 

Handbook of the ELBCiBo-iiAa- 
MEnc Telegraph, by A. E. Loring 
(U.S.A.). 18mo. 98 pp. 4th ed 
1900. Spon, 2b- 

MoDBBN Pbacticb of the Elec- 
tric Telegraph, by F- L. Pope. 
8vo. 15thed. VanNoatrand,N.Y., 
tl.BO. 

Practical Telegraphist, by W. 
Lynd. Cr. 8vo. 2nd ed. E. Men- 
ken, 3b. dd. 

IUs£ AND Extension of Sub- 
HAROTB Telegraphy, by W. Smith. 
Deaoriptive. Super roy, 8vo. 390 pp. 
Illua. 1891. Virtue, 21a. 

Student's Gitidb to Submaaine 
Oable Teatins, by H. E. C. Fisher 
snd J. 0. H. Darby. Demy 8vo. 



Submarine Cable Tebtino, Stud- 
ents' Guide, by H. K. C. Fisher 
and J. C. H. Darby, 2ad ed. 184 
pp. Illus. 1898. Elirtrician, 6a. 

SuBUASiNB TKLEaaAPHS : Their 
History, Construction and Working, 
by C. Bright. Super roy- 8vo. 744 
pp. 146 Illua. Maps. 36 Plates. 
1898. Luokwood, 63a. 

Sc'BMABiNB Tblborapiiy, by J. 
Bell and S. Wilson. Cr. 8vo. 63 
pp. 39 lUus. 1895. Eti-ctricitji, 
Is, 6d. limp. 

Tblbobaphio Connections : era- 
bracing R«cent Methods ia Quad- 
ruples Telegraphy, by C. Thorn and 
W. H. Jonea. Obi. 8to. 20 PUtes. 
Van Noatrand, N.Y-, 81.50. 

TBLBaBAPHio Signals and Inteb- 
NATiONAL Code Vocabularies, by J. 
Nicolson. 8vo. Whittaker, 3s. 

Tblboraphisis' Guide to tbb 
Neff Examiaation in Technical Tele- 
graphy, by J. Bell. Cr. 8vo. 4th 
ed. 139 pp. 93 Illua. 1898. Een- 
tell. Is. 6d. 

TblegbjUHY, by Sir W. H. Preece 
and Sir J. Sivewright, M.A, Fcp. 
8vo. 15th ed. 442 pp. 267 Illua. 
1901. Longmans, 6a. 

Telborafhy Self-tadgbt, by T. 
A. Ediaon, M.A. Cr. Svo. 1902. 
F, J. Drake it Co., Chicago, SI. 

Tbstino Telbgbaph Cables, by 
Col, V- Hoskioer. Cr. 8vo. 3rd ed. 
Spon, 4a. 6d. 

Telephones. 

A B C OP THB Telephone, by 
J. E. Hnmana, A.M. Demy 8yo. 
352 pp. 269 Illua- 1901. Audel 
Theodore, N.Y., $1. 

American Telephone Practice, 
by K. B. Miller. Large 8vo- 3rd 
ed. 518 pp. 379 Illua. 1901. 
Electrical tvorld, N.Y., »3. 

Bell's SPEA.KiNa Telephone : Its 
Invention, Conatruction, Applica- 
tion and Modification, by G. B. 
Prflacott(TJ.8.A-)- BoyalSvo. 2nd 
ed. 330 lUus. Spon, 25a. 
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Telepboaes, <niJi.mri/. 

Electric Telephose, by E. J, 
Houston and A. E. KenneUy. L3inr>. 
Snded. 413 pp. 143 lllus. 1902. 
SUctrical irurld. ST., *l. 

Haunbto-hlnd Telefhomb : Its 
ODiisIructiom and Fittiug-up, by N. 
HughBs(C.S.A.i. Sij. Itimo. Spon, 

MASriLorRlTBiLTBLKPHONY, by 

J. A. WiDUiaa. 1903. Manual Pub. 
Cu-, Cleveliiiid, U.S.A., W. 

MAKOii. or Tbi*phosy, by Sir 
W. H. PraecH and A, J. Stubba. 
Cr. 8™. 508 pp. lllua. 1893. 
WbitUk«r, 15h. 

PbiCticai. Fbatures of Telb- 
rHosB Work, by A, E. Dobbs 
(U,S.A.>. laipp. 61 Illua. Elec- 
tricitii, 3a. 6d. 

Pkicticu. Tblephose Handbook 
uid Guide to Telephonic Exchange, 
by T. S. Baldwin. Cr. 8vo. lUua. 
F. J. Drake & Ca, Chicago, «1.25. 

pKACnCAlTELBPHONElLutDBOOE, 

by J. Poole. 84. cr. Svo. 2ad od. 
mo pp. 228 lllus. 1895. Whit- 

Pbactical Telbphont, for Stu- 
dents, by J. Bell and S. Wilson. 
Or. 6yo. 2nd ad. 399 pp. 349 
niua. 1899. ElfCtricily, 28. 6d. 

Tblbphokb Uaniibook., by H. L. 
Webb. IBmo. 14(i pp. 128 lllua. 
Van Nostrand, S.Y.. »1. 

Tblepuone LiHBS AND Methods 
of Oonstruoting Theiu Overhead and 
Underground, by W, C. Owen. Cr. 
8vo. 40B pp. 245 niua. 1903. 
Whittaker, 5a. 

Tblkphohb Lings and Their 
PropertiBs, by J. W. Hopkins 
(U.S.A.). Cr.Svo. ethed. ;«7 pp. 
7 lllus. 39 Diagrams. 1901- Long- 
mans, 6s. , 

Tblepbone, Micbophone and the 
Phonograph, by Count) du Monoel. 
12mo, 4th ed. 3(i3 pp. 74 lllua. 
1893. Kegan Paul, 5b- 

Tblbphohe System of ibe 
British Post Otfice, by T. E. Her- 
bert. Cr. 8vo. 3rded. 220 pp. 148 
niun. 1904. Whittaker, 3b. 6d. 

Telbfhon'es : TBEut CoRsnttrc- 
XiOK and Fitting, by F. C. AUsop. 
Or. 8ro. 6th ed. 192 pp. 1900. 
Spon, 3a. 6d. 



Telephone Tboubles and How 
to Find Theiu, for Telephone lo- 
spoctorB, by C. H. Haskina. Eltc- 
tricity. Is. tJd. 

Telbphont : Manual of the J 
Design, Construction and Operation ■ 
of Telephone Exchanges, by A. Y. I 
Abbott 6 vola. 1903. McGraw 1 
Pub. Co., N.Y., S1.60 each. 

The Inspector and the Tbodble 
Man : Defects in Telephone Maiu- 
tenanoe. Eleclricily, ^. 6d. 



EiECTRioAL Enoinebrinq Tbbt- 

o, for Seonnd and Third Year 
Students, by G. D. A. Parr. Demy 
avo. 3nd ed. 483 pp. 218 Illue. 
31 Tables, 1902. Chapinan, 9s. 

Guide to the Practical Elb- 
UKNTS of Electrical Testing, by J. 
Warren, Cr. 8vo. 192 pp. 1902. 
Bentell. 3s. i!d. 

Handbods por Electrical La- 

and Testing Room, by J. 

Fiomiog. Vol. I. Damy 8vo. 

550 pp. 1901, 13s. 6d. Vol. H. 

Demy 8vo. 630 pp. 1903. 148. 

Handbook of Blecxeicaj. Tbbt- 

0, by H. R. Kempe. Deiuy 8vo. 
fith ed. 646 pp. 338 lllua. 1900. 
Spon, 18s. 

Practical Electrical Tbstinu in 
Physios and Electrical Eu^neering, 
for First and Seoond Year Students, 
by G. D. A. Parr. Demy 8vo. 392 

», 331 lUuB. 1901. Longmans. 

1. «d. 

Toy and Model-nuldng;. 

Tot-making, Dtnaiio 
Building and Electric Motor Con- 
struction, for Amateurs, by T. 
O'Conor Sloane (U.S.A.). Or. 8vo. 
7th ed. Spon, 4b. 6d. 

Electrical Instruuent-uakino, 
for Amateurs, by S. R. Bottone. 
Cr. 8vo. 7th ed. 290 pp. 96 lllus. 
1900. Whittaker, 3b. 6d. 

SniPLE Electrical Workino 
Models : How to Make and Use 
Them, by P. MarshaU. Cr. 8vo. 
1902. Dawbarn, Kd. paper. 
Transformers, see AEternating Cur- 



Transmission and Distribution. 

ELKOTRiCiL Distribution : Its 
Theory and PrftoCica. Part I., by 
M. H. Kilgcmt. Part II., by H. 
Swan and C. H. W. Biggs. Whit- 
taker, Ills. 6d. 

Elbctkic Poweb TBANasnssioB, 
by L, BeU (U.S.A.). Royal 8to. 
3rd ed. 642 pp. 2^2 lUus. 31 
Plates. 1902. Whittaker, 16a. 

Electric Tkaksmissioh Hamd- 
BOOK, by F. B. Badt. 18mo. 22 
lllua. 27 Tables. Van Nostrand, 
N.Y., 81. 

Elbctbical TaABamssros of 
Energy, by A. V. Abbott. 8vo. 
2nd ed. lUus. Van Nostrand, 
N.Y., 84.50. 

Blbotrio TBANaMiaSION OF 

Eaei^ »ad ita Trnnsformatioa, 
Subdivision and Distribution, by 
G. Kapp. Cr. 8to. 4th ed. 450 
pp. 166 lUus. mi«. Whittaker, 
IOh. 6d, 

Genbbatior OF TB.AN3>nssioa OF 
Electric Energy at and from Coal 
Pit Centres, by B. H. Thwaite. 8vo. 
1902. 8pon, 2s. fkl. paper. 

Poweb Tbansmiitbd bv Electbi- 
ciTV, including Electric Railway 
Oonstruotion, by P. AtkuisoQ. Cr. 
8vo. Srded. 94Tllus. 1902. Lock- 
wood, 7b. tid. 

(Electric Traction. See above.) 

'Wireless Tele^aphj. 

HiSTOBT OF WlBELESa TeLB- 

GKAPHY, by J, J. Fabia. Cr, 8vo. 
2ud ed. 348 pp. lllua. 1901. 
Blackwood & Sons, 6a. 

SiuNAUJNO Across Space With- 
out Wires, Dr. 0. J. Lodge. Demy 
8vo. 3rdBd, Kltipp. lUus. 1900, 
Eltcirieian, 5s. 

WiRBLEsa Telegraph V ash 
Hert^an Waves, by S. B. Bottone. 
Cr. 8to. 2ttd ed. 150 pp. 37 lUus. 
IflOl. Whittaker. 3a. 

Wireless Tbleqbaphv and 
Telephony, by M. Ernst 8vo. 
Illus. 1903. EleclTicitj/, Is. 

WiRKLEias Tbleiibaphv : lis Obi- 
ois. Development, Apparatus, by C. 
H. Sewall. Demy 8v.i. 238 pp. 
86 nius. 1903. Van Nostriiud, 
N.Y., »2. 



Wireless Telegraphy Populahlv 
Expliiiiied, bv R. Kerr. 12ino. 6th 
ed. 116 pp. ■ 1901. Seeley, Is. 6d. 

Wiring. 

Conduit Wibdjo and Eeectiob 
of Steel Conduits, by L. M. Water- 
hoUBB. Or. 8vo. 80 pp. Illus. 1901. 
Renten, Is. 

Elbctbic Lioht Cables abh the 
Distribution of Electricity, by S. A. 
RusseU. Cr. Svo. 2nd ed. 404 
pp. 110 Illus. 1901. Whittaker, 
10s. 6d. 

Blbctbiciah Wirbiian'b Pocket- 
book, edited by F. C. Raphael 
1901. Eleclrician, Sn. 

ELECTMC WlBlNO AND FiTTINO, 

by C. V. DryadalB. Obi. or. 8vo. 

1901. R. J. Bush, 38. 
Elbctbic Wieinu, Fitiihos, 

Switches and Lamps, by W. P. May- 
cock. Cr. 8vo. 3rd ed. 400 pp. 
360 Illus. 1902. Whittaker, 6a. 
■ Elbctbic Wibikci, for Architects, 
Underwriters and Owners, by R. 
Robb (C.S.A.). 4to, 183pp. 76 
Ilhis. 1890. MacmilUn, 10a. 

Elbctbic Wibino, for Students, 
by W. C. Clinton, B.Sc. Fcp. 8vo, 

1902. J. Murray, Is. (id. 
Elecibic Wibiso Tablbs, by W. 

P. Mayoook. 32mo. 2nd ed. 150 
pp. 1903. Whittaker, 38. 6d. 

How to Wibe Builuinos, by A, 
Noll (U.S.A.). DemySvo. 7th ed. 
162 pp. 1900. EleclricHn, 6a. 6d. 

lufCANDESCEiiT Wiring Hash- 
book, by F. B. Badt. 18mo. 5th ed. 
36 lUua. Van Nostrand, N.Y., «. 

LoCALiaATtON OF FAULTS IN 

Eleotric Light Mains, by F. C. 
Raphael. 8vo. 2nd ed. 220 pp. 

1903. Eln-lrhiai: 78. 6d. 

PbACTICAL (JUIDE TO THE TeSTISO 

of Insulated Wires and Cablea, by 
H. L. Webb. 12nio. lllua. Van 
Nostrand, N.Y., $1, 

Standard Wibino fob Electric 
Light and Power, by H. C. Cashing, 
jun. (U.S.A,). 12mo. 134 pp. 
Illus. 1901. Electricity, 4s. 6d. 

Universal Wiring Comfutbe, 
by C. Herring. 44 pp. 4 Charts. 
Elfdrk-al irortd, N.V.. 81. 

(Elections. .See section 56.) 



AsiEBiCjiN Star Speaker and 
Model Elocutionist, ed. by C: W. 
Brown. Demy 8vo. Illua. 1902. 
Henneberry Co., Chicngu, Sl,60. 

Art op Brbatbing as ihe Basib 
of Tone Production. Cr. 8vo, 288 
pp. 1903. Curwen, 4s. 

Art of Readino aso SPEAxiini, 
by Rev. J. Fleming, B.D. Cr. 8vo. 
6th ed. S60pp. E. Arnold, ;?i». 6d. 

El-EMEKTa OF ELfJClTlOS iSD COR- 
RECT IteiidinK, by Rev. C. Richsou, 
M.A. Fop. 8vo. 2ud ed. 170 pp. 
T. Lfturio, Is. 6d. 

EISSEMTIALB OF Elocutios, by A. 

Ayres. 16mo. 174 pp. Fui^ & 
WaguivU, 3a. 

laBRciSES um OsaERVATioNa oK 

the Cultivfitioa of the Voice, by R. 
Asprft. Novello, 2» 6<1. 

Exercises ih Voicb Produciion 
Mid EuuuciatiuD, by R. Dunstan. 
Cr. Svo. 2nd ed. 68 pp. 1899. 
Ourwea, Is, Bd. 

HEAtTH, SfMCHaNdSoSo. Guide 
lo Voice Produotion, by J. Bell- 
Ranske. OainySvo. 160pp. Plntes. 
1902. Siinnenschein, 4s. M. 

Ki^ug's Collboe liBCTimBs on 
Elocution, byC. J. Pluniptre. Demy 
8vo. lith ed. 488 pp. 1896. Kegan 
Paul, 15fl, 

Mani-ai. uir ELocrmuN, by J. 
Forayth. Cr. 8vo. 320 pp. 1903. 
Dent, 2a, 

Popular Elocutionist asd Re- 
citer, with hinta, by J. E. Carpenter. 
8vo. 640 pp. 1902. Wame, Sh. 6d. 

Practical Elements of Elocd- 
TION, byH. J. Fulton(U'S.A.). Cr. 
8vo. ,Srded. 464 pp. 1898. Ginn, 
6b. 6d. 

Pracxical GrrDK to Abtiotjla- 
Tlon for Singing and Speaking, by 
J. Clarkaon. Cr. 8vo. 40 pp. 1903. 
J. Heywood, Is. 

Practical Lip-rbawko, for Use 
of Deaf, by E. F. Boultbee. Cr. 
8yo. 120 pp. 1902. Upcott Gill, 28. 

Pbiuer of Elocution in Recita- 
no» and Song, by F. Harriaon, 
M.A, 12mo. 92 pp. Curwen, Is. 6d. 



pRIKCIPLEa OF ELOCUTIOTr, b^ A- 

M. BeU (U.S.A.). 12mo. 7th ed. 
240 pp. Kegan Paul, 7s. 6d. 

Speaking Voice : Its Develop- 
ment and Preservation, by Mrs. E. 
Behnke. Cr. 8vo. 5th ed. 270 pp. 
Illus. Curwen, 4a. 6d. 

Text-book on the Natural Usb 
of the Voice, by G. B. Thorp and 
W. NiohoU. Cr. 8vo. 4th ed. 140 
pp. 1899. E. Arnold, 2s. 6d. 

Voice Bpildiku abd Tone Plac- 
IBO, by H. H. Curtis. Cr. 8vo. 228 
pp. 1901. H. Eimpton, 7s. 6d. 

Voice Cultubb and Elocotiom, 
by W. T. Roas, 12mo. Baker & 
Taylor Co., N.Y., 11.25. 

Voice, Speech and Gesture. 
Practical Handbook to the Elocu- 
tionary Art, ed. by R- D. Blaokman. 
Demy 8vo. 1132 pp. 1900. C. W. 
Deacc)n & Co., 5s, 
(Singing, Hee Music, section 46.) 



Art of Cosstructino Obliquk 
Arches with Spiral Courses, by 
W. Donaldson, M.A. 8vo. Plates. 
Spon, 4h. 

ConstrvctionofObliqdx AacHKs, 
by J. Hart. Imp. 8vo. Srded. Lock- 
wuod, 88. 

Segmental and Ellifiical Ob- 
LitjuE or Skew Arches, by G. J. Bell. 
Boy. 8vo. 125 pp. 17 Plates. 7 
Illus. 1896. Spon, 21a. 

SiBAiNB on Braced Iron Archesi 
and Arched Iron Bridges, by A. S. 
Heaford. Large cr. 8vo. 39 pp, 7 
Plates. 7 Illus. 1883. Spon, 6s. 

Theory of Solid and Braced 
Elastic Archea Applied to Arch 
Bridges and Roofs in Iron, Wood, 
Concrete, etc., by W. Cain (U.8.A,). 
ISmo. 172 pp. Rlus. Spon, 2b. 

Theory of Voussoir Arches 
Applied to Stone Bridges, Tunnels, 
etc., by W. Cain (U.S.A.). ISmo. 
201 pp. 2nd ed. Spon, 2s. 
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Trbatisb on Arches, for En- 
gineers and Studsnta, by M. A. 
Howe(U.S.A.). 8vo. TSlllm. 1897. 

Tbeatisb OS THE ViBiova Eleu- 
ES1S of Stability in the Well-pro- 
portioned Arch, by D. V. Wocwlbuty. 
8to. Vutt Nostrand, N.Y., H- 

Trusses ahd Arches, by 0. E. 
Greene [U.S.A.). 3 vols. Vol. I. 
Roof Tnissea. Nev ed. Svo. 6a. 
6d. Vol. II, Bridge Trusses. Single, 
Continuous and Draw Spans. Demy 
8vo. 4th ed. 189 pp. 10 Plates, 
10s. Sd. Vol. m, Archus in Wood, 
Iron and Stone, for Roofs, Bridges 
and Wall Opeiiinga, Demy 8vo. 3rd 
ed, 190 pp. 8 Plates, 10s. 6d, 
Chapmnn, 



Architectural Engineering;. 

Abchitecicrai. Emoinbebiko, 
with Reference to High BuOding 
Construction, by J. K, Freitag 
(U.S.A.). RoyalSvo. 239pp. 120 
lUus. 1895. Chapman, 10s. Gd, 

AsiCHiTECiUKAi. Ikon asd Steel, 
nnd its Application in the Construc- 
tion of Buildings, by W, H. Birkmere 
(U.S.A.). Demy8vo. arded. 201 
pp. Illus, Chapman, 15s. 

Abchitectural WKotriiHT 1boi«, 
Ancient nnd Modern, by W, W, 
Kent. 4to. 36 plfltew. SO lUus. 
CoinHtook, N.y., «2. 

Compound Rivbteb GnvriBRS as 
Applied in Buildings, by W. H. 
Birkmere (U.S. A). Demy 8vo. 
ISflS. Cbapnmn, 8s. 6d. 

EmiDiEEB OR Architect as Ar- 
bitrator between Employer and 
Contractor, by C. G. Gregory. Deniy 
8vo. 1901. Clowes, 12b, 6d. 

Engikeeriko asd Abchitectubai. 
Jurisprudence, Law of Construction, 
byJ.C. Wait, LL.B. (U.S.A.), Svo. 
1897- Chapman, 25s. 

Metallic STRtTCTUBBS : Corrosion 
and Fouling, and their Prevention ; 
Safety of Works in Iron and Steel 
and of Ships, by J. Newman. Cr. 
8to. 374 pp. 1896. Spon, 9s. 

ro Cokhtroc- 



iios, by J. C. Shields. 12mo. Van 
Noatrand, N.¥,, 8L60. 

PRAcncAL Desiosdto of Struc- 
tural Ironwork, by H. Adama. 
Large er. Svo. 194 pp. 14 Plates. 
1894, Spun, 88. 6d. 

Skelbtok Coshtructiom in 
Buildings, by W. H, Birkmere 
(U.S.A.). DemySvo. 2uded. 237 
pp. 114 niuB. 1894. Chapman, 
12s. fid. 

Strbkoth anb Calcuiations of 
Dimensions of Iron and Steel Con> 
struction, by J. J. Wey branch. 
12mo. Van Nostrand, N.Y., 81. 

STRUcntRAL Iron and Steel, by 
W. N. Twelvetrees. Cr. 8vo. 280 
pp. 234 lUua. 1900. Whittaker, 

78. 

(Arches. See above, ) 
(Building Construction, Roofing, 



Bell-hanging. 
Bell-hancibr's Handbook, by F. 



(Electric Sells. 
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Bicycles. 

Bicycles a^d Tricvcles : Ele- 
mentary Treatise on their Design 
and Construction, by A. Sharp, 
B.Sc, Or, 8vo. 536 pp. 5(i5 Illus. 

1896. Longmans, 15s. 

Bicycle Rbpaibiko, by S. D. V. 
Burr. Med. 8vo. 4th ed. 208 pp. 
205 Illus, 1898, D. Williams Co., 
N.Y,, 81. 

Cycle Builwno and Rgpairino,. 
ed. by P. N, Hasluck. Cr. 8vo. 
142 Illus. 1900. CasseU, Is. 

Moubrs Cyclbs : Their Construc- 
tion and Repair, by A. J. Wallia- 
Tayler. Cr. 8vo. 340 pp. 312 Illus. 

1897, Lockwood, 10a. fti 
MoPEBK Safety Bicycle, by H. 

A. Garratt, Sci- or. 8vc. 230 pp. 
104 Illus, 1899. Whittaker, fe. 

Blacksmithing, Horse-shoeing and 
Wrought Ironwork. 
Am OF Horse -RHOBiNo, by W. 
Hunting. 8to. 100 Illus. W. R. 
Jenkins, N.Y., «L 




Blaclcsmithing, etc., njiitiiuial. 

Best Irokwobk, ed. by P. N, 
Hnsluok. Poat 8vo, IfiO pp. 2ti9 
Blus. 1902. Caasell, la. 

Bsirr Iromwobk, for AmateuTB, 
by F. J. Erekina- Cr. 8to. 54 pp. 
27 Illus. Upcott Gill, Is. pHiwr. 

Dbcoraute WitoroHT Ironwork 
of the 17th and 18th centuries, by 
D. J, BbbettB. Foliu. Iti Plates. 
Bntaford, 12s. lid. 

Hasdsook of Art SMirHiBo, 
trans, ffiiiii F. S. Meyer. Demy 
8vo. 207 pp. 214 Illua. 189«. 
BatHford, 6a. 

Haniibook of HoHBE-aaoEMO, by 
J. A. W. Dollar, M.R.CV.S. Svo. 
443 pp. 406 nius. W. R. Jenldus, 
N.Y., 84.75. 

Modern Blacks uitheko, Ba- 
tional Horse-sboeing and Wagon- 
taakingi by J. G. Holmatrom, Illus. 
Hsnneberry Co., Chicago, 31. 

Prachcai Blackhhuhing, by M- 
T. KichardBou (U.S.A.). 4 vols. 
Cr. 8vo. Vol. I. 221 pp. 210 lUus. 
1901. Vol. n. 169 pp. 230 Illus. 
1900. ChiseU, Drills, Bolts, etc. 
Vol. III. 304 pp. 390 IHus. 1900. 
Tools, Wrenches, Welding, Forging 
Iron, etc. Vol. IV. 276 pp. 22B 
m. 1900. Tires, Ailes, Tempering 
Tables, etc. Kegan Paul, 5s. each. 

Practical Hobse-shoeb, by M- 
T, Kiehardson (U.S.A.). Cr. 8vo. 
283 pp. 174mus. 1897. Paul, 58. 

SciBHTinc HoBaB-aHOEnja, by W. 
Buasell. 8vo. 5th ud, B. Clarke 
Co., Cincinaati, 84. 

Boilera. 

B011.BB- makers' Ajfii Iron Ship- 
BiriLDEKs' Coui]>anion Tables, by J. 
Foden. Fcp. 8vo. 4th ed. Spun, 5s. 

BoitER -maker's AaaiHTAST, by S. 
Nicholls. 310 pp. 65 Illns, 104 
Tables. J. S. Ogilvie Pub, Co., 
N.Y., 82.50. 

Boilbr-makbr's RbasyRecsoker 
and Assistant, by J. Courtney. Fcp. 
8vo. 3rd ed. 480 pp. 140 Illus. 
Lockvrood, Ts. 

BolLER-MAKIHO POB BOILBR- 

«, by W. H. Ford .(U.S.A.). 
18mo. Srded. 233 pp. 134 lUns. 
1893. Chapman, 4s. 6d. 



Boiler Tests : Results of 137 
EvapfirHtive Testa, by G. H. Barrus- 
8to. Van Nostrand, N.Y., 83. 

Boilers, IVLaruje asii LAIfD : 
Their Construction and Strength, 
by T. W. Traill. Cr. 8vo. 3rd ed. 
584 pp. 1896. Griffin, 12a. 6d. 

Care add MANAOENEirr of the 
Steam Boiler, by S. Roper. D. 
McKay, PhUadelphia, t2. 

BXPEBIMBBTS ON SxBAM BoilEM, 

bj- B. Donkin and A. B. W. 
Kennedy, LL.D. Cr. 4to. Illua. 
1897. Engiv^ering, 12b. 

HaNOBOOB of MVUIME AND 

BoUet Trials, by R. H. Thurston 
(CS.A.). RoyalSvo. 5th ed. 696 
pp. 134mus. 1903. Chapman, 21s. 
Heat Efficibncy of Steah 
Boilers, by Bryan Donkin- Small 
149 Illua. Plates. 



312 pp. 
Griffin, 




Prbsbdbe Steam Boilbbs, 
by W. M. Barr (U.S.A.). Cr. 8vo. 
486 pp. 203 Illus. 98 Tables. 
Bowen-Merrill Co., Indianapolis, 83. 

How TO Res Ekcjisbb and 
Boilera, by E. P. Watson (U.S.A.). 
Sq. IBmo. 5th ed. Spon, Ss. 6d, 

Kitchen Boiler CoNNBCTioNa. 
Med. 8vc. 5th ed. 194 pp. 113 
Illus, D. WiUiams Co., N.Y., 81. 

KrcCHEN Boiler Explobioiri, by 
R. D. Munro. Cr. 8vo. 50 pp. 8 
Diagrams. 1 Coloured Plate, 1895. 
Griffin, 3b. 

Masual of Steam Boileks : 
Their Designs, Construction and 
Operation, by R. H. Thurston. 
(U.S.A.). 8vo, Sthed, 244mu8. 
Chapman, 21a. 

Marine Boilgb MiNAGBiiENT amd 
Construction, by C. E. Stromeyer. , 
Royal 8vo. 2nd ed. 404 pp. 452 
Illus. 1901. Longmans, I2s, 

Makinb Boilbbs : Their Con- 
struction and Working, by L. E. 
' Bertin, trans, by L. S. Robertson. 
8vo. 4;i7 pp. 250 lUus. Van 
Nostrand, N.Y., 87.50. 

Notes os Boilbb Testwo, by F. 
Grover. Cr. 8vo. 42 pp. 8 Illua. 
1900. Technical Pub. Co.. Man- 
cheater, Is. paper. 

Platino Asn Boiler- ma kino, by 
J. G. Horner. Cr. 8vo. 364 pp. 
338 illua, 1896. Lockwood, Ts. «d. 
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PoCKEI-BOOK FOR BoiLGR-ilAKERS 

and St*Hm Users, by M. J. Sexton. 
Royal 32mo. 4th ed. Spon, as. 

PsACTicAi. Physics of tbb 
Modern Steam Boiler, by F. J. 
Rowan, Demy 8vo. <i46 pp. 314 
Illus. 1903. P. S. King, Sis. 

Practical Tbkatbb os High 
PreBsure Steam Boilers, by W. M. 
Bare. 8vo, 45*J pp. 204 Illus. 
Baird, Philadelphia, ?3. 

Spbcificatios poe a Lancashirb 
Bon^R and BoOer Seating. 8vo. 
1903. Technical Pub. Co., Man- 
chester, on. limp. 

Steam Boii^r CoEraiRucnon, by 
W. S. Button. Med. 8vo. 3rdBd. 
lUus, 1898. Lock- 



96 pp. 

rood, 18i 



126 



2nd 



I 



SxBAH Boiler Econostv, by 
Kent (U.S.A.). 8vo. 458 pp. 
Illua. 1901. Chapman, If.s. 

SxEAU Boiler Exflusions 
Theory and in Practice, by R. H. 
Thurston (Q.S.A.). Cr. 8vo. 2e ' 
ed. 173 pp. 63 Illua. Chapmai 



Steam Boiler Practice : Its 
Relation Ui Fuels and their Com- 
bustion and Economic Results ( )b- 
tained, by W. B. Snow (U.S.A.). 
Royal 8to. 297 pp. 24 Illua. 1899. 
Chapman, 12s. 6d. 

Steam Boilbrs, for Students and 
Workmen, by G. Halliday. 
8vo. 392 pp. 190IUua. 1897. 
Arnold, 5h. 

Stkam BoiLBRa, by 0. H. Pea- 
body and E. F. Miller (U.S.A.). 
DemySvo. 380 pp. SPktea. 1897. 
Chapman, 17 s. 

SiBAH Boilers : Their Manaob- 
UBNT and Working on Laud and 
Sea, by J. Peattie. Or. 8vo, 4th 
ed. 330 pp. 34 Illus. Spon, 5a. 

1 Steam BoiLEBa : Their Defbcis, 
Management and Construction, by 
RD.Mimro. Cr. 8yo. 4th ed. 157 
pp. oOIUua. 1908. Griffin, 4s. 6d. 
Stbam Boilers : Their Design, 
Construction and Management, by 
W. H. Shook. 4to. \'an Nostrand, 
N.Y., 815. 
Steah Boilers : Their Theory 
and Design, by fl. de B. ParKons. 
375 pp. Demy 8vo. 156 Illus. 
1903. Longmans, 10s. 6d. 



Thborbhcai, asd Practical 
Boilor-niaker, by 8. Nicholls 
(U.S.A,1. Cr. 8vo. 267 pp. Illua. 
16 Plates. 1900. Paul, lOs. M. 

Treatise oh Steam Boilbrs ; 
Strength, Construction and Work- 
ing, by R. Wilson. 12mo. 5th ed. 
328 pp. 22111. 1879. Lockwood, 6a. 

Treatise on the Working and 
Management of Steam Boilers and 
Engines, by F, Colyer. Cr. 8vo. 
2nd ed. Spon, 3s. fid. 

Use asi> Arose of the Steam 
Boiler, by S. Roper. D, McKay, 
Philadelphia, »2. 

Water Tube Boilers, by L. S. 
Robertson. 8vo, 226 pji. 170 Illus. 
1901. Murray, Ss. 

Water Tube Boilers : Report on 
Trials ot H.M. S. HyacMli, Mhierva 
a,nd Sajoiu'ii. Illua. Eyre & Spottis- 
woode, 5s. 6d. 

WoKKiNu OF Steam Boilbbs, by 
E. G. Killer. Demy 8vo. 98 pp. 
Illus. Ifliri. Taylor & Co., Ltd., 
Manchester, la. 



Bridges. 

Briooe abb Tunnel Cenibbb, 
by G. E. McMaaters (U.S.A.). 
18mo. 106 pp. Illus. Spon, 2s. 

Bridge TROsaBH: Single, Con- 
tinuous and Draw Spans, by C. E. 
Greene (U.S.A.). Svo. Chapman, 
10a. 6d. 

Oable-makino for Subpbnhion 
Bridges, by W. HOdenbrand 
(U.S.A.). 16mo. 121pp. 47 Illua. 
Spon, 2s. 

Cast anb Wroouhi-irob Bridge 
Construction, by W. Humber. Imp. 
4to. 3rd ed. 2 yoIh. 115 Plates. 
Lockwood, £6 16s. 6d. 

Db Postibtjb : Pocrei-boob. for 
Bridge Engineers, by J. A. L. 
Wsddell(U.S.A.). 12mo. 403 pp. 
10 Plates. 1888. Chapman, 12s. 6d. 

Designino op Draw Spans, by 
C. H. Wright (U.S.A.). Demy 8vo. 
90 pp. 76 lU. 1897. Chapman, ISs. 

Design of Stboctubeh : Building 
of Bridges, Eoofs, etc., by S. Aaglin. 
Cr. 8vo. 3rd ed. 536 p]*. 1903. 
Griffin, 16s. 



Bridges, eoniitiit^. 

EcosoMics or CitSHTBccnoM ne 
Belmtton tu Fnined Structiu«e, hy 
R. H. BoT. 8ro. tim Dia^mns. 
16 Pistes. Spon, 5s 

EUWgVTARY ASH PBACnCiL 

Treatise on Bridge Building, by S. 
Whipple. Demj 8vo. 2nd ed. 352 
pp. To nitis- 1873. Van Xoetr&nd, 
S.Y.. «3. 

Et.EiiEaTAB.r Thbobt asu Cal- 
CL1.ADOK of Iron Bridges and Roofs, 
trans, from A. Ricter. laige cr. 
8to. 395 pp. 502 Illus. 1879. 
Spon, 156. 

E^BAY ON ObUQUE BbIDOES, fay I 

W. H. Barlow. Royal 8vo. 4th : 
ed. 13 Plates. Lockwood, 12s. ' 

FoBiH Bridge, by W. West- ' 
hopeu. Royal 4to. 72 pp. 1890. 
Engineeriii/i, 5a. 

Graphical Mbthud fob Swmo ' 
Bridges, by B. F. lit Rue (U.S.A.). 
ISma 104 pp. 4 Folding Plates, i 
Spon. 2s. I 

Ibom AtiD Steel Bbidoes asdI 
Viailucts : Their Constniction, for 
Students, by F. Campin. 12mo. 
280 pp. 110 niua. 1898. Lock- 
wood, 3s. 6d. 

Loso AHii Short Spas Railway 
Bridges, J. A. Roebling. Folio. 
Illus. VanNostrand, N.T., 826. 

Maximum Stresses in Framed 
Bridges, by W. Cuia (U.S.A.). 
ISnio. 192 pp. Spon, 2a. 

Mhohasicb of ihb Girder ; 
Treatise on Bridges and Roofs, by 
J. D. Crohor6{U.8.A.). Demy8vo. 
100 lUuH. Chapman, 21s. 

Notes on Cylihdbrs, Bridqb 
Piers, and the Well System of 
Poundationa, by J. Newman. Large 
<!r, 8vo. 136 pp. 1893. Spon, 6s. 

Obliijiib Railway Bridges ik 
Stone and Brick, by F. Campiii. 
Cr. 8vo. 48 pp. \ 17 Illus. 1901. 
Railifny Engineer, 'Sa. 

OpBsmo Bridges, by G. Wilson, 
M.8c. Demj8¥o. 60 pp. 19 lUua, 
1896. Technical Pub. Co,, Man-i 
cheater, 2s. paper. 

Practicai. Treatise 'on Bkiboe 
CoDHtruction, by T. C. Fidler. ! 
Ki.yiil 8\o. Ulrd ed. 455 pp. 238 
Illiin. 13 Litho -Plates. 1901. '. 



Practical Tbbatihe os the 

Construction of Iron Highway 
Bridges, for Town Committees, by 
A. P. Boiler (U.S.A.). 8vo. 4th ed. 
Chapman, 8s. 6d, 

PROPoBtiosa OF Pnra Ubbd in 
Briifges, by C. Bender (U.S.A.). 
18mo. 2nd ed. 68 pp. Spon, 2a. 

Skelbtox Structures, Applied 
to Building of Steel and Iron 
Bridges. 8vo. Elus. Van Nostrand, 
N.Y., M.50. 

Specifications tor Steel 
Bridges, by J. A. L. Waddell 
(U.S.A.). Cr. 8ro. 188 pp. 1901. 
Chapman, 5s- Od. 

Strength of Wbouoht-ibok 
Bridge Members, General Theory 
of Beams, Practical Formulw for 
Beams, Struts, Columns, etc., by S. 
W. Robinson (U.S.A.). 18mo. 
Spon, 28. 

Text-book os Rooeb and 
Bridges, by Prof. M. Merriman and 
H.S. Jacoby(U.S.A.). 4vol8. 8ro. 
Vol. I. Stresses in Simple Trasses. 
4th ed. 124 pp. 10s. 6d. VoL II. 
Graphic Statics. 8vo. Srded. 124 
pp. opiates. 18iM. IOh. 6d, VoL 

III. Bridye Design. 8vo. 2nd ed. 
425 pp. 18 Plates. 10a. 6d. Vol. 

IV. Cantilever, Draw, Suspension 
and Arch Bridges. 8vo, 276 pp. 
136 Dlus. 1898. lOs. 6d. Chap- 

TowEH Brisoe : Its History and 
Coiistmotion, J. E, Tuit. Demy 
4to. Kngmf-er, 5a. 

Treatise on Bracing, with its 
^plication to Bridges, etc., by B. 
H. Bow. Svo. 156 lUns. Van 
Voatrand, N.Y., *1.50. 

Treatise on Roofs and Bridges, 
by E. A. Bowser. 12mo. 202 pp. 
niiia. 1898. VanNostrand, N.Y., 
82,25. 

Tbbatihe on the Strength of 
Bridges and Rtiofa, by S. H. ShrevB. 
Demy 8vo, 4th ed. 350 pp, 89 
Dlua. Van Nostrand, N.Y., »3,50, 

Treatise ok the Thboby of 
Constniction of Bridges and Roo£a, 
by Profosaor de V, Wood (U,8.A.). 
8vo, 6th ed. Chapiuan, 8a. 6d. 

(Arches. See above.) 
(Strains and Stresses. See belUw.) 
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CbJcuIus, Log:aTithiiis. 

CiLCifLOa roR EsciiSEEKS, by J. 
Perry, D.Sc. Cr. 8yo. 4tli ed. 382 
pp. 106 Ulua. 189T. E. Arnold, 
7a, 6d. 

0ai.cci.u8 ron Esuiseebs ash 
Phyaieista, by Professor R, H. 
Smith. Or. 8ro. 176 pp- Diagramt 
and Plats. 189T. Griftiii, 88. 6d. 

ELEMENiABr Treatise on thi 
Calculus, for Engmearing Students, 
by J. Grahaiu, B.A. Cr. 8vo. 2nd 
«d, 276 pp. 1900. Spon, 7s. 6d. 

Elbwemts op thb Diffebbntiai, 
and. Integral Caloulua, by W, S. 
Hall. 8vo. Illus. Van Noatrand, 
N.Y., *2.25. 

Pbacmcal TaiooNOMEraY, for 
Bngiaears, etc., by H. Aiiama. Cr. 
8vo. 60 pp. 1896. Whittsker, 2a. 6d. 

SeoKT LooAamiMic and Other 
Tshies, by W. C. Unwiu. Small 
4to, 4th ed. Spon, 3a. 

Cbaius, Cables. 

Chain Cablbs asd Chaiss, Sizes 
and Curves of Links, by T. W. Traill. 
Foho, 1885. Lockwood, 42a. 
Chemistry of Engineering. 

Chbmistrt of EsonoiBBiso, 
Building and Metallurgy, by B. 
Bluuut and A. (J. Bloxam. Large 
cr. 8vo. 244 pp. 35 lUus. 1900. 
Griffin, lOs. 6d. 

Ckbshstrt op Mitbriais of 
EQjfineeiing, by A. Hujuboldt 
Sexton. Cr. Sto. 331pp. 34 Illus. 
1900. Technical Pub. Co., Man- 
chester, 5s. 

B»aiNBHRlUO CaEHIBTBY, by H. 

J. Phillips. Cr. 8vo. 3rd ed. 422 
pp. 1902. Lookwood, lOa. 6d. 

ENaoiBBBmo CHEMjaTBv, by T. 
B. Stillmann. 2nd ed. 503 pp. 
132 lUufl. 1901. Chemical Pub. 
Co., Easton, Pa., $4.50. 

HaHUBOOK of EtrOINBBRlKO La- 

BOKATDRY Practice, by B. A. Smart 
'•{U.S.A.). Cr. 8to. 1898. Chap- 
man, 10s. 6d. 

Civil Eagineering. 

Am Boor io Esoinebrino 
k Eoterpriac, by E. Matheson. Demy 
I 8vo. 3rd ed. 916 pp. 346 Illus. 
1 1898. Span, 24s. I 



Civil E^oisebbibo as Applied 
in Construction, by L. F. Veruon- 
Harcourt, M.A. Royal 8vo. 640 
pp. 368 Illus. 1902. Longmans, 148. 

Civn, BNGINBHR'fi PoOKBI-BOOK, 

byJ. C. Trsutwiae{U.8.A.). 12mo. 
18th ed. 865 pp. 1904. Chap- 

OossTRUOTioN OF Lahub Tphsel 
Shafta, by J. H. W. Buck. 8vo. 
Plates. Lockwood, 12a. 

Earthwork MBHacTRAiros on 
the BiUiis of the Prismoidal Formula;, 
by 0. R. Howard. 8vo. Illua. Van 
Noatrand, N.Y., $L50. 

Earthwork Slips anb Sub- 
aiBENCBS upon Public Works ; Their 
CauHes, Pravention and Reparation, 
by J. Newman. Cr. 8yo. 233 pp. 
1890. Spon, 7s. 6d. 

Eaeihwobk Tables, by J. Broad- 
bent and F. Caiiipin. Cr. Svo. 
liockwood, OS. 

Eabv Rules for thb Meabure- 

SNT of Earthworks, by E. Morris. 

■o. 189 pp. Baird.Phila.,n.50. 

EsoiKBBE's FiKLD Book, by C. 
CrusB. Gl, 8yo. 4th ed. 166 

). Van Noatrand, N.Y., 81. 

Enoinbbbino Gboloqy, by W. H. 
Panning. Cr. 8to. 164 pp. 7 Illus. 
" Plates. 1880. Bailliere, 33. 6d. 

FiBLn Book fob Civil Enodjkbbs, 
by D. Carbart (U.S.A.). Cr. 8to. 
282 pp. Ginn, 8s. 6d. 

" BLD EkCUNEBR : SUBVET, LocA- 

aad Truok-work of Railroads, 
by W. F. Shunk. l2mo. 13th ed. 
Van Noatrand, N.T., 82.50. 

Field Ebuinbbrin'o ; Theory asd 
Practice of Railway Surveying, 
Location and Construction, by W. 
H. Searles (U.S.A.). 12mo. 16th 
ed. 500 pp. 1895. Clmpman, 
12s. 6d. 

Field MjjfUAL fob Ekoihebbs, 
byP. H. Philbriok(U.S.A,). 16mo. 
401 pp. 152 Illus. 1901. Chap- 

an, 128. 6d- 

Handy Gbhebal Earth s'ork 
Tables, by J. H, W. Buck. 4to. 
Sheet. 1896. Lockwood, 3b. 6d. 

LaHD AMD ENOINEBBINti SUB- 

lYisa, for Students, by T. Baker, 
revised by F. E. Dison. 12iin). 
18th ed. 250 pp. 19O0. Lock- 
wood, 2a. 
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Civil Ensineering. 

Law BuLATiSLi to Civil 
Engineers .ind Contractors, by L. L. 
Muaasey anO J. A. Strahiui. Demy 
6vu. 2nd «d. 362 itp. 1897. 
glevens & Bons, 12b. 6d. 

Haxfal or CiTiL Ekohkbbing, 
by W. J, M. Rankine. Cr. 8vo. 
22nd ed. 820 pp. SOOnius. 1904. 
Grinin, IflH. 

SlwtfAL OF Eabthh"ork, by A. J. 
Grahnm. ISnio. 2ad ed. Lock- 
wood, 2s. 6d. 

Method of Calctutibg Cubic 
Contents of Excavations and Eiii- 
Innkmente, by Aid of Diagrams. aDd 
Estimating Cost of Earthwork, by J. 
C. Trautwine (U.S.A.). 8vo. 9th 
ed. Chapman, 8b. dd. 

Notes on IssTRrMENis Bebt 
Suited for Engineering Field Work 
in India and the Cok.niefl, by W. G. 
Bligh. 8vo. Spon, 7b. 6d. 

PsiCTJCAL Tl!B»BUJNB, bj F. W. 

Sinims. Imp. 8vo. 4th ed. 648 pp. 
36 Plates. 18U6. Lockwood, 40b. 

Principles Ann Pbacxice or 
Embanking Lands from River 
FloudH, by W. Henaon. 8vo. Van 
Nostrnnd, N.T., S2. 

pRrsciPLBH OF Civil Enoinber- 
INU aa Applied to Agriculture and 
Estate Management, by A. Bngot, 
Cr. 8vo. Kegan Paul, 78. 6d. 

PROBLEna IN Use of E!ngenrer- 
INti Instruments, by W. L. Webb 

(U.S.A.). 16nio. " ■ ' 

Chapinan, 5s. 6d. 

Kbtainiso Waixs fob Earth, 
by M. A. Howe (IIS-A.). 12mo. 
3rd ed. 132 pp. 48 Ulus. 1896. 
Chapman, Gb, 6d. 

RUDIHENTH OF ClVn. E»OINEER- 

INu, by H. Law. 16mo. Tth ed. 
650 pp. Illus. Lockwood, 7s. 6d. 

Steam Shovel ash Steam 
Shovel Work, by E. A. Hermann. 
Super royal 8vo. 60 pp. 98 Illus. 
Enghi^i:rina Newg, N, Y,, 81. 

Treaubs on Civil EKOiyBBRiNO, 
by D. H. Mahan. revised by Prof. 
deV. Wood(U.8,A.). 8vo. Chap- 
man, 21e. 

Treatise on Civil Enoinbbbing, 
by W. M. Patton (U.S.A.). Demy 
8vo. 2nded. 1653 pp. 468 lUus. 
ChajiniaD, 31s. 6d. 




Ti-sNBLUNCi. by C. Prelini and C. 

Hill Roval 8vo. 2nd ed. 131 

pp. 150 Illus. 1902. Lockwood, 

16s. 

Dams, Docks, Harbours. Rec- 
tiiin 16. Railways Section 57. 
Canals. Section 58. Roads. 
Secti'iQ 5tf. Surveying:. Sec- 
t!.m 64.^ 

CoHMEBCLU. MASAQBireNT OF 

Engineering Works, by F. G. 
Burton. Demy 8vo. 310 pp. 1899. 
Scientific Pub. Co., Manchester,. 
12s. 6d. 

COMFLETE COST-KBEPEB, by H. L. 

Arnold {U.S.A./. Demy 8vo. 408 
pp. Illus. 1900. Eii'iinnenng 
Mauazine, 20s. 

Cost of Mjnttfactures ani> 
Adwiniatration of Workshops, by 
H. Metcalfe 'U.S.A.). Demy 8vo. 
3rd ed. 322 pp. Chapman, 21s. 

Costs Accounts of as Enginbbk- 
and Ironfounder, paper read by J. 
W. Best, F.C.H. Demy 8vo. UO' 
pp. I90L Gee & Co., 2b, 6d. 

Enginbbriko Contracto ajiir 
SpeoificationB : Law of Contracts, by 
J. B. Johnson. Med. 8vo. 2iid ed. 
pp. EiiiiineTlng Nevs, N.Y., 

ta 

Ehoineerino ElsTiMAiEs and Oost- 
Accountb, by F. G. Burton. Cr. 8vo. 
2nded. 136 jjp. 1900. Technical 
Pub. Co., Msnchester, 3s. 

Engenebbinc EsxituTBB, Costs 
and Accounts, by a General 
Manager. Large cr. 8vo. 2ud ed. 
256 pp. 18S6. Lockwood, 12s. 

Majtoal of Enoineekinq SpBcm- 
C.*XiOHB ftnd Contracts, by L. M. 
Haupt (U.S.A.). 8vo. 8tli , ed, 
Spon, 128. 6d. 

MATIUiBON AKS GRAHT's HAND- 
BOOK for Engineers. Royal 32mo. 
2nded Spon, 2a. 

Cranes, 

Consteuction of CuAHEa, Otebb. 
Machinery for Lifting, by J. Glynn. 
12mo. Lockwood, Is. 6d. 

Elbuentart Trbatisb on Hoist- 
ing Machinery, by J. Homer. Cr. 
8vo. 266pp. 1903. Lockwood, Ts. 63. 
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Meohasics of Hoishno Ma- 
CHiNEBY, includfug Accumulators, 
EicavatiOrB and Pile Drivers, trans, 
from J. WeishHoh and G. HBrrmann 
Med. Svo. 177 Illua. MaciuiUan, 
12a. 6d. 

Notes oh the CosaxBUCxioB of 
Cranes and Lifting Machinery. 
12ino. 2nde(l. 1903. VanNostrand, 
N.Y., SI. 50. 

Practical Notes on the Cos- 
STHucnoif of Cranes and Lifting 
Machinery, by E. C R, Marka. Cr. ' 
6vo. 2nd ed. 183 pp. 155 IJlus. ' 
1899. Technical Pub. Co., Man-, 
cheater, 3s. Sd. I 

Dictionaries, Directories, Records. 

AMBBICAK ENniKEBHrKO COMPBTI- 

lios, reprinted from Times. Demy 
Svo. 139 pp. 1901. Harper, 48. 

DiCTioSABV or ENotSBBRiSG ; 
Civil, Mechanical, Military and 
Naval, with Technical Tern^s in 
French, German, etc. Super royal 
Svo. Parts 1 to 97, Is. each ; 98 
and 99, 2s. each ; or 3 vols. £5 5a. 
Suppt. , 18 parts, 2s. each, Spon. 

ENGINBBlts' AND ScKVBTOBfi' 

Compendium and Diary. Demy 
4to. 186 pp. Annual (Deo.) Com- 
pendium Pub. Co, , lOs. 6d. 

Enoinbbbing Index, 1893-5, 
168. 6d. ; 1896-1900. Med. Svo. 
1100 pp. 1901. Enginfe-ring 
Moj/a^ine, 30s. 

Bn&inebbino Record of the 
Glasgow Exhibition, 1901. Med. 
Svo. 190 pp. Illus. 1901. P. S. 
King, Bh. 

Engiheebing Recokd* of the 
Paris Exhibition. Med. Svo. 1900. 
P. S. King, 5h. 

ESGIHEEHING TkADEB OF SoDTH 

Africa, by B, H. Morgan. Large 
Svo. lUua. 1902. P. S. King, 

Esq IKE BRING Tbahslations IK 
English and Spanish, 1,600 Tech- 
nical Terms, by J. A. Standring. 
16mo. 69 pp. 1895. Hirschfeld, 
3b. 6d. 

Kelly's Dirbcxobv or En- 
oiNEEBS, Iron and Metal Trades for 
British Isles. 8th ed, 1901, 30s. 

Thoh.^s' AiiBBiCAN Machinery, 
Iron, Steel and Metal Trades Refer- 



ence Book. 12um. Annual. Thomas 
Pub, Co., N.Y., SIO. 
(Rules, Pocket-books. See below.) 
Dies. 

Dies : Their Constrdction asb 
line for Modern Working of Sheet 
Metals, J, V, Woodworth. Med. 
8vo. 384 pp. 505 ILus. 1903. 
Low, 14a. 

Press-working or Metaijs, by 
0. Smith (U.S.A.). Svo. Chap- 
man, 12s. Sd, 

Electroplatiiig;. 

Art of Elbciro-sieiajj.uroy, 
including all known Processes of 
Electro -deposition, by G. Gore, 
LL.D. Fcp, 8vo. 397 pp. 56 Illua. 
1900. Longmans, 6s. 

Electro - deposition : Elec- 
trolysis of Gold, Silver, Copper, 
Nickel, etc., by A. Watt. Cr. 8vo. 
3rtl ed. 1889. Lockwood, 9a. 

Elecxbo-platbes' Handbook, for 
Students, by G. K Bonney. Sq. 
or. Svo. 3rd ed. 230 pp. 61 lUus. 
1898. Whittaker, 3s. 

Elbcteo-platqiu, by J. W. 
Urquhart. Cr. Svo. 4th ed. 238 
pp. 1899. Lockwood, 5s. 

Elbctho-plaxino and Elbctbo- 
BEFiNiNO o£ Metals, by A, Phihp. 
Cr. Svo. 704 pp. 1902, Lockwood, 
12a. 6d. 

Handbook on Electbo-platinu, 
Polishing, Lacquering, Burniahing 
and Enamelhng. Canning, Birming- 
ham, 2h. 

Pbactical Platinu and Polish- 
mo. Gl. Svo. 114 pp. Blwi. D. 
Williams Co., New York, 80c. 

Enamelling. 

Art of Enaaibllino on Metal, 
by W. N. Brown, Cr. Svo. 60 pp. 
28 Illus, 1900. Scott, Greenwood, 
28. 6d. 

Aet Enamblliso Upon Mbtaib, 
by W, H. Cunynghame. Large cr. 
Svo. 2nd ed, 20 Illua. and 2 
Col. Pktes. 1901. Constable, 68. 

Enambls and Enauellino, for 
Enamel-makers, Workers in Gold 
and Silver, etc., from German of P, 
Randau. Demy Svo. 180 pp. 1900. 
Scott, Greenwood, IQa. fe.C 
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Enamelling, fonti 

LlMUHBH ESAI 

oeaa«9 i<( the Early Litnogea Enamel- 1 ,„., ,- ,.„„, 

"™, f«.tn French of LIWpajT^. lathed 2oOIllu«. «i-i»te^ i^i. 

„,,';', I Shop Ketes asd Machine Shop 

Earbe, Is. paper. ^,^^ ^^^ ^ Grimshaw U.S.A.). 

Cr. 8vo. 393 pp. 222 Illua. 1896. 

Enemeerme Workshops. Lo„ Iq, 6^ 

Amateuk MKCajmira' Workshop, Spox'b Uecuurics' Own Book. 
hy J. Lukin. 8vo. 6th ed. Illua. Demy 8vo. oth ed, 700 pp. 1420 
Kegan Paul, 6a. IUuh. Spon, 6s. 

' Esrii.NEBBs' Ji.sa MecHAKioi' Com- U\ivgbsai. Asbibtast and Com- 
FAHIoN, by J. M. Scrilmer. 16mo. pleib Mechanic : Prooesses, Rulea, 
Slated. IWK. VfUiNoatraiid,N.Y., Receipts, eto., by R. Moore 
$1,50. (U.S.A.). 12mo. 1016 pp. 500 

FoBTV Lbhoons in ENntKGBBiHQ lUus. SaiDpaon Low, 10s. 6d. 
Workshop Practice, hy 0. F. I Workshop Appliances, by C. P. 
Mitchell and E. G. Davey. Cr. B. Shelley. Fcp. 8vo. llth ed. 
8vo. 81 pp. 138 nius. 1901. ■ 377 pp. 323 Ultta. 1897. Long- 
Caseell, la- (Id. mans, 5s. 

How TO Make and How to Workshop Ooais, for Engineers 
Mend, by an Amateur Meclianic. oud Manufaotuiera, by 8. aad F. 
Or. 8vo. 3rd ud. 292 pp. 277 , Pann. Folio. 1904. Simpkin, 21s. 
niuB. lUOl. Sonnenscheiu, 2a. 6d, WoaKSHOP BBCBtpxa, tor Mb- 
Manadbuent of Enoineebing chanicH and Amateurs, by E. Spon. 
Workahopa, by A. H. Barker, B.A., 2nd ed. First Series. Or. 8vo. 420 
B.So. Six Lectures. 194 pp. 14 , pp. lOSIllua. 1895. ThirdSeries. 
Fktes. 1901. InHtitutiouofJunior; Electrical And Metallurgical Sub- 
Ettgineera, 3h. paper. ■ iecta. Cr. Svo. 480 pp. 183 Illua. 

MANAQBUENt or SuAU. ENorNEER- Fourth Series. Handicrafts and 
wu Workshops, by A. H. Barker. Mechanical Subjects. Cr. Svo. 443 
Cr. 8vu. 266 pp. 1899. Technical pp. 243 lUiis. Fifth Series. Cr. 
Pub. Co., Manchester, 7h. 6d. 8vo. 440 pp. 373 lUus. Spon, 5s. 

Manual aw Mendinq and Rb- i eaeli. 
pAiBiHu, by C. Q. Leland. Or. 8vo. Wrinkles and Recipes, com- 
263 pp. 1896. Chatto&Windua, 5s. piled from Scientific Aiiii-Hcan, by 
Mechanics' Oohplbtk Library I P- Benjamin (U.S.A.). Or. 8vo. 
of Rules, Facts, Processes, etc. ' 5th ed. 300 pp. Illus. 1894. 
12mo. 688 pp. Illus. Laird & "' '" ' 

Lee, Chicago, SI. 

Mechanio'b Friend, Receipts and 
Suggestions Relating to Aiiuaria, 
Bronzii^;, Oenienta, Electricity, etc., 
ed. by W. E. A. Axon. Cr. Svo. 
2nd ed. 339 pp. Illus. 1891. 
Kegan Paul, 3s. 6d. 

Mechanic's Workshop Handy 
Book, by P. N. Haaluck. Cr. 8to. 
144pp. Lookwiiod, la. 

jfiDERN Machine Shop Tools, 
by W. H. Van Dervoort. Roy^ 
8vo. 4th ed. 650 pp. 1904. Lock- 
wood, 21h. 

Mopbkn Workshop Hints, by R. 
Griinahaff (U.S.A.). Cr. Svo. 444 
""8 Illua. 1902. Low, 10a. 6d. 



pp. 
J. M. 



Chapmi 

YouNU Bnoinbbr and AitATEoa 
Carpenter and Electrician. Vol. 
I. Royal 8yo. 1902. G. Pitman, 

S"ouNG Engineer's Own Book, 
for Students, by S. Roper. 16mo. 
363 pp. 106 lUus. D. McKay, PhU- 
adelphia, 32,50. 

( Estimates. See Costing.) 
Fuel, Smoke. 

BRiguBTTES and Paibnt Fuel : 
Their Manufacture and Machinery 
connected therewith, by P. R. 
Bjiirling. Med, 8vu. 354 pp. 121 
nius. 1903. Rebman, 15s, 
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Oalorifio Power of Fiibls, by 
H. Poole (U.S.A.)- Med. Svo. 255 
40 lUue. 1898. Chnpman, 
12a. 6d. 

CaTZCHISSI OS IHB OoMBPSTlON 

of Coal and the Pt'eyention of 
Smoke, by W. M. Bnrr (U.S.A.). 
Or. Svo. 350 pp. 85 Ulus. 1900. 
Low, 8s. Od. 

CoAi, KSB Speed Tables, for 
Enginoats and Steam Users, by N. 
Foley. 12mo. 1884. Loukwooil, 
3h. 6d. 

CosiBnsTioN OF FuBi,, with 1-6- 
ferenne to Smoke Prevention, hy 
W. W. F. Pullen. Demy Svo. 88 
pp. 59 llluB. Scientific Pub. Co.. 
Mancheater, 3s. 6d. 

Fuel and Its Applications, being 
VoL I. ot Chemioal Teuhaology, by 
E. J. Mills, D.Sc, and F. J. Rowan. 
Royal Svo. S02 pp. 600 Dlus. 7 
Plates. 1889. ChuroliiU, 30a. 

Fuel and Rbfractoby Ma- 
TERiAia, by A. H. Sexton. Cr. Svo. 
352 pp. lOilUus. 1897. Blackie, 5s. 

Fuel and Watbb : Manual for 
Uaeis of Steam and Water, by F. 
Sohwackhiifor and W. R. Browne. 
Demy Svo. 255 pp. B5Illua. 1884. 
Griflin, 98. 

Fdeis ; Solid, LiQtnD asd 
Gaseous : Their Analysis and Valua- 
tion, by H. J. PhiUips. 2nd ed. 
Lockwood, 2s. 

Gas and Fuel ANALysia, for 
Engineers, by A. H. Gill (U.S.A.). 
Cr. Svo. 84 pp. 1896. Chapman, 
6s. 6d. 

Pbaomcal Smokb Pebvenmok, 
by W. Nioholsou. Cr. Svo. 151pp. 
ISIlluB. 1902. Sanitary Pttb. Co., 



Prevention of Smoke, Combined 
with the Economioal Combustion of 
Fuel, by W. C. Popplewell, M.Sc. 
Demy Svo. 190 pp. 4aillua. 1901. 
Scott, Greenwood, 7s. 6d. 



Galvanising, Tinning. 

Galvanisinu and TiNSiNO, by 
W. T. Flandei-a (U.S.A.). Or. Svo. 
93 pp. 40 Illus. 1900. Iron Age, 
Hastings House, W.C, 8h. 6d. 



Galvanised Iron ; lis Mantj- 
FACTUBB and Uhhs. by J. Davioa. 
Cr. Svo. 139 pp. IBOO. Spon, 5a. 

Tinman's Manual and Buildbb's 
and Mechanic's Handbook, by I. R. 
Butts. 12mo. 6th ed. Da Wolfe, 
Fiahe, Boston, U.S.A., 81.25. 

Tinsuithb' Helpbb and Pattern 
Book, by H. K. Vos Bui-gh. Fop. 
8vo. New ed. 123 pp. 53 Illus. 
D. WiUiaiua Co.. N.T., SI. 
(Japanning, Lacquering. See below.) 
G&s, Oil and Air Engines. 

Cycles of Ga.'i and Oil Bnoineb, 
by J. D. Roots. Demy Svo. S7 pp. 
lUus. 1900. Enyiwer, 4h. 6d. 

Dbbion ABi) Construction of 
Oil Engines, by A. H. Goldingham 
(U.S.A.). Cr. Svo. 2nd ed. 250 
pp. 1904. 79 Illus. Spon, 6s. bd. 

Gab and Oil Engine, by D. 
Clerk. Demy 8vo. 588 pp. 228 
Ulua. 1899. Longmans, lo^. 

Gas and Petroleum Engines, by 
A. G. Elliott, B.8o. Cr. Svo. 160 
pp. 52 lUus. 1898. Whittaker, 
2a. dd. 

Gas and Petroleum Engines, by 
Prof. W. Robinaon. 2nd ed. 942 
pp. 4T4 Illus. 1902. Spon, 21a. 

Gas Enoisi; Construction, by 
H. V. A. Pai'aall and A. J. Weed. 
Lai^e Svo. 300 pp. Illua. 1900. 
Henley & Co., N.Y., 82.50. 

Gas Enoinb Hanpbook, by E. 
W. Roberts. Cr. Svo. 2nd ed. 
241 pp. 40 Illus. 1901. Gas 
Engine Pub. Co. , Cincinnati, 
U.S.A., $1.25. 

Gaa ENdiNES : Tseir Advan- 
TAUBS, Action and Application, by 
W. A. Tookej. Sq. 12rao. 112 pp. 
■T03. Merritt & Hatcher, la. 

Gab, Gasoline and Oil Engines, 
by G. D. Hiacoi. Royal Svo. 4th 
id. 365 pp. 270 Illus. 1901. N. 
!V. Henley & Co., N.Y., 82.50. 

Gas, Oil and Aok Engikeb, by 
Bryan Donkin. Large Svo... 3rded. 
Wlpp. 149 Illus. 9 Tables. 1900. 
Griffin, 25s. 

Pbaciioal Handbook on ihe 

Care and Management of Gas 

Engines, by G. Lieekfleld (U.S.A.). 

" 16mo. Srded. US pp. 1901. 

.TV, Sa. fti. 



Caa, Oil and Air Engines, "" 

Fkacticai. Tbbatibb o.t Modbks 
Ottn (inii Oil Eoginea, by F. Grover. 
Cr. evu. 3rd<KL 378 pj>. 123I11ub. 
1U02. TuohnuMl Puii, Co.. Man 
ohoJitar, Bm. 

PaACTICAL TltEATIHE on TUB 

"Otto" C'yolu OaH Ensine, by W. 
Norria. iUiyai 8vo, 268 pp. 207 
lUiu. 1896. LontnimnN. 10a. 6d. 

Stbam, Gas ank Oil ENuurea, by 
J. Parry. Med Svo. Illu«. Mbl-- 
irkilLin. 7». 6(1. 

(Heat, and Steam Eng^ines. See 
Imlow. ) 
Gearing. 

EHHittmALB OF GBAEiNa, foe 
Stuilenta, by G. 0. Anthony. Obi. 
8vi). Si pp. toxt 16 Plates. 1897- 
IsliiHtor, 6h. 

Helical Gears : Proctioal Traat- 
iae, by J. Horner. Cr. Bvo. 101 
Ulua. Whittaker, 5s. 

Plaik Practical Directions fob 
Drnwio);, Sizing und Outtiug Bevel 
Geara. 8vo. Plates. Van Nostrand, 
N.y.. »1.60, 

Practical Treatise on Mill 
Gukring, Whisels, Shafts, Riygers, 
etc., by T, Box. Cr. 8vo. 5th ed. 
11 Plntea. Spon, 7k. 6<i. 

Pracmcai. Treatise os the 
TmUi of Wheels and Robinsoii's 
Odontograph, by Prof. S. W. 
Robinsuu lUS.A.1. 16mo. 148 pp. 
tllus. Spiiu, 2s. 

Toonwii Grariso. by J, Homer. 
Cr. 8vi>. filWpp. 184mus. IS92. 
Lookwo«i,6s. 

TnxiTisB a>~ TnoiHso Gkabixg, 
hy J. H, CrwmweU (I'.S.A.l. " 
8v«. 4th mL 945 pp. 130 Illtts. 
ISM. Clu^HiMa, fe. 6d. 

Tkcatisk as Vaive Gkaks jjt» 
Link HiMous vf LuoontotivM, trans, 
trow Dr. G. Zenith. Demy Sro. 
tedmL AOmi. Spates. &k>ii, 

Vu.vB ASV Valtk Geari^cg, by 
C Haist. Demy 6v«. Snl c4. tS 

81. in lUiK. b Pbt«e. 1M& 
ruBa. 1«<. «d. 

Va^vb Gbaks roK nn Sxkui 
k%CH- I\«lM4r V S.A. 



Wheel GeablS'; : Table of Pitch- 
line Diameters, Teeth, etc., by A. 
Wildgoose and A. J. Orr. 18mo. 
176 pp. imi. Spon, 2a. 

Guns, Pistols, Rifles. 
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It, by W. W. Greener. 330 pp. 
1809. Forest & Stream Pub. Co., 
N.Y., «1.50. 

Ejlpekts ijh Guns, Shooting, by 
G. T. T. Buohell. Super Royal 8vo. 
6-20 pp. 1900- Low, 14a. 

Gus AND Its Development, by 
R. W. Greener. 770 pp. Foreet 
& Stream Pub. Co., N.Y., «3. 

Gunsmith's Manual. Illus. 
Forest & S. Pub. Co., N.Y., »2. 

Modern Ambeicak Pistols abd 
Revolvers, by A. C. Gould. Demy 
8vo. Knight & Millet, Boston, 
U.S.A., tl.BO. 

Modern American Rifles, with 
Complete Account of Manufacture, 
Use and Records, by A. C. Gould. 
Large cr. 8to. Illua. Knight & 
Millet. Boston, U.S.A., «2. 

(Ordnance. See seotioa 42. j 
Hardware. 

AuEBiCAN Habdwakb Store, ed. 






i. 6d. 



Bardwass Store 
Methods, ed- by K. R. WiUunis. 
Cr. 8v«. 200 pp. nins. ISOL D. 
Williams Co., S.T., «. 

THOKAS' a '«"•»"••'' Basdvakx 

Trades Befennee Book. 13bh>i. 
Annual. Thomas Pah. Co.. S.T., 
ta. 

HeaL 

CcsTvBsiiiN or Hkai cno Wqkk. 
bySirW. AnderswB. F.R-S^ DlCJ. 
Ci. »r». ^ht6. 37»v^ CSISb. 
1890. Wlu»»k«c. Cs. 

BusDon AND H^ ^T . b]c Sk W. 
IVwso^ 4t«. 30 pp. IS Hm. 
U». A.AC.BiHk' 
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byG. ShBiin. Or. 8vo. 120 
34 Illua. 1877. Macmillan, 
i^. 6d. 

XlLEUEKXAnv TKBiTISE OS THB 

Mechiinical Theory of Heat, b; B. 
S. McCulloch. Demj 8vo. 287 pp- 
1876. Van Nostinad, N.Y., 83.50. 

Entropy Diauram and lis 
Applicjationa, by M. J, Boulvin, 
trana. from French. Demy 8vo. 
70 pp. 38 lUus. 1898. Spon. 5a. 

Heat AJfD Heat EtraiNna, by F. 

B. Hutbon (U.S.A.). Deray 8vo. 
553 pp. 198 Illua. 1889. Chapniaa, 

3l9. 

Heat and Hilat Enoinem, by W. 

C. Popplewell. Or. 8vo. 376 pp. 
67 Illus. 1807. Technioal Pub. 
Co., Manchester, fis. 

Hbai as a Form of Enbhgy, by 
B. H. Thurston. Cr. 8vo. 261 pp. 
8 IlluH. 1890. Ueinemanu, bs. 

HioH Temperature Measure - 
MBNTS, trans, from H. le Chatelior 
and O. Boudonard (U.S.A.). 12mo. 
230 pp. 53 Illus. Chapman, 12s. 

Practical Treatise on Heat, 
by T. Bos. Cr. 8to. 9th ed. 300 
pp. 14 Plates. Spon, 12s. 6d. 

Text-book op Heat, by R. W. 
Stewart, D.Sc. Cr. 8to. 3i'd ed. 
328 pp. Clive, 3a. 6d. 

Thbrmo-dynauics, Heat Motoks, 
and Eefrigerating Machioea, by de 
V.Wood (U.S.A.). DemySvo. 7th 
«d. 475 pp. Illus. 1895. Chap- 
man, 17e. 

Theory and Construction of a 
lUtional Heat Motor, by B. Dieael, 
trans, from Geniiau. 8vo. 11 lUua. 
3 PlAtes. Spon, 6a. 

Theta-Phi Diagram, Pi'aotically 
Applied to Steaui, Gas, Oil and -Air 
JkigineB, by H. A. Golding. 123 pp. 
48 Illus. 1898. Technical Pub. 
Co., Manchester, 3h. 



(Ste 



,in Engines. See below. 
Fuel. Siie above.) 



Hydraulic Eagineering. 

Calcuutions in Hydrauijc 

Engineering, by T. C. Pidler. Part 

I I. Fluid Pressure. Med. 3vo. 154 

p. 56 Illus. l'M2. Longmans, 

1. 6d. 



Graphical Solution or Hy- 
draulic Prubleraa, by F. C. Coffin 
(U.S.A.). 12mo. 34PUtes. 1897. 
Chapiuan, 10s. 6d. 

Hydbatiuc and Other Tables 
for Purposes of SeweraM aad Water 
Supply, by T. Hennel. Cr. 8vo. 
2nd ed. 76 pp. 1901. Spon, 5a, 

Hydraulic Machinery, by B. G. 
Blaine. Demy 8vo. 383 pp. 272 
Illus. 1897. ^n, i4a. 

Hydrauuc MiNUAL, by L, d'A. 
Jackson, Large cr. 8vo. 4th ed. 
184 pp. 1883. Loekwood, 16s. 

Hydraulic Motors and Tcr- 
BtNBS, by G. R. Bodmer. Cr. Svo. 
3rded. &82 pp. 204 Illus. 1901. 
Whittakcr, 15a. 

Hydraulic Power and Hy- 
draulic Machinery, by H. Robin- 
son. Large Svo. 2nd ed. 54 Illus. 
69 Plates. 1893. Griffin, 34a, 

Hydraulic Powbb Enqineerinu, 
by G. 0. Marks. Demy 8vo. 376 
pp. 200 lUus. 1900. Loekwood, 

Hydraulic Steam anu Hand 
Power Lifting aud Pressing Ma- 
chinery, by F. Colyer. Imp. 8vo. 
2nd ed. Spon, 28s. 

Hydraulic Tablb3| by J. Neville. 
Or. Svo. 3rd ed. 494 pp. Look- 
wood, lis. 

Hydraulic Tablbh, for Caloula- 
tion of Discharge through Sewers, 
Pipes and Conduits, by P. J. Flyna 
(U.S.A.). 18mo. 115 pp, Spon, Sa. 

Hydraulic Tables tor Fikdino 
Mean Velocity and Discharge in 
Open Chanuols, by T. Higham. 
Super royal 8vo. 2nd ed. 1898. 
Spon, 7s. 6d. 

Hydraulics ano Hvdraulio 
Motors, by A. J. Du Bois (U.S.A.), 
trans, from Weisbach's Mechanics. 

'o. 2nd ed. Chapman, 21b. 

Hydraulics, with Working 
Tables, by K. 8. Bellasis. Demy 
8yo. 316 pp. 1903. Rivingtons, 
16s. 

Nbw Tables for the Coupletb 
Solution of Ganguillet and Kutter'a 
Formula for the Flow of Liquid in 
Open Channels, Pipes, Sewera and 
Conduits, by E. C. S. Moore. Med. 
Svo. 231 pp. 1 Plate. 1901. Bats- 
ford, IBs. 
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Hydraulic Engineerinei '■■•"liuual. 

Pbacticai. Hybrauijcs : Rules 
utd TiiWes for Engineers, by T, 
B«x- Ct. Svo. I31h ed. 88 pp. 
1902. Spon, 5h. 

Simple HviHtAtxic FoButTL.E, by 
T. W. Stone. Cr. 8to. 82 pp. 9 
Plat«fl. 1881. Spon, 4a. 

Tabuk Suowinii Losi! of Hbaj) 
Due to Friotiiin of Wirter in Pipes, 
by B. B. Weston. 12rao. 2nd ed. 
170 pp. 1900. Van Nosbrsnd, N.Y., 
»1,60. 

Tbjjwiussion op Power by 
Flui<l Pressure, Air and Water, by 
W.DonaldHon, M.A. 8vo. 2 Pktea. 
Spon, 8s. 

Tbeatise OS Htdbaouc anu 
Water Supply Engineering, by J. 
T. Fanning. Med. Svo. 15th ed. 
660 pp. 1902. Van Noatrand, 
N.T.,i5. 

Tbbaxi^ on Hvdra«hc8, for 
Teohnical Schook, by M. Merriman 
(U.8.A.). DeniySvo. 8th ed. 427 
pp. 123IUua. 1903. Chapman, 21b. 

Tbbatiee oir Hydrostnauics, by 
A. B. Basset. Vol. I. Svo. 264 
pp. 1888, 10b. 6d. Vol. II. 8to. 
328 pp. 1S88. 12s. 6d. Bell. 

WaTEH OB HVDBAULIC MoTOBS, 

by P. B. Bjarhng. Cr. Svo. 287 
pp. 20G lUuB. 1894. Spon, 9s. 

Water Power, by J. P. Frizell 
(U.S.A.). OemySvo. 563pp. 1901. 
Chapman, 21b. 

(Water. Bee section 71.) 
Indicators. 

Elemekiaby Treatisb as Steau 
and Use of the Iniiioator, by J. C. 
Graham. Svo. Spon, 9s. 

Ihhioaiok Duokau : Its Analysis 
and Calculation, by C. N.Piohworth. 
Cr, 8vo. 150 Illus. Piokworth, 
Fallow&eld, Manchester, 3s. 

INDICATOB DiAdBAH, AND ITH | 

AppUoation to the Steam Engine, I 
\yy W, W. F, Pullen. Demy Svo. , 
238 pp. aeillluM. 1899. Soientifio 
Pub, Co., Manchester, Bs. 

ISDICATOR Diagrams, with Chap- 
ters ou Engine and Boiler Teiiting, 
by C. Dav, Cr, 8ro. 3rd ed, 214 I 
pp. Tables. 1898. Technical Pub. | 
Co., Manohester, 4s. 6d. 



IxDiCATOR Pkacticb ASH Steam 
Engine Economy, by F. F. Hemen- 
way (U.S.A.!, 12mo. 6th ed. 
Chapinnn, 8s. 6d. 

Itiactical ArFUCiTiON of tub 
Indicator, with Reference to the 
AdjuHtiiient of Valve Gear, by L. 
M. ElliKon. Svo, 2nd ed. 100 
nius. Van Nostrand, N,r., *3. 

Stram Esoibb akd the Isdi- 
CATOB, by W. B. le Van. Demy 
ftvo. 469 pp. 205 Illus. 1890. 
Baird, Philadelpliia, U. 

Steam Enuike Iksicaior and 
Indicator Diagrams, ed. by W. W, 
Beaumont. 190 pp. 116 Illus. 
Elfulrifian, Ss. 6d. 

Steam Bmoisb Indicator, by C. 
H. Peabody (U.S.A.), 12nio. 163 
pp. 98 lUua. 1900. Chapman, 
69. 6d. 

Steam Enoene Ihdicator and 
the Improved Monometer Steam 
and Vacuum Gauges, by P. Still- 
mann. 12mo. Van Nostrand, N.Y., 
81. 

Treatise on the Richards 
Steam Engine Indicator, by C, T. 
Porter. Demy 8vo. 6th ed. 286 
pp. 1902. Spon, 9a, 

Twenty Yeabb with tbz Isdi- 
CATOS, by T. Pray. Jun. Royal 
8vo, lUuB. Van Nostrand, N.Y.. 
»2.60. 

Injectors. 

In.jectobb : Tlieory, Construction 
and Working, by W. W, F. Pullen. 
2nded. 187 pp. Ill Illus. 1900. 
Technical Pub, Co., Manoliester, 
3s. 6d. 

pRAcnce and Thbobv oc ibs 
Injector, by S. L. Kneass (U.S.A.). 
Demy Svo. 132 pp. 37 Illus. 1894. 
Chapman, 6s. 6d. 

Steam Injectors : Their Theory 
and Use, trans, from French of M. 
L. Pochet (U.S.A.). 18mo. 79 
pp. IlluiS, Spon, 2s. 

(Steam Engine. See below.) 
(Iron Analysis. See seution 41.) 
Iron and Steel. 

Iron and Steel, by R. H, 
Thurston (U.S.A.), 8vo. fith ed. 
Chapman, 15s. 




Iron and Steel, by C. Hoare, 
9th ed. Lookwood, 6s. 

Iron and Steel MtNUFicrtmB, 
for Students, by A. H. Hlorna. 
Gl. 8vo. 180 pp. 73 nius. 1895. 
lUncinillaa, 3e. 6d. 

Ibojj-plate Wemihx Tables, for 
Iron Shipbuilders, Engineers and 
Iron Merchants, bj A. H. Burlluaoa 
and W. H. Simpson. 4to. 1886. 
Ijookwood, 26b. 

MASTJFAOrOBE AND PaOPEBTIBH 

of Iron and Steel by H. H. Caiup- 
LeU (U.S.A.). BoyftI 8vo. 862 pp. 
Ulus. 1903. Eiiginevrinij and 
Mining Journal, 21s. 

RowBHOif'a Irok Merchants' 
Tables and Memoranda, Weights 
and Measures, etc. Obi. 32mo. 86 
pp. 1898. 8pon, 3s. 6d. 

SiXBL AND luos, for Students, by 
W. H, Greenwiwd. Or. 8vo. 636 
pp. 97 lUua. 1900. CasaeU, 5b. 

Tables of the Weight op Iron 
and Steel, by C. H. Jtirdan. 32mo. 
6th ed. 580 pp. Spon, 7s. 6d. 
(Steel. SeeMetallurE7, sect. 41.) 

Ironfounding;. 

American Foundry Practice, by 
T.D.WeBt(U.S.A.). Cr. 8vo. 10th 
ed. 408 pp. Illua. 1900. Chap- 
man, 10s. 6d. j 

Blast Furnace Diahrau, for 
Schools, 36 in. X 26 in., Sectional j 
View showing Blast Pipes, Molten ' 
Iron, etc. Bacun, 4b. 6d. 

Cosstrdcmok or Foundry 
Patterns, by H. Aughie, Demy 
8vo. 166 pp. 237 Illua. 1901. 
Scientific Pub. Co., Manchester, 5a. 

ENOYCLOP.EDIA OF FOUKDINC AND 

Dictionary ot Terms, by S. Bolland 
(U.S.A.). Cr. 8vo. 635 pp. 8 
Ulus. 1894. Chapman, 12s. 6d. 

PooNDBY Nomenclature : Moul- 
ders Dictionary, by J. F. Buchanan. 
Cr, 8vo. 234 pp. 1903. Spon, 6s. 

Iron Founder, by S. BoUftnd 
(U.S.A.). Cr. 8vo. 382 pp. 305 
lllus. 1893. IOb. 6d, Supplement. 
Cr.8yo. 392 pp. 208IUu3. 10s. 6d. 
Chapman. 

Modern Foundry Practice, by 
J. Sharp. Demy 8vo. 769 pp. 272 
Illua, 12 Plates. 1900. Spou, 21a. 



Modern Iron Foundry Practice, 
by G. R. Bale. Part I. Foundry 
Equipment and Materials. Cr. 8vo. 
396 pp. 208nius. 1902. Techntoftl 
Pub. Co., Manchester, 5a. 

Modern Moulding and Pattebn- 
MAKINO, by J. p. MuUin. 12mo. 
166 Illua. Van Nostrand, N.T., 
«2.50. 

Moulder's and FouNPBR'sPocKEr 
Guide, by F. Ovorman. Cr. 8vo. 
2nd ed. 342 pp. 44 Dlus, Baird, 
Philadelphia, 92. 

Moulder's Text-book, by T. D. 
West (U.S.A.). 8th ed. 461 pp. 
146I11US. 1901. Chapman, lOs. Bd. 

Practical Brass and Iron- 
founder's Guide, by J. Larkin. 
12mo. 394 pp. Baird, Philadelphia, 
32.50. 

Practical Ibontoundino, by J. 
Homer. Cr. 8to. 3rd ed. 220 pp. 
109 niiw. 1901. Whittaker, 4s. 

RoLL-TURNINO FOB SECTIONS IS 

Steel and Iron, by A. Spencer. 4to. 
2nd ed. 78 Platea. Spon, 308. 

Treatise on Iron and Steel 
Founding, by C. Wylie. Cr. 8vo. 
2nd ed. Illua. Spun, 5s. 

Tbbaxisb on Roll-turnino for 
the Manufacture of lion, trans, 
from P. A. Turner. 8vo. Plates. 
Van Nostrand, N.Y., SIO. 

Japanning, Lacquering, Repouasi. 

Decoiiation op Metals, Chasinu, 
Repouss.i and Saw-piercing, by J. 
Harrison. Cr. 8vo. 132 pp. 180 
Ulus. 1894. Chapiiiaii, 36. 6d. 

Handbook on Japanning and 
Enamelling for Cyclea, Bedsteads, 
Tinware, etc., by W. N. Brown. 
Cr. 8vo. 52 pp. lllus. 1901. 
Scott, Greenwood, 2a. 

Manual o¥ Practjoai. Instbuc- 
XioN in tliu Art of Brass Bejxmss^, 
for Amateurs, by Gawthorp. Cr. 
8vo. 32 Illua. Batsford, Is. 

Metal Coloceinu anb Bronzing, 
by A. H. Hioras. Gl. 8to. 336 pp. 
1892. Macmillan, 5s. 

Principles and Practice of 
Dipping, Burnishing, Lacquering 
and Bronzing Brass Ware, by W. N. 
Brown. Cr. 8vo. 35 pp. 1900. 
, Sootit, Gieeu'NwA, 'la. 
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(Kitchen Boilers. Hee Boilers, 

above.) 

Lathes, Tools. 

CxjTTiBU TooLa VVOBKED BV Hanb 
and Machine, by B. U. Smith. Cr. 
8vo. 240 pp. 51 lUiw. 14 Plates. 
I8»6. CaweU, 3a. 6d. 

B AND Americas Laibes, 



T.*THB Axu Its Uses : loHtructiun 
in Turning Wood and Metal, by J. 
Lukin. Demy 8to. 7th ad, 311 
pp. IlluB. 1891. Paul, lOs. 6d. 

Lathe CosaTKUcnoN. Twenty- 
four Coloured Plates, 18 in. K 13 in. 
Drawn by P. N. Haaluck. Caasell, 
6s. the set. 

Lathb Work, by P. N. Hasluok. 
Cr. 8vo. rtli ad. 224 pp. 46 Illua. 
1902. Lookwood, 5s. 

Lathes and Lathe Turnikq, by 
W. H. Northcott. Demy 8to. 2nd 
ed. 316 pp. 338 Illus. 1876. 
Longmans, 18s. 

Lathes, Sgkbw Machines, Bok- 
iH(i and Turning Mi)l8, by T. E. 
Shaw. Demy 8vo. 426 Illus. 649 
pp. 1903. Soientiiic Pub. Co., 
Manchesber, 15s. 

LBsaoira os the Speed Lathe, 
Bngine Lathe and Planing Machine, 
iol Technical Schools, etc., by A. G. 
Compton and J. H. de Groodt 
(U.S.A.). Cr. 8vo. 100 Illus. 
Chapman, 6b. 6d. 

Mechasiciak ; CosaTsucTioM and 
Manipulation of Tools, by G. Knight. 
4to. 5th ed. 397 pp. 96 Plates. 
Spon, 18b. 

Mbchasiob' Tool Book, by W. 
B. Harrison. 12mo. 3rd ed. 278 
pp. 44 Illus. 1882. VauNostrand, 
H.Y,, S1.50. 

MoDBBN Mjchikb Shop Tools : 
Their Construction, etc., by W. H. 
-ran Detvoort (U.S.A.). Svo. 673 
Bins. 1903. Lockwood, 2l8. 

PbACTICAI. ToOl^MAKBTt AND DE- 

BioBEa, by H. S. Wilson. 8to. 226 
pp. 189 Illua. 1898. Baird, PhU- 
adelphia, S2.60. 

Speed Lathe, by A. G. Compton 
and J. H. de Groodt (U.S.A.). 
12mo. 100 Illus. 1899. Chapman, 

6s. 6a. 



TujtNisii Lathes, for Technical 
Schools, ed. by J. Lukin, B.A. Cr. 
8vo. 5th ed. 228 pp. 225 Illua. 
1899. Simpkin, 3s, 

(Lead. See section 41.) 

Locomotives, Traction Engines. 

BamsH LoDoMDTiVBS : History, 
Construction and Modem Davelop- 
ment, by C. J. B. Cooke. Cr. 8vo. 
3rd ed. 440 pp. 150 HIus. 1900. 
Whittaker, 7b. 6d. 

Broke Down ; What Should I 
Do ! for Locomotive Bngineera and 
Firemen, by 8. A- Alexander. 
12mo. Van Noatrand, N.Y., S1.50. 

CaTBCHIBM of the liOCOMOTlVB, 

by W. N. Forney (U.S.A.). Demy 
8yo. 2nd ed. 707 pp. 487 Illua. 
1897. Van Nostrand, N.Y., »3.50. 

CoStPOUSD LOCOMOTIVBS, bj A. T. 
Woods (U.S.A.). Demy Svo. 2nd 
ed. 330 pp. 166 nius. 1893. 
Eegan Paul, 12s. 6d. 

CONSTRUCIION or THE MoDERN 

Locomotive, by G. Uugbcs. Demy 
8yo. 261 pp. 309 lUua. 1894. 
Spon, 9a. 

English asd A>ierican Steah 
Carriages and Traction Engines, by 
W. Fletcher. Royal 8vo. 428 pp. 
250 nlus 1904, Longuions. 

Handbook for Locomotivb 
Engineers and Machinists, by S- 
Norris. 12mo. 302 pp. Illus. 
Baird, Philadelphia, S1.50. 

Handbook of the Locomotivb, 
by S. Roper. 12nio. 12th ed. 324 
pp. Baird, Philadelphia, 82.50. 

How TO Become a Locomotivb 
Engineer, by E. McDonnell Cr. Svo. 
62 pp. 1899. Whittaker, 1b. limp. 

Locomotive Bbbak downs, and 
Their Remedies, by G. L. Fowler 
(U.S.A.). Cr. 8vo. 244 pp. 1903. 
Spon, 6s. 6d. 

Locomotive Caiechisu, by Grim- 
shaw. 19th ed. 200 lUus. 12 
Plates. Henley & Co., N.Y., »2. 

Locomotive Encinb DKivnfa, by 
M, Reynolds. Cr. 8vo. 11th ed. 
1902. Lockwood, 4b. 6d. 

Locomotive Enoine Eitnning 
and Management, by A. Sinclair 
(U.S.A.). Cr. 8vo. 20th ed. Spon, 
8a. 6d. 



LctcoMOTivE Enuine and IT9 | 
Developnienb : Piipulni- Trefttiae, by 
C. E. Strettou. Bth ed. 282 pp. 
1903. Lockwood, 4a. ed. 

LocwaoTiYH Enoibbman's asd 
Pirem&n's Guide, fay M. G- Vaughsn, 
16mo. rth ed. 80 pp. 1900. 
iocomotive Pub. Co., Is. 

Ldgduotive : Its Failures and 
Remediea, for Drivers, by T. Pearce, 
7 DuDiitAll Boad, Wolverhauipbon. 
ath ed. 102 pp. 2a. 9d. 

IiOCOHOnVB MbCIIAHIHM A}II> 

Engineering, by H. C. Aeagan 
(U.S.A.). Or. 8vo. 3rd ed. 420 
pp. 226 nius. 1898. Chapman, 
8s. 6d. 

Locomotive RvSMisa ixo Man- 
AOBKBITT, by A. Sinclair (U.S.A.). 
12mo. lUua. Chapmaa, 8a. 6d. 

Locomotives ; Simple, Compound 
and Electric, by H. C. Reaj^n. 
13rao. lUua. 1902. Wiley, N.Y., 
•2.50. 

LoooMonvB Up-to-date ; Simple ', 
and Compound, by C. McShana 
(U.S.A.). Royal 8vo. 736 pp. 380' 
UluB. Locomotive Pub. Co., lOs. 
«d. 

Masual of Locomotive En-' 
GiNEBSiNO, by W. F. Pettigrew and 
A. F. RiiivenHheav. LargeSvo. 2ud 
«d. 430 pp. 287 lOua. 9 Plates. 
1901. GriUin, 21b. 

Model Locomotive Ebqinebb, 
Fireman and Engine Boy, by M. 
Reynolds. Or. 8vo. 2nd ed. 256 
pp. 71 IlluH. Lockwood, to. 6d. 

MoDBBN American Locomotivb 
Engines : Desivn, Construction and 
Management, by E. Edwarda. Cr. 
8vo. 383 pp. 78 lUuH. Baird, 
Philadelphia, «2. 

Modern Locomotivb Conbtruc- 
HON, by J. G, A. Meyer (U.S.A.). 
ibo. 658 pp. 102& Illus. 1894. 
<!!liapmsn, 42b. 

UoDBiur Locomotives : Speoifica- 
tiona of American and European 
sndEleotricLocOB. (U.S.A.). Folio. 
406 pp. 300 lUus. Spon, 303. 

New Stbtbm or H^avy Gaobs' 
Transport on Common RoAds, by 
Oiplook. Demy 8vo. 118 pp. 
27 lUus. 1902. Longmans. 

Rsady Help for Locomotivb 
, by N. Gardenier. 8q. 




16J1IO, D. McKay, Philadelphia, 
81. 

(Railways. St^e section 57-) 
Machine Construction. 

Ani'iNCED MjIOhine CoNSTauc- 
nos, for Students, by E. Tomkins. 
2 vols. Vol. L Tost. G1.8vo. 2ud 
ed. 368 pp. 319 Illua. 3a. «d. 
Vol. n. 4to. 48 Plates. 7s. CoUins. 

BoaTON Machinist, by W. Fitz- 
gerald (U.S.A. J. 16mo. Chapman, 
4s. 6d. 

CoUTLETE PbaCTIUAL MACHINIST, 

by J. Rose (U.S.A.). Large cr. 8vo. 
19th ed. 504 pp. 395 lUus. 1900. 
Low, 128. 6d. 

Dictionary of Mechaj4ical 
Movements, Powers, Devices and 
Appliances, fay G. D. Hiscox. Iiarge 
8vo. 3rd ed. 400 pp. 1649 lUiw. 
Henley & Co.. N.Y., »3. 

Elements of Macbinb Con- 
BTBnCTiOB and Drawing, by H 
Spooner and E. G. Davey. Folio. 
2nded. 50 Plates. 1898. Cassell, 
lOs. 6d. 

General Mackinist. Largf 
8vo. 204 pp. 75 IlluB. 4 Plates, 
1891. Ward, Lock, Bs. 

Machine Cosstbuction and 
Drawing (Elementary), by H. 
Adams. Cr. 8vo. 116 pp. 100 
IHub. 1894. Chapman, 2s. 6d. 

Machine Consthuction and 
Drawing for Elementary Students, 
by E. Tomkins. Cr, 8vo. 107 pp- 
223 lUus. Collins, Is. 

Machine Constbuction and 
Drawing, for Advanced Students, 
by H. Adams. Cr. 8vo. 72 pp. 81 
Illus. 1895. Chapman, 2b. 6d. 

Machine Shop Companion, by 
W. Bentley. Fop. 8vo. 36 Illus. 
Chapman, Is. 

Machinists' and D&aitsmek's 
Handbook, by P. Lobben. 8vo. 
Illus. 1900. VanNostrand, N.T., 



ID Enoinber's 
by D. B. Dixon. 
Laird & Lee, 



Machinist's a 
Pocket Manual, ed 
16mo. 425 pp. 
Chicago, 91. 

MACHiNiaT'a and Steam En- 
cinebr's Practical Calculator, by D. 
B. Diion {U.S.A.j. Royal 32b 
2nd ed. Spon, 9s. 
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Machine Constructioa, cuitiimrni, 

MiSVAl. I IF MJ-CHINERY Asr 

Millwork, by W. J. M. Raukine, 
revisBd by W. J. MiUur. Cr. 8vo. 
Tth ed. 601 pp. 300 IUub. 1893. 
Griffin, 12b. 6d. 

MoDBRM Machisisi, Ijy Uaher. 
Or. 8vo, 3rd ed. 322 pp. 257 
lUiw. Hanky & Co.. N-YT, 82.50. 

Tbkt-book of Machine Con- 
BIRCI7T10K and Mechaoicttl Drawing, 
by Cryer and Jordan. Sth ed. 78 
Plates. J. Heywood, 3s. 
(Lathes, Toola. See above. Me- 
chanics. See lielow.J 

Machine Design. 

CtiNSTHrcToK ; Handbook fok 
Machine Design, trnns. frotii German 
of F. ReuleauK. it». 312 pp. IS'J*. 
D. Nutt, 31a. 6d. 

Elehebtm of Machete Dbbion, 
for Students, by J. F. Klein. 8vo. 
(U.S.A.). 2nd ed. Spon, 2&8. 

Eleubnts of Machine Dbbion, 
by W. C. Unwin. Fcp. 8to. 2 
vote. Tol, I. Principles and TranB- 
mifisive Machinery. 555 pp. 34,5 
Illns. 1901. Bs. Vol. II. Engine 
Details. 291 pp. 174 lllua. 19'JO. 
4s. <kl. LongniaDB. 

EsoiNBBBiifo Hand - skbtching 
Machine Coastruction, by T. Jack- 
son and P. Bentley. Demy 8vo. 
3rd ed. Pt I. 18 Plates. 1898. Pt. 
II. 12 Plates. 1899. Chapman, Is. 

Enoinber's Sketch-book ot 
Mechanical ]Slovcment.H, Duricea, 
ete., hy T. W. Barber. Cr. 8vo. 4th 
ed. 348 pp. 2603 Illus. 1902. 
Spon, lOs. 6d. 

Gbaphic Mbthodb op Bsoinb 
Design, by A. H. Barker, B.A., 
B.So. Cr. 8vo. 210 pp. flO lUus, 
1897. Technical Pub. Co., Man- 
cheater, 3s. Sd. 

Machine Design. Pt. 1., Fasten- 
ings, by W. L. Cftthcart. 290 pp. 
119 Ulua. 8vo. 1903. Van Nost- 
rand, N.T., 83. 

Problbmb in Machine Dbbion, 
for HonouiB Students, by C. H. 
Innes. Cr. 8vo. 2nd ed. 258 pp. 
201 Illus. 1899. Technical Pub. 
Co., Manchester, 4s. 6d. 

'isoiNE DESifiN, by J. M. 



8vo. 2nd ed- 

1 

Machine Drawing-. 

Dracohthman's Handbook of 
Plan and Map Drawing, by G. G. 
Andrg. Or. 4to. 87 lUus. 34 
Plates, Spon, 9s. 

Enqinbering, Drawing and. 
Design, for Students, by S. H. 
Wells. Large cr.Svo. 3rded. Vol. 
1. Practical Geometry. 149 pp. 101 
Illus. 1900. 38. Voi. n. Machine 
and Engine Drawing. 3rd ed. 321 
pp. 1900. 4b. 6d. Griffin. 

Ehoiseeb's and Dbaoohismak's 
Data Book, for Workshop and Offl.ce 
Use. Cr. 8vo. 3rd ed. Spon, 3s. 

Bnoinbeb Draughmmbn's Work, 
for Beginners. Sq. or. 8vo. 2nd 
ed. 100 pp. 80 Illus. 1898. Whit- 
toker, Is. 6d. 

Lettering fob Draiiohtshen, 
Engineers and Student*, by O. W. 
Reinhardt. Obi. Svo. VanNostrand, 
N.Y., 81. 

Lbttbbiso op Woukinh Dbaw- 
iHoe, by J. C. L. Fish. Obi. 4to. 
13Plate8. VanNostrand, N.T., 81. 

Machine Drawing, by G. 0. 
Anthony. Obi. 8vo. 56 pp. Test. 
18 Plates. 1899. Isblster, 6s. 

Machine Drawino and Debiqn,. 
for Engineering Students, by W, 
Ripper. Royal 4to. 133 pp. 100 
Illus. 55 Plates. 1896. Rivingtona, 
12s. 6d. 

Machine Dkawino forEnoinbbb- 
iHO Students, by T. and T. G. Jones. 
Small 4to. Book I. 7th ed. 4» 
Plates. 1903. 4s. Book II, Part. 
1. Machine Tools. 25 Plates. 1898. 
28. Book II. Part 2. 42 Plates. 
1901. 3s. J. Heywood. 

Manuai op Machine Dbawiho 
and Design, by D. A. Low and A. 
W. Bevis. Demy 8vo. New ed. 
375 pp. 7B3 llius. 1901. Long- 
mans, -s. 8d. 

Mechanicai. Drawing, by C. W. 
MoCord (U.S.A.). 4to. 100 pp. 
68 1!:u8. 1893. Chapman, 17s. 

Mechanical Drawing Self- 
TAUGHT, by J, Rose. 8vo. 313 pp. 
330 Illus. Baird, Philadelphia, 94. 

Practical Draughtsman's Book 
and Mnohinist's Drawing Com- 
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panion, from French of 
Amienaud. 4to. 5G Illua. 50 
PlatcB. Baii'd, Philrtdelphia, 3fi. 

Piucticai.Dbaughi8M4N'sWobk. 
by P. N. Haaluok. Cr. 8vo. 16( 
pp. 1901. CaBaell, 28. 

SKETCHEa OP Engine and 
Machine Details, by W. Bentley. 
I<arge cr. 8ro, 2nded. 90 pp. IUub. 

1900. Chapman & Hall, 2a. 6d. 
Tbchnic op Mechasicaj, Drapt- 

iBii, by 0. W. Reinhardt. 36 pp. 
62 Illua. 10 Plates. 1900. E>,- 
ginefring and Mining Journnt. 
N.Y., 81. 

"Wobkman's Masual of Ek- 
GiSBBRiKQ Drawing, by J. Maxton. 
7fch ed. 300 Plates. Lockwood, 
3s. 6d. 

(See also Mechanical Drawing, p, 93.) 
Marine Engineering. 

American Marine Bnujkbbb, by 
E. Edwards. 440 pp. 85 lUua. 
Baird, Philadelphia, »2.60. 

AKlXHMBTICiL GutTOB FOB MARINE 

Ei^neera, by J. Tod. Demy 8vo. 
668 pp. 1903. J. Brown, 6a. 

Bergen's Mabine ENatsEBR, for 
Board of Trade Examinations for 
Certificates as lat and 2nd Class 
Engineers, by T. Southern. 10th 
ed. 702 pp. 1901. Simpkin, 148. 

Bkbaxdowns at Sea and How 
to Bepair Them, by A. E. Leask. 
Cr. 8vo. 4th ed. 270 pp. 99 IUub. 

1901. Simpkin, Marshall, 5b. 
Caxechism of the Marine Steam 

Engine, by E. Edwards. 12nio. 5th 
ed. 414 pp. 63 lUus. Baitd, Phil- 
adelphia, 32. 

Dbawino and Dbsignino por 
Marine Engineers, by C. W. 
Roberts. Demy 8vo. 186 pp. 27 
Ulus. 21 Plates. Whittaker, 6s. 

Elembniaby Leshonb in Steam 
Machinery and the Marine Steam 
£ngiae, fur Junior Students, by J. 
Iiangmaid and H. Gaisford. 8vo. 
New ed. Macmillan, 6s. 

Elementary Marine Enqineek- 
nro, for Apprentices, by J. 8. 
Brewer. 12ino. 3rd ed. 144 pp. 
1896. Lockwood, Is. 6d. 

ELEUENICARVQuE^IOaaREUVmED 

■t Board of Trade Exaiuinations of 
Marine Engineers, by W. H. Thorn. 
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Cr. 8vo'. 186 pp. 1901. Reed, 
Sunderland, 3s. 

ENcmeESs' Handbook, R«ed's, 
to the Board of Trade Examinations 
for Certificates of Competency, by 
W.H. Thorn. DemySvo. 18tb ed. 
Vol. I. 700 pp. 368 Dia«raiii8. 37 
Plates. 7s. dd. With Questions. 
170 pp. 5b. Key. DemySvo. 383 
pp. 1904. 7s. 6d. Siinpkin. 

Enuine-room Practice, by J. G. 
Liversidge. Large cr. Svo. 292 pp. 
66 Dlvis. 1899. Griffin, 6s. 

Handbook of Land anu Marine 
Engines, by S. Roper. Cr. 8to. 7th 
ed. 698 pp. Baird, Philadelphia, 
S3.50. 

How TO BuiU) A Three Hobse 
Power Launch Engine, by E. W. 
Roberts. 4to. 1902, Lockwood, 
12a. 6d. 

Manual op Marine Eniiinebr- 
by A. E. Staton. Demy 8vo. 



Trade Examinations : New B3e- 
uieutary Questions, with Answers, 
by J. Tod and W. C. M'Gibbon. 
244 pp. 1901. Simpkin, 4s. 

Marine ENOiNEEHa' Dbawisu 
Book, for Board of Trade Examina- 
tions, by W. C. M'Gibbon. Obt. 
foUo. 1902. Simpkin, 2s. fid. 

Masinh Engineers' Gdihb, for 
Board of Trade Examinations, by A. 
C. and E. W. I. Wannan. Large cr. 
8vo. 2nded. 486 pp. lUus. 1901. 
Lockwood, lOs. 6d. 

Marine Enoineers' New ani> 
Revised Elementary Questions by 
t)i6 Board of Trade, with Illus- 
trated Answers, by A. C. Wannan. 
Cr. 8vo. 150 pp. 81 lUus. lEOl. 
Whittaktr, .'3a. 6d. 

Marine Engineers : Their Quali- 
fications and Dutiea, by E. G. Con- 
atantine. Cr. 8vo. 313 pp. 77 
Illus. 1897. Technical Pub. Co., 
Manchester, 5s. 

Marine Engines and Boilers, 
for Stuiienta, by G. C. V. Holmes. 
Large er. 8vo. 134 pp. 69 lUua. 
1893. Chapman, 3s. 

Mabuje Engines and Steam 
Vessels, by R. Murray and G. 
Carlisle. Cr. 8vo. 8tli ed. Lock- 
wood, 4a. fid. 
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MBrine Eng^eering, fmiiiiiiie'l. 

Majuse Mi:it(iks and Motor 
Laimcliea, by E. W. Roberta, for 
YMhtamen. IBmo. Rudder Pub. 
Co., N.V., U. 

Mawne Propellebs, by S. W. 
Barasby. Demy 8vo. 4th ed. 187 
pp. eimua. opiates. 1900. Spon, 
iOH. 8d. 

Mabiste Steam Enuihe ; lu Con- 
atruction, etc., by C. Bualey. Vol. 
I. 4to. 2Parta. Text and 63 Pktea. 
1902. Gravel, 40s. 

Mabine Steam Enuine, for Stu- 
desta aad Ofliceni, by B. Sennett 
and H. J. Oram. Royal 8vo. 6th 
ed. 532 pp. 414 liius. 1902. 
Longmans, 21s. 

Masihe Stokers' Guide to ihb 
Eiring and Care of Steam Boilers, 
by " Vuloau ". Cr.Svo. I26pp. 25 
Illua. 1903. Simpkin, 2a. 

MoBBBN Amebicab Mahinb 
Enginea, Boilera and Screw Pro- 
pellera : Their Design and Conatrue- 
tion, by E. Edwarik. 4to. 146 pp. 
30 Platea. Baird, Philadelphia, 
85. 

Modern Marine Compousd 
Engine Diagram, for Sehools, 26 
in. X 36 in. Baoon, 4s. 6d. 

Modern Mabdje EwaiNEeaiNo 
Applied to Paddle and Screw Pro- 
pulsion, by N. P. Burgh. <y)3 pp. 
269 Illua. 36 Coloured Plates. Van 
Nostrund, N.Y., SIO. 

Modern Workshop Peachcb as 
Applied to Marine Engines, Floating 
Docka, Dredging Machines, etc., by 
J. G. Winton. 4th ed. lUus. 
Lockwood, Ss. 6d. 

PooKET-flooK OP Marine Eb- 
oiNBEBiso : Rules and Tablea for 
Marine Engineers, Naval ATchitecta, 
etc., by A. E. Seaton. 12mo. 7th 
ed. 1903. Griffin, B». 6d. 

PitAcracAi. Advice fob Mabinb 
Engineers, by C. W. Roberta. Cr. j 
8vo. 152 pp. 64 lllus. Whittaker, ' 
2s. Bd. 

Pracdcai. Marine ENfiiirEBRiNO 
for Marine Engineers and Students, 
by W. F. Durnnd (U.S.A.). Large 
8vo, 720 pp. 1902. Spon. 21s. 

Rbbd's Useful Hints to Sba- 
(iODJd Engineers: How to Repair, 
et.^. r,r. Syo. 4th ed. 312 pp. 50 



Diagrama. SPlates. 1903. Simpkin, 
3h. 6d. 

Resisiancb and Propulsion of 
Ships, by W. F. Dnrand (U.S.A.). 
Royal 8vo. 4.31 pp. 116 Illua. 
1898. Chapman, 2l8. 

Resistance of Sbips and Screw 
Propulsion, by D.W. Taylor. Med. 
8yo. 240 pp. 73 Illua. 1893. Whit- 
taker, I 5b. 

Screw Pbopbllers and Marine 
Propulaion, by J. McEim Chase 
(U.S.A.). DeraySvo. 230 pp. 17 
IUus. 31 Plates. 1895. Chapman, 
12s. 6d. 

SXEAU AND THE MARINE StEAM 

Engine, by J. Yeo. Med. 8vo. 
lllus. MacmiUan, 7a. 6d. 

Steaushiph and Their Ma- 
chinery from First to Last, by J. 
W. C, Haldane. Demy 8vo. 532 pp. 
niua. 1893. Spon, 15b. 

Steam Yachts and Launcheh : 
Their Machinery and Management, 
by C. P. Kunhardt (U.S.A.). 8vo. 
2nd ed. Spon, 15a. 

Text-book op Marine En- 
aiNBERiNO, with Supplement, Belle- 
ville Boiler, etc., by A, E. Tompkins. 
Demy8vo. 282pp. 142IUus. 1898. 
Simpkin, 7b. 6d. 

Text-book on Mabikb Motors, 
by E. du Boulay. Imp. 8vo. 148 
pp. 90 IUus. 1902. Yachtsman, 
10s. 6d. 

Triple and Qitadri'ple Expan- 
sion Engines and Boilers, and their 
Management, ]>y A. R, Leask. Cr. 
8vo. 4th ed, 306 pp. 74 Illua. 
1902. Simpkin, 6s. 

Verbal Notes and Sketckes 
for Marino Engineers, by J. W. 
Sothem. Demy 8vo. 3rd ed. 200 
pp. 1902. Whittaker, 4a. 6d. 
(Shipbuilding. See below. Nautical 
Books. See section 46.) 

Materials in Engineering;. 

CosaTRUcxiosAL Iron and Siekl 
Work, for Buildings, by F. Campin. 
12nio. 286 pp. 1896. Lockwood, 
3a. 6d. 

Elasticity and REsiaiABCE of 
Materials of Engineering, by W. H. 
Burr (U.S.A.). 6th ed. 760 pp. 
Chapman, 2 la. 
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EKnrxBEKiHu CossTRUcnos in 
Iron, Steel and Timber, by W. H. 
Warren. Med. 8ro. 375 pp. 375 
Diagrama. 13 Folding Plabea. 1894. 
Longmans, ICs. 

Inhpbction Of THB Matbuiais and 
Workmanahip Employed in Con- 
Btruutiim. by A. T. ByrnB (U.S.A.). 
16mo. 2nd ed 539 pp. 1902. 
Chapmaii, I2a. 6d. 

Matbbiai^ op Constuuomos, by 
J. B. Johnson (U.S.A.) Large 8vo. 
650 mu8. llPltttea. 1897". Chap- 
man, 25b. 

Materials of Enoinberino, by B. 
H.Thurston (U.S.A.). 3vo1b. Demy 
8vo. Vol.1. NoQ-metallic Materials 
of EnKineering (Stone, Timber, 
Fuel, Lubricants, etc. ]. 4th ed. 
364 pp. 78 Illus. 1893. 8s, M. 
Vol. II. Iron and Steel. 7t!i ed. 
714 pp. 138 Illua. 1898. 15b. Vol. 
IIL Brasses, Bronxea and other 
Alloys. 2nd ed. 575 pp. 40 Illua. 
1893. 10b. Sd. Chapman. 

Mechanicai. Enoihbebind Ma- 
TEItiAUJ: Their Properties, Treat- 
ment and Construction, by E. C. R. 
Marka. Cr. 8vo. 52 pp. 43 Illus. 
1893. Teohnieal Pub. Co., Man- 
obester, Is. 6d. 

Practical Treatise on Strength 
of Materials, including their Elasti- 
city and Resistance to Liipact, by T. 
Box. Cr. 8V0. 4th ed. 638 pp. 
1902. Spun, 12a. 6d. 

Strbnuth of Matbriaib, by W. 
Kent (U.S.A.). 18mo. 138 pp. 
Spon, 2s. 

Strength of Matebialb, by J. 
A,Ewi»g. Royal 8vo. 2nd ed. 260 
pp. 1903. C. J. Ciay, 128. 

Stbbhoth op Materials : Ele- 
mentary Text-book for Manual 
Training Schools, by M. Merriiuan 
(U.S.A.). 12mo. 2nd ed. 1898. 
Chapman, 4s. 6d. 

Strength of Matebialm and 
Structures, by Sir J . Anderson . 
Fop. 8yo. 12th ed. 307 pp. 66 
Dlus. 1897. Longmans, 3s. Sd. 

Tebtino anb Stbbboth of Ma- 
terials of Conatruction, by W. C. 
Popplewell, M.Sc. Deniy 8vo. 404 

gj. 193 lUus. 1901. Scientific 
ub. Co., Manclieater, 10s. 6d. 
Testimr op Matebials of Cob- 



, for Engineering Labora- 
by W. C. Unwin. Demy 
8vo. '2nd ed. 455 pp. 188 Illus- 
5 Plates. 1899. Longmans, 16a. 

Theory op Structubbs ahi> 
Strength of Materials, by H. T. 
Bovey. M.A. (U.S.A.). Royal 8 vo. 
2nd ed. 818 pp. 505 Illus. Chap- 

an, 31a. 6d. 

Treatise on the Strbbgth of 
Materials, by P, Barlow ; ed. by W. 
Humber. Demy Svo. 2ud ed. 400 
pp. 19 Platea. Lockwood, 18s. 

alao Architecture, section 3.) 
Mechanical Drawing. 

Descripxivb Tbbatibb on Matue- 
iiATiCAL Drawing Instrumenta : 
Their Construction, Use and (juAli- 
ties, with Hints on Drawing and 
Colouring, by W. F. Stanley. Cr. 

o. 7th ed. Spon, Bs. 

Dbawxno for Machinists and 
Engineers, by E. A. Davidson. 
I2mo, 142 pp. 47 Illua. 1901. 
Cassell, 4a. 6d. 

r Trbatisb on Ohtho- 
anAPHic Projection : New Method 
(if Teaching Mechanical and En- 
gineering Drawing, by W. Binns. 

o. 12bh ed. Spon, 9b. 

First Coumb m Mbchanioal, 
Drawing (Tracing), for Technical 
Schools, by G. Halliday. Obi. 4to. 
5th ed. Spon, 2a. 

Mechanical Drawinu, by W. 
Minifie. Svo. 200 lUua. Van 
Noatrand, N.Y., S4. 

Practical Course in Mechanical. 
Drawing, by W. Fox and C, W. 
Thomas. 12mo. 2nd ed. Van 
Noatrand, N.Y.,»1. 25. 

Practical Geometbv pob Aeohi- 

;GTa and Engineera, by E. W. 
Tarn, M.A. 8vo. Lockwood, Os. 

Second Course of i )bthooraphiC' 
Projection : by W. Binns. 8»o. 
4th ed. Spon, 10a. 6d. 
(See also Machine Drawing, p. 90.) 
Mechanical Eng:ineeriiig, 

Api'lbby's Handbookb of Ma- 
CHTNERV. 8vo. 6 sections. Ss. 6d. 
each. Sec. I. Prime Movers, Steam, 
Gas and Air Engines, Boilers, etc. 
Sec. II. Hoiating Machinery, Wind.- 



Mechanical Eagine:ring, cjiilinned. 
Electrical Hud Uimd Cranes, 
Winohea, «ty. Sec III. Pumping 
Machinery, Pumping Enj^inea and 
Purap3. Soo, rv. Machine Tools 
for Working Mdtiils, Wood, etc. 
Sod. V. Contrftolor's Plant and 
Eailway Materidla. Sec. VI. Min- 
ing, Coloniftl and Manufacturing 
Machinery for Ores, Com, Rica, etc. 

DiAORAUD OF Machinehv, 3 ft. 
X 2 ft., Bacon, 4a. 6d, each. 

EKoiNBERiNd Notes, by F. 
Roberteon. Demy 8vo, 40!t pp. 
1873. Spon, 138. 6d. 

ESUIKBBK'S AST) MnO.WBlDH'r'fl 

AasiataDt, by W. Templeton. ISmo. 
8th ed. liockwood, ^. 6d. 

BVAPOBATING, OoNnEMSIKO AND 

Cooling Apparatus : Explanations, 
ForrauIiB and Tables for Use in 
Practice, by E. Hausbrand ; trans, 
by A. 0. Wright, M.A. (Oson.), 
B.So. (Lond.). DemySvo. 400pp. 
2imuB. 7B Tables. 1(W3. Scott, 
dreenwuod, 10s. 6d. 

Fowler's Mechanical En- 
Rs' Pocket-book. Pott 8vo. 



GOVBRHORS AND GrOVBRNllfU 

Ueohaniam, by H. R. Hall. Cr. 
8vo. 128 pp. 1903. Technical 
Pub. Co., Mancheater, 2b. fld. 

Graphics, oe the Art csi Cal- 
oniATiON by Drawing Lines, Applied 
to Mechanical Engineering, by R, 
H. Smith. Part I. with Atks of 
39 Plates. Demy 8vo. 257 pp. 
1689. Longmans, 15b. 

H AST) BOOK FOR MeCHAKICAL 

Engineers, by E. Adams. Cr. 8vo. 
4th ed, 398 pp. 1897. Spon, 
79. 6d. 

Handbook on Bsuinberino, by 
H. C. Tulley. 12mo. 2nd ed. 800 
pp. 300 Illus. 1902. H. C. Tully 
& Co., St. Louis, «3.50. 

MacHiNicAL Enoinebrino, for 
Students, by P. Campin. 3rd ed. 
Lock wood, 2s, 8d. 

Mbghanioai. Enqinbbeino op 
Power Plants, by F. R. Hutton 
(U.S.A.). DemySvo. 725 pp. 512 
lUus. 1897. Chajjman, 2l3. 
Mechaitical Esoiseer's Rbfer- 



esce B.iok, by N. Foley. Part I. 
Genera! Engineering Data. Part II. 
Boiler Couatruction. Folio. 2i " 
ed. 51 Plates. Lockwood, 638. 

Mechanical Enoimebr's Refer- 
BNCB Book, by H. H. Suplee. 12mo. 
190*. Griffin, 18s. 

Mechanical Movements, 
Powers, Devitjea and Appliance 
Used in Constructive and Operativ- 
Machinery and Mechanical Arts, 
by G. D. Hiscoi, Demy 8vo. 2nd 
ed. 404 pp. 1800 Illos. ir" 
Low, 12s. «d. 

Practical Esoinebe's Hasd- 
flooK, by W. S. Button. Royal 
8vo. 6th ed. 558 pp. 420 Illus. 
1902. Lockwood, 18m. 

PEiNCrpi.Ba OF FiTTiMO, for En- 
gineer Students, by J. Homer. 
Sq. cr. 8vo. 2nd ed. 324 pp. 350 
Illus. Whittaker, Ss. 

Ebpaih and Maintenance oi 
Machinery, by T. W. Barber. 8vo. 
400 lUus. Spon, lOs. Bd. 

SieVBNS' MBCaABICAL CATBCHiasi, 

12mo. 336 pp. 2S0 Illus. Laird 
& Lee, Chicago, 81. 

Test-book of Mbchanioal En- 
oiNBERmu, by W. J. lineham. 
Demy 8vo. 7th ed. Part I. Work- 
shop Praotioe. Part II. Theory and 
Examples. 1066 pp. 901 IUub. 
li)04. Chapman & Hall, 128. 6d. 
(See Engineering Workshops and 
Machine Constniction above, 
and Rules, Pocket- Books below.) 
Mechanics. 

Application op Graphic Mbthods 
to the Design of Struoturea, by W. 
W. F, PuUen. Cr. Svo. 321 pp. 
143 Blus. 1896. Technical Pub. 
Co., Manchester, 6s. 

Appijed Mechanics : Elementary 
Introduction to the Theory of 
Structures and Machines, by J. H. 
Cotterill. 8vo. Sth ed. 645 pp. 
210 Illus. 1900. Macmillan, 18b. 

Applied Meohantch : Advanced 
Text-biiok, by A. Jamieson. Vol. I. 
Principle of Work, Gearing- 3rd 
ed. 420 pp. Illus. 7s. 6d. VoL 
II. Motion, Strength of Materials, 
Hydraulics. Large cr. 8vo. 2nd 
ed. 483 pp. Illus. 1900. 88, f ' 
Griffin. 
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MECHANICS— METAL WORK 



Balaboiso of Enoibbb, by W. E. ■ 
Bftlby, M.A., B.So. Demy 8vo. ' 
173 nius. 1902. B. Aruoia, , 
108.'6d. 

Cdhsenhbd MeoHAincs, for En- 
giaeering Students, liy W. G. C. 
Hughes. Or. 8yo. 116 pp. lUua. I 
i891. Lookwowl, 29. fid, 

CYCiflP.EPiA OF Mechanics, ed. ' 
by P. N. Haaluck. Imp. 8vo. 2nd ■ 
aeries. 384 pp. 1250 Illus. 1«02. 
3rd series. 380 pp. 1250 Illus., 
1903. Cassell, 7s. 6d. each. I 

Elbmbsiaey Praciicai. Mb- j 
CKASics, by J. F. Twiaden, M.A. i 
Cr. 8vo. 6th ed. 339 pp. 183 1 
BluB. 1898. Longmaua, lOs. fld. 

Elbmbntary Trbatibb on Me- 
chanics of Machinery, by J. N. le 
CoQtB {U,S.A.). Cr. 8vo. 322 pp. 
lePUteB. 1903. Maomillan, lOa. 6d. . 

EutMBNTS OF GBAFHIO SXATIOt, 

tranB. from German of K. voq Ott. ' 
Cr. 8fo. Spon, 5a. 

Essential Elbubnth or Practical ; 
Mechanics, for Engiaeering Stu- 1 
dents, by 0. Byrne. Post 8vo. 4th , 
ed. lUuB. Spon, 7s. 6d. 

Ekperimbntal Mechanics : Lect- 1 
urea by Sir E. 8. BaU. Or. 8vo. 
2nd. ed. Illus. Macmillnn, 6s. 

Grafhical Dbtbrmination of I 
Forces in Engineering Structiues, ' 
by J, B. Chalmers. 8vo. 406 pp. 
«1 Illus. 1881. Macinillaa, 248. I 

GRAfHiCAL Statics of Mbchan-I 
ISH, by G. Herrmann. 12mo. 4th 
fld. 7 Plates. VanNoatrand,N.Y., | 
•2. 

KniBHAXKM, OR Pbactical ; 
Meohanisin, for Draughtsmen, Ma- 
flhiuista and Students, by C. W. ] 
M«cCord(U.8.A.). Demy8vo. 4th 
od, 335 pp. 36IUus. 1893. Chap- 
man, 21s. 

KiNBiiATioa OF Macbinbbt, by i 
J. H. Ban- (U.S.A.). 8vo. 200 
Illua. 1900. Chapman, 10a. 6d. I 

Manual op Applied Mbchanics, 
by W. J. M. Bankine. Cr. 8yo. 
17th ed. 680 pp. 285 Illus. 1904. 
Grilfin, 12a. 6d. 

Manual of Thbokbijcal Me- 
OHAKica, by J. Weisbach ; trans, 
from German. 8vo. 9th ed. 1100 
pp. 902Illufl. VanNo8trand,N.Y., 
«6. 



Mechanics Applied to Es- 
QiBEERitJO, by J, Goodman. Cr. 
8vo, 605 pp. 6;.'0 lUus. 1899. 
Longmans, Ts. 6d. 

Mechanics oir Machinery, by A. 
B. W. Kennedy. Cr. 8vo. 3rd ed, 
652 pp. 374 lUua, 1898. Mac- 
millan, 8s. 6d. 

Mechanics of the Machisbky 
of Traasmisaion, by J. Weisbach : 
ed. by J. Herrmann (U.S.A.). 
Demy 8vo. 2nd ed. 544 pp. 448 
lUus. 1894. Chapman, 21s. 

Mechanics of Enoinb bring, for 
Technical Schools, by J. P. Church 
(U.S.A.;. Deray8vo. 2nded. 833 
pp. 636 Illua. 1890. Chapman, 
25s. 

Practical Mechanics and 
Machine Design : Numerioal Ex- 
amples, by R. G. Blaine. Cr. 8vo. 
4th ad. 208 pp. T9 Illua. 1899, 
Cassell, 23. 6d, 

Pbinciplbs of Graphic SiAiica, 
by G, S, Clarke. 4to. 3rd ed, 118 
Illus, 10 Plates, Spon, 12s. 6d. 

Ebsearcheb is Graphical 
Statics, by H. T. Eddy, 8vo. Van 
Nostrand, N.Y., Sl,50, 

Statically Indeierjjinate 
Sttuoturea and the Principle of 
Blast Work, by H, M. Martin. Cr. 
8VO. 72 pp. Illua. 1895. Engiueer- 
iitg, 48. 

Test-book of Applied Me- 
chanics and Mechanical Engineer- 
ing, by A, Jaraieson. Vol, I. Cr, 
8to, 4th ed. 664 pp. 1903. Griffin, 
8h. 6d. 

Tbbatisb on Friotios and Loai 
Work in Machinery aud Mill Work, 
byR. H-ThurstoniU.S.A.). Demy 
Svo. 5tli ed. 365 pp, 60 Illua, 
Chapman, 12s, 6d. 

Metal Work. 

Art of Coppbbbhithikg, by J. 
Fuller, Boyal 8vo. 327 pp, 474 
', lUus. D, WiUiams Co., N.T., 83. 

First Lessons in Metal Work- 
ing, by A, G- Compton (U.S.A.). 
12mo. 170 pp. 95 lUus. 1894. 
Chapman, 6a. 6d. 

Galvanised Iron Cornicb- 
wobkeb's Manual, by C. A. Vaile. 
4to. 74 pp. 21 Plates, Bftird, 
PW\8AeVi\a,%b. 



i 



Metal Work, r»nl.i,ni'jl. 

Machikeb and Tools Emploted 
in the Working of Sheet Metal, 
by R. B. Hodj^a. 311 pp. 



18W. Vol. II. 280 pp. 37 Tables. 
1892. MacinillaD, 42a. 

Sheet Mbial Worker's 1m- 
STHUCTOE, by R. H. Warn. 



niuH. Technical Pub. Co., Man- 2ml ed. 254 pp. 430 Illus. Lock- 



Chester, 4a. 6d. 

Manuu. of Ibhirucxion ib Habd 
Soldering, by H. Rowell (U.S.A.;. 
Cr. 8vo. 3cd ed. 60 pp. Illua. 



Mbtu. Plate Wokk : Its Pattema „ . , _ 
and their Geometry, by C. T. Millia. "^wel Engines. 
Cr. 8vo. 4th ed. 466 pp, ----- 

lUua. - 



wood, 78. 6d. 

Teachbb'3 Handbook ax Maitdai.. 
Training: Metal Work, by J. S. 
MiUer. Cr. 8vo, 160 pp. 1903. 
Whittaker, 3a. 6d. 



Model Engine CosaiRvcnoN",, 
by J. Alexander. Cr. 8yo. 324 pp- 



Mbtal Tuebing, by J. Horner. 1 69 lUua. 21 Sheeta of Working^ 
Sq. cr. %vo. 2nd ed. 170 pp. 81 Drawings. 1SW4. Whittaker, 6s. 



lUua. 1896. Whittaker, 4b. 



Model Bb«inb-mj 



Metal Work, for Learners, by C. i and Praotioe, by J. Pooock. Cr. 



G. Leland, M.A. 4to. 2nd ed. 
120 pp. 1900. Whittaker, 5s. 

Metal Worker's Pattern Book : 
Prinoiples and Practice of Patte 



2nd ed. 178 pp. 11& Illua. 
1891. Sonnenschein, 2s. 6d. 

Model Enoinbes's Handv-book, 
by P. N. Hasluok. Cr. 8vo. 144 



Cutting aa Applied to Sheet Metal | pp. 100 Illus 
Work, by Geo. W. Kittredge I Model Enoines asii Boilbrb : 
(U.S.A.). 4to. 429 pp. 744 Illua. I Conatruotion of Small Steam. 
1901. Iron Age, Haatings House, Engines and Boilers of Modem. 



t 



W.C, 21a. 

Mbxal Worker's Handy Book 
of Reoeipta and Proceaaes, by W. T. 
Brannt and W. H. Wahl (U.S.A.;. 
Cr, 8vo. 538 pp. 63 Illua. 1890. 
Low, 12a. 6d, 

Mlllino Machines and Pbo- 
CGSBBS, by P. N. Haatuck. Large 
cr. 8to. 352 pp. 800 Illus. Lock- 
wood, 12a. fid. 

New Turner's and Fitter's 
Haadlwok, by T. Greenwood. 
121110. lUuB. 1902. Milner&Co., 
Limited, 2s. 

Pbsn's Tables Showiso the 
Weight of Different Lengths of 
Iron, Steel, Brass, Copper, Cast-iron 
Pipes, Caat-iron Cylinders, by 8. 
Penn and A. W. Byberg. Demy 
8vo. 6th ed. 38 pp. Jaa. Black- 
wood & Co., 2s. limp. 

Practical Metal Plaie Work, 
ed. by P. N. Hasluck. Cr. 8yo. 
160pp. 247 Illus. 1900. CaaseU, 2a. 

Practical Metal Worker's 
Assistant, by O. Byrne (U.S.A.). 
Boyal 8vo. 683 pp. 609 Illua. 
Gay & Bird, 25fi. 

Sape BuiLDtNu, by L. de Coppet 
Bent {U.B.A.), 2 vola. 4to. 4th 
ed. Vol. I. 270 pp. 25 Tables. 



Types, by E. P. Watson (U.S.A.)- 
8vo. 30 Drawings. Spon, 6s. 

MooBL Enhines and Suall. 
BoatB, by N. M. Hopkins. Cr. 8vo. 
50 nius. 1898. Van Noatrand, 
N.Y., 81.25. 

Model Locomotive : Its Deskin: 
and Conatruotion, by H. Greenly. 
DemySvo. 260 pp. 1904. P.Mar- 
BhaU, 6s. 

WoRKtNO Models, tor Engineer- 
ing Students, by T. Jones. Eight 
12mo. Card Models of Engine SMe 
Valves. J. Heywood, 28. 6d. 

(ElectricaJ Models. Section 19.) 

(Oil Engines. See Gas Engines, 

etc., above.) 

Pattern-makin g. 

British Standard Seotion8> 
Issued by Engineering Standarde- 
Committee. Imp. 8vo. 1903. W. 
Clowes, Is. 

Construction op FoDHDBr 
Patterns, by H. Anghie. Demy 
Svo. 166 pp. 237 Illus. 1901. 
Scientific Pub. Co., Manchester, 58. 

MACHiNBnY Pattern -sia KINO, by 
P. S. Dingley. Cr. 8vo. 2nd ed. 
120 pp. 1898. Chapman, 8s. 6d. 



Patters -mikbr's Ashistant, by Pumps. 
\ J. Rose. 8vo. tfth od- 250 Illus. ' Cestripuoal Pumps, Turbimbs 
Van Nostfrand, N. V., S2.60. ■ and Water Motoi-a, by C. H. Innea, 

PiTTKHN-uiKER's Handt-boob, I M.A. Demy fr " ' ' 



239 lUus. IWl. Technical Pub. 
Co., Manohester, ia. 6d. 

DiBECT-ACTIBO PUMPIHU EnuINKB 

and Steam Pump ConBtruotion, by 
P, R. BjOrling. Cr. 8vo. 123 pp. 



I 



by P. N. Haaluok. 

pp. lOeniua. 1887. Lwikwood, 

Patters-ma kutg, by J. 
Horner. Cr. 8vo. 3rd ed. 388 
1902. Lockwoid, 78. 6d. 

Prachcai. Pattbrn-makibo and 20 Plates. 18a9. ^o 
Moulding, by W. H. Wilson. Demy Mechanics op Pui 
8v<.. 308 pp. 29imu8. 1894. J. 
Heywood, 7s. 6d. 

Principles or Pattebn-m 
for Students, by J. Horner 
or. 8vo. 2nd ed. 180 pp 
Illua. 1899. Whittuker, 3b. 



I, 5a. 



Ma- 



, for Technical Schools and 

Engineers, by J. Weisbach and G. 

isit, Herrmann ; trans, by K. P. Dahl- 

Sq. Strom. Demy 8vo. 300 pp. 1S7 

101 Illus. 1897. MacmiUan, 123. 6d. 

1. NOTBB ON THE CONSTRUCTION AND 

Working of Pumpa, by E. C. R. 
Pipes. .Marks. Cr. 8vo. 187 pp. 117IUus. 

P„„ „. T...,: Thsi, Cn-iJ^./sT'S'"" ''"^^ "°- "'"' 

BjiirUng. Cr. 8vo. 250 pp. 1 
UluB. 1902. Whitbaker, S. 



P^ACTicAt Notes 
Founding, by J. W. 
Demy 8vo. 148 pp. 
' gpon, 12a. 8d. 

Power Transmission. 
Belt Daivisii, by C 



Pipe . 



Construction, by P. R. Bjiirling. 

Cr. 8vo. 2nd ed. Plates. Spon, 5s. 

Peisciples jiND Construction op 

M^fnrkne^ ^"'"P'J'S Machinery (Steam and 

15 PiatON ; "afisr), by H. Davey. Large 8vo. 

io i^iai^BH- 1 296 pp. 260IUua. 6 Plates. 1900. 

I GrifBa, 2l8. 

Pumping Macuinbrv : Construo- 

tion and Management of Steam and 

Halliday. Power Pumping Machinery, by W. 

OTO. Spon, 3a. Bd. M. Barr. 8vo. 260 Illua. Lippin- 

DsNASlOMBIEIta ANn Measube- COtt, 258. 
MBNT of Power, by J. J. Flather Pumps and Pumpinu ; Their 
(tJ.8. A. ). 12mo. Chapman, 8b. 6d. 1 Selection, Construction and Manage- 
MoDERN SHAPTiNri AND Gkamng, ' ment, by M. P. Bale. Cr. 8vo. 4th 
and the Sksonomioai Transmission of ed. 120 pp. 1901. Lockwood, 
Power, by M. P. Bale. Cr. Sto. 2b. 6d. 

112 pp. 37 nius. 18!)3. Rider, Pumps and Pumping Machinery, 
28. 6d. by F. Colyer. 2 vols. Demy 8vo. 

Pbinciplbb op Mbchabism and I Vol. I. 2nd od. 200 pp. 63 Plates. 
Machinery of TransmiBsion, by W. j 1892. 288, Vol. H. Demy 8vo. 
Fairbaim. 12mo. 266 pp. 156 2nd ed. 160 pp. 48 Plates. 1900. 
Illus. Baird, Philadelphia, S2. 25b. Spon. 

TaAHanresioN op Power bt Wire . Pujrps and Pump Motorb, tor 
Bopea, by A. W. Stahl (U.S.A.). i Hydraulic Engineers, by P. R. 
16mo. 2nd ed. 131 pp. 34 lUus. Bjilrling. Royal 4to. 2 vols. 300 
Spon, 2s. pp. 261 Plates. Spon, 638. 

TRBATUtB ON BeLW AND PuLLEYS, ! PuMPB : HlSTOBIOAIiV, ThEOREXI- 

by J. H. Cromwell (U.S.A.;. Cr.|c.ua.Y and Practieally Considered, 
8vo. 272 pp. 120 Illus. 1894. i by P. R. Bjrtrling. Cr. 8vo. 2nd 
Chapman, 6b. 6d. I ed. 231pp. 156IUus. Spon, 7s. 6d. 

Trbatisk on tpr Use oir Beltinq i Pomps : Their Construction and 
for the Transmission of Power, by Management, by P. R. Bjiirling. 
J. H. Cooper. Demy 8vo. 4th ed. i Sq. 8vo. 62 pp. 91 lUua. 1902. 
1901. D. McKay, Philadelphia, »3, ! P. S. King, 3fi. fld. 



Pumps, 
Pumps: Thbtr Primoiples mo 

Construction, Lectures by J. W. 
Clarke. Or. 8vo. 176 pp. 2nd ed. 
73 nius. 1003. Batsford, Ss. 6d. 

Refriger&tion, Ice-mtikiiig. 



Thborbtic.u. asd PKicnciL 
Aramoaia Refrigeration, by J, J. 
Redwood{U.S.A.l. Sq. 16mo. 3rd 
■ ed. im pp. 15 lUua. 25 Tables. 
: Spon, 4s. 6d. 
I Rules, Pocket-boots. 

Calcdlator poe the Metal 



CoMPBtJD OF Mbchanioal Rb- j Trades : Tables Showing Value of 
VRiuEBATiON, by J. E. Siebel any Quantity ot Goods by Weight 



(U.S.A.). Cr. 8vo. 2nd ed. 
pp. 181f9. Ice and Storage Co. 



ISrao. 



ICE-MiKlNG MACHINBa, 

from French of M.. Ludoux. 
4th ed. IHO pp. Spon, 2a 

Imdicaiino thh Re 
Machine, by G. T. Voorhees. 
8™. 180 pp. 22 niua. 1899, 
and Storage Co., 4a. 6d. 

MaCHIXEBY roa RErBIOERATIOH, 



from 1 lb. to 75 tons, by G. Wilson. 
Cr. 8to. Spon, 5b. 

BnUINEBEISG TBLBORiPH CODE, 

by A. H. Blackburn and J. Stevens. 
Palmer, Howe, Manchester, 40s. 

BsniNEBR's Habdy-book, Con- 
taining Facts, Formulie, Tables and 
Or, Questions of Power, Gas Bngines, 
Ice etc., by S. Roper. 12mo. 15bh ed. 
1899. Baird, Philadelphia, »3.60. 
Esginbee's Mamdal of^ Rplks, 



by N". Selfe (U.S.A.). Sflyal 8vo. Tables and Data, by D. K. Clark. 
374 pp. 213 niuB. ISOO. loe and j Large 8vo. 5th ed. 1000 pp. 



H. Williams. Cr.8vo. 420 pp. 115 j by M. Reynolds. Eoy.iamo. 4th ed. , 



nius. 1903. Whittaker, Itts. 6d. 

PoCKBT-BooK OF Rbfriobeation 
and Ice-Making, by A. J 
Tayler. Cr. 8to. 3rd ed. 
1904. Lookwood, 3s. 6d. 

Pbaoticai ICB-MAKMa and 
PEiGBRAMifo, by E. T. Skinkle. 
and Storage Co., 6s. 6d. 

" , Rtmmifi! - ■■ 



45 Ills. Dil^'aiuB. Lookwood, 3h. 6< 

Foden's Mechanical Tablks : 

Wallis- 1 Diauieters, Ciroumterences, Weight 

pp. I of Iron, etc, Cr. 8to. 50 pp. 

Whittaker, Is. 6d. 
Re- Gaoqbs at a Glajjce, by T. 
Ice Taylor. Obi. post 8vo. 2nd ed. 
82 no- 1898. Spon, 53. 

TabLBS or DlAOBAMB 



and Refrigerating Plant, by P. C. 0. tor Coaversion of Meaaurementa ii 
StBph»u3ky. Or. 8vo. 1897. loa Different Units, by H. Smith. 4to. 



and Storage Co., 

Prihoiples asd Practice 
Artifloial loe-making and Refrigera- 
tion, by L. M. Schmidt. Deniy 8vo. 
232 pp. 87 lUus. 190*. Low, 14a. 



43 Tables in 28 PUtes. 189S. 
Griffin, 73. 6d. 

Iron and Metal Trades' Com- 
PAHION : Value of Goods Bought or 
by Weight, by T. Downie. 



Bbpbigbratujg and Icb-making 396 pp. Lockwood, 9 



Machinery, by A. J. Wallis-Taylor. 
Or. 8vo. 3rd ed. 280 pp. 83 lllus. 
1902. Lookn ' - "^ 



Trades' Cai- , 
, by J. Aspin and A. 
Ryberg, Demy8vo. 6th ed. Nearly ' 



Refeiqeraiino MjtMiHBBY : Its 200 pp. Jaa. Blackwood Jk Co., 12a. 

~ ■ ■ ■ ' " " TULBOBAPH OoDB. 

E. Wilson, " 
Machinist's and Steam 
seer's Practical Calculator, by D. 



Principles and Management, by A. 

R. Leaak. Cr. 8vo. 2iid ed. 296 , 265 pp. 

pp. 75 nius. lf>01. Simpkin, 5a. " ■ 

Ry.FRiQBBATiON, Cold Storaoh 
and loe-making, by A. J. Wallis- 1 B. Dison. 
Tayler. Demy 8vo. 612 pp. 360 Noatrand, N.Y., 11.25. 
lUus. 1802. Lookwood, 16s. " 



Kbfbiq 
J. Levey. H. 
I, 75c. 



Manual of Ritlbs, Tablbs and 1 

Memoranda, by Data, for ftlechanical Engineers, by 1 



S. Rich & Co., 



MECHAKICU. KSGIKBERINU TeRHS, 

Diotionary, ed. by J. G. Horuer. 
Cr. 8vo. 3r(l ed. 6000 Definitions. 
1902. Lookwood, fa. 6d. 

Mbchahical Bkuinbeb's Office 
Oompamon, by R. Edwards. Fcp. 
8to. 78 pp. 18118. Lockwoud, 
3tj. 6d. 

Mecbasical Enginebh'h Pocket- 
book, by D. K. Olark. 12mo. 5th 
ed. 6^2 pp. m Diagraats. 1903. 
Lockwood, 6s. 

MechamioaI: Esginebe's Pocket- 
book, by W. Kent (U.S.A.). 6th 
ed. 1088 pp. 1903. Chapman, 2l8. 

Mechanical EsaiifBEKS Pocket- 
book (Fowler's), 700 pp. Annual. 
Scientific Pub. Co., Manchester, 
la. 6d. 

Mbchanicaj. Bnoisber'b Pocket- 
book. Pott Svc 380 pp. 1398. 
Whittaker, 5a. 

POCKBT-BOOK FOR MeCKAKICAL 

Engineers, by 0. A. Low. Fop. 
8so. 739 pp. 1000 Illus. 1898. 
Longmans, Vs. 6d. 

Pocket-book of Useful Foe- 
inTL.£ and Memoranda, for Civil and 
Mechanical Engineers, by Sir G. L. 
and H. B. Molesworth. 32mo. 
25th ed. 850 pp. 1904. Spon, 6s. 

Practicai. Enoinebb'b Pookbt- 
BOOK, 400 pp. Annual. Tachnioal 
Pub. Co., Manchester, la. 6d. 

Pbachcal Mill weight's and 
Engineer's Ready-reckoner : Tables 
for Finding Diameter of Cog-wheels, 
Shafts, Bolts, etc., by T. Dison. 
ISmo. 6th ed. Spon, 3b. 

PaiCE Book for ABcmiEctts 
and Engineers, by T. E. Coleman. 
Obi. 18mo. Enlarged ed. 1903. 
Spon, 5s. 

TiBLBS ASD Data for Esoibeer- 
ijfu Students, by W. W. F. Pullen. ■ 
Demy 8vo. 83 pp. Illus. 1899. 
Scientific Pub. Co., MancheBter, 4s. 

Tables and MEMoEiAiniA for 
Engineers, by J. T. Hurst. l>4mo. 
12th ed. Spon, Is. 

Tablbs and Memoranda for 
Engineers, Meohaaics, Architects, 
Buildera, etc., by F. Smith. 6th ed. 
270pp. Loekwood, Is. 6d. 

Useful Roles and Tables, by 
W, J, M, Rankine. Cr. 8vo. 7th 
ed. 467 pp. 1889. Griffin, lOs. 6d. 



Work Manaoer'k Handbook : 
Rules, Tables and Data, by W. S. 
Huttun. Mad. 8vo. 6th ed. 410 
pp. 151 Illus. Loekwood, 16s. 

Saw-filing-. 

Saw-fiuno, by H. W. Holly 
(U.S.A.). 18mo. 6th ed. Ohftp- 
man, 3s. 6d. 

Saw-fixino and Manaobmbnt of 
SawB, by R. Grimahaw (U.S.A.). 
16mo. 93 pp. 81 Illus. 1901. 
Spon, 3a. 6d. 

Screw-cutting, Screws. 

Culvert's Pbactical Notes on 
Screw-tuming, by W. Ward. 18mo. 
11th ed. 130 pp. J. Hejwo-id, 
28. 6d. 

Demy 8vo. 95 Illus. 1891. Brit- 
annia Co., Colchester, 3s. 

ScRBW-cuTTiNO Tablbs, for Me- 
chanical Engineers, by W. A. 
Martin. Obi. Royal 8t«. Tth ed. 

Screw Threads, by P. N. Has- 
luok. 5th ed. 74 lUus. Loekwood, 
Is. 6d. 

Tables for Enulsbbrs and 
Mechanics, Giving the Value of the 
Different Trains of Wheels Required 
to Produce Screws of any Pitch, by 
Lord Lindsay. Obi. royal 8vo. 
2ad ed. Spon, 28. 

Tbeatisb on the Thbort of 
Screws, by Sir R. 8. EaU. Imp. 
8to. 564 pp. 1900. Clay, 18s. 

Turnbb's Handbook on Scrbw- 
ODTTiNQ, by W. E. Wharton. Fcp. 
8yo. Zud ed. Spon, Is. 

SUde Rule. 

Slide Rule ; Manual tor En- 
gineers, by 0. N. Pickworth. Or. 
8vo. 7th ed. 90 pp. 10 Illus. 
1902. Pickworth, Fallowfield, Man- 
cheater, 2s. 

Slide Rule Instructob, for 
Engineers, Mil\owoers, etc., by J. 
Cliadwiok. ISnio. 80 pp. J. Hey- 

UaB AND WOKKISO OF THE 

Watch Caloulfttor and SUde Rule. 
1901. Scientific Pub. Co.. Man- 
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H Apfucatius or the Slide Valve 
^M ftnd lAnk Motion to Stationary, 
^1 Portable, Looumiitive and Marine 
^B Sngines, by W. S. Auchincloss. 
B Demy 8vo. 14lh e<l. 138 pp. 52 
■ nius. Van Nustrand, N.V., S2. 
^^ pKAcncAL Method or DEsiostHo 
^y Slide Valve Geario); by Simple , 
^K Geometrioal Construction, by B. .T. 
V C. Welch. Cr. 8vo. Spon, 6s. 

Pboportionb atto Moteubm op I 
Slida Valvea, by W. D. Wans- 
borough. Svo. 160 pp. 50 lllus. | 
1903. Technical Pub. Co., Msn- 

» Chester, 48. 6d. 
Slide akd Piston-valve Geaheu 
Steam Ensines, by W. H. Uhland: 
trana. by A. Tolhauaen. 4to. Plates. 
Spon. 36s. 

Slide Valve ahd Ii» FiracTioss, 
with Speoisl Reference to Modem 
Practice in U.S.A., by J. Begtrup. 
8vo. 143 pp. 87111a. 1902. Spon, 8b. 
Slide valve Gears, by F. A. 
Hslaey. 12tno. 7 th ed. Van 
NoHtrand, N.Y., »1.50. 

Slidb Valves, by C. W. MacOord 

(U.S.A.). DemySvo. 168 pp. 101 

I lUus. 1897. Chaptuan, 8s. 6il. 

I Specifications. See Costing.) 

Steam Engine. 

A B C OF THF. Steam Esr.ise, 

ith Description of the Automatic 

Governor, by J. P. Liak. 16mo. 

I pp. 8 PUtes, 1902. Spon, 2a. 

Amebicak Steam Engiiibbk, by 

E. Edwards. Cr. 8vo, 419 pp. 77 

lus. 1888. Baird, PhiU., «2.60. 

AniTHMETIC OF THE S IB All 

Engine, by E. S. Gould (U.S.A.). 



Care amd SLasao'ement op 

Stationary Steam Engines, by C 
Hurst. Cr. 8vo. 96 pp. 1902. 
LocVwixid, Is. 

CoMPOETKD EHQISEtt. Part I. 
Hiatoiy and Theory of Actiun. with 
Besults of European Practice, trans. 
from French of A. MaUet. Part II. 
Besulta of American Practice, by R. 
H. Buel(U.S.A.j. 18mo. 176 pp. 
r Spon, 2a. 

CoNHTRncnvB Steam Esolneer- 
, by J. M. Whitham (U.S.A.). 



Royal 8v.j. 900 pp. 795IUii8. 22 
Plates. 18fl3. Chapman, 25e. 

CoRLiBt Eh(1l»e, by J. T. Hent- 
hom and C. D. Thurber (U.S.A.). 
Sr|. 16mo. 3rd ed. Spon, 3b. 0d. 

Elemeniabv Manual ob Stkam 
and the Steam Engine. 9th ed. 

1903. Griffin, 3h. 6d. 
Elbmeneakv Text - book ok 

Steam Engines and Boilers, for 
Students, by J. H. Kinealy 
(U.S.A.). 8vo. 3rd ed. 236 pp. 
103 Dlus. Spun, lOs. 6d. 

EsoiRE RmmiBB'B Catechism, by 
R. Grimahaw (U.S.A.). 18mo. Sni 
ed. 366 pp. 147 Illua. 1898. 
Kegan Pau^ 8s. 6d. 

EsiiiSB Tests : Embracing Re- 
sults of 0\er 100 Feed-water Teats, 
by G. H. Barrua. Demy 8vo. 339 
pp. IOOIUqs. 1900. VanNostrand, 
N.Y., M. 

ENOiNBERraii Practice Ain> 
Theory for Steam Engineers, by W. 
H, Wakeman. Cr. 8vo. 2nd ed. 
184 pp. 1902. Wakeman, New 
Haven, Conn., U.S.A., tl. 

Enotnebrdio Precbdesth fob. 
Steam Machinery, by B. F. leher- 
wood. 8vo. IlluH. Van NosErand, 
N.Y., S2.B0. 

Enolish and American Stbau 
Carriages and Traction Bnginea, by 
W. Fletoher. Royal 8vo, 440 pp. 

1904. Longmans, 16s. 

ESASIINATION QCBSmoifS AND 

Answers (900), for En^neers and 
Firemen, Stationary and Marine, 
by E. Edwards (U.S.A.). OM. 
32mo. Sp<m, 6s. 

Haudbook for Steam Users, by 
M. P. Bale. Cr. 8vo. 3rd ed- 
103 pp. 1900. Longmans, 2s. Sd. 

Handrook OS Steam EsaiiiE, 
with Special Reference to Small 
and Medium-siKed Engines, by H. 
Hoeder ; trans, from Gennan. Cr. 
8to. 3rd ed. 466 pp. 1081 lllus. 
liM)2. Van Nostrand, N.Y., »3. 

HioH Speed Steam EiroiHia, by 
W. Norris and B. H. Moi^jan. 
Demy 8vo. 2nd ed. 220 pp. 116 
lllus. 1902. P. 8. King, 10a. 6d. 

Hints on SiBAir Engine DESioir 
and Construction, by C. Ilurst. Cr. 
8vo. 60 pp. I11U.S. 1901. Griffin^ 
Is. 6d. 
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How TO Manaoe a Steasi 
Engine, by M. P. Bale. Cr. 8vo. 
7th ed, 110 pp. 16 lllua. E. 
Menken, 2s. 

IsSTRrCTIONB iSB S VOO ESTIOSa 

for Engineers ami Firemen, by S. 
Roper. D. MoKay, Philncielphia, 
*3. 

Key to Ensiheb and Enoikb 
Runiiing, by J. Rose. 12ino. Van 
NoBtrand, N.T., «2.50. 

Lkssons and Pbachcai. Noibh 
on Steam, by W, H. King. 8vo. 
lOth ed. Van Noetrand, N,Y., 92. 

Maruai op thb Sikam EKadB, 
byE. H. ThiirHton(LT.S.A.). 2vols. 
Demy Syo. Vol. I. Structure and 
Theoiy. 4th ed. 1017 pp. 201 
lUua. 1897. 31s. 6d. Vol. II. De- 
aign, Construction and Operation- 
Demy 8vn. 3rd ed. 935 pp. 219 
nius. 1897. 25b. Chapman. 

Manital of the Steam Esulne 
and Other Priuie Movers, by W. J, 
M. Bankine. Cr. 8vo. 14th ed. 
640 pp. Plates and Illus. 1897. 
Griffin, 13b. 6d. 

MoDBBN Steam Enoimbb, by J, 
Hose. 357 pp. 453 Illus. Baii'd, 
Philadelphia, 16. 

New CATBCHiaM for Steam 
Engineers upon Construction and 
Management of Steam Engines and 
BoQers, by S. Boper. Slat ed. 
400 pp. 1900. D. McKay, Phil- 
adelphia, 92. 

Nbw Ekoinebr's Hamdv-boos, for 
Steam Engineers and Electricians, 
byS. R<)per. 12mo. 15th ed, 900 
pp. 325 Illus. D. McKay, Phil- 
adelphia, $3.50. 

New Qpehtiomb akb Abbwbrs 
for Steam Engineers and Elec- 
trioiana, by S. liUiper ; re-written by 
E.R. Keller and C.W.Pike. 12nio, 
6th ed, 1900, D. McKay, Phil- 
adelphia, S2. 

Portable ENoiifK : Its Construc- 
tion and Manageiiient, by W. D, 
Wansbrough, Cr. 8vo. 166 pp, 90 
lUus. 1887. Locfcwood, 3a. 6d. 

Pbacticai. Examinatoh on 
Steam and the Steam En^ne, by 
W. TenipletoQ. 12mo. 149 pp. 
Baird, Philadelpliia, SI. 

Practical Manaoehest of 
Engines and Boilers, by W, B. ie 



Van (U.S.A.), Cr, 8vo, 337 pp. 
57 Illus. 1397. Kugau Paul, 6a. 

PnAoncAX Steam Enuinbeb'b 
Guide, by E. Edwards. Cr. 8vo. 
3rded. 420 pp. 119 Illus. Baird, 
Philadeiphia, «2.50, 

Practical Tbbatise om tbb 
Steam Engine, by A. Rigg. Demy 
4to. 2nded. 380 pp. 103 Plates. 
1694. Spon, 25a, 

QlTESTIONa AND AnSWKRS FOR 

Stationary and Marine Engineera 
and Electricians, by S, Roper. 
16rao. 6th ed. 306 pp. Baird, 
Philadelphia, S2. 

Small EsarNBs and Boilehb, by 
E. P. Watson. Cr. 8vo. 108 pp. 
S3 IlluB. 1899. Van Nostrand, 
N.Y., 81.25. 

Stationaut Enoinb Dbivino, for 
Engineers in Charge, by M. Rey- 
nolds. Cr. 8vo. 6th ed. 1902. 
Lockwood, 4s. 6d, 

Stationary Steam Engines, 
Especially Adapted Co Electric 
Lighting, by R. H. Thurston 
(U.S.A.). 12mo. 1899, Chapman, 
6s. 6d. 

Steam (Elementary Scientific 
Manual;, by W. Ripper, Cr, 8vo. 
322 pp. 142 lUus. 1899, Long- 

SlBAH AND Stbah Ekoisbs, tor 
Advanced Students, by A, Jamieson. 
Large cr. 8vo. 13th ed. 588 pp. 
200 lUus. 1901, Griffin, 8s. 6d. 

Steam and tbe Steam Esuine, 
Elementary Manual, by A, Jamieson. 
Cr. 8vo. 8th ed, 306 pp. IUub. 
1900. Griffin, Sa. 6d, 

Stea.w and the Stbam Engine, 
Land and Marine, for Elementary 
Students, by H. Evers, LL.D, Gl, 
8vo. 2nd ed. 200 pp. Illus. 
Collins, Sons & Co., Is. 6d. 

Steam Esoine, by G. C. V. 
Holmes. Fop. Svo. 528 pp. 212 
Illus. 1900, Lnngtiiana, 6b. 

Steam EsoiNBa and Gab and 
Oil Engines, for Students who have 
time tor calculations, by J. Perry, 
Med. 8vo. 646 pp, 324 Illus, 1900, 
Macmillan, 7s. 6d. 

Steam £i<'oinb and Other Heat 
Engines, by J. A. Ewing, M.A. 
DeniySvo. 2nd ad. 376 pp. lllua. 
1898. C!aj, 16s. 
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Stbah Enoujb Catechism, by 
GrimBhaw. Sq. 16ju<i. 11th ed. 
413 pp. Henley & Co., N.Y., 92. 

Stbam EhoiEhb : Thkbuddybaujc 
Efficiency of Steam Engines, by J. 
H. Cofcterill, M.A. Demy 8vo. 3rd 
ed. 350 pp. lUus. Spun, ISe. 

Steam BBOiMBEamu, for Ele- 
mentary Students, by W. W. F. ■ 
Pullen. Demy 8vo. 348 pp. 290 1 
lUufl. 1901. Scientific Pub. Co., 
Manobester, 4e. 

Steam Jacket Practicably Con- 
tiDBBBD, by W. Fletcher. Cr. 8vo. 
2nd ed. 230 pp. 63 Ulus. 1895. 
WhiUaker, 7h. fld. 

Stbam Powbb and Mill Wokk : 
Modem Practice, byG. W. Sutcliffe. 
Cr. 8vo. 900 pp. 157 Illus. 1895. 
Whittftker, 21s. 

Stbam Tables and Enhine Coh- 
BTANXH, for Facilitating All Calcula- 
tions upon Indicator Diagrams, by 
T. Pray (U.S.A.). RoyalSvo. Spon, 
78. 6d. 

Tables of Peopbbties op Satub- 
AIED Steam and Other Vapours, 
by C. H. Ptsabody (.U.S.A.). Demy 
8vo, 6th ed. 38 pp. 1899. Chap- 
man, 4s. fid. 

Text-book on the Steam Enuhsb, 
by T. M. Goodeve, M.A. Cr. 8vo. 
14th ed. 400 pp. lUuB. 1898. 
Crosby Lockwood, Sa. 

Theory of Steam Enuikb, trans, 
from Weisbach'H Mechanics, by A. 
J. du Boia (U.S.A.). 8vo. Chap- 
man, 2l8. 

Thermodynamics op the Sfeam 
Engine and Other Heat Engines, by 
C. H. Peabody (U.S.A.). 8vo. 4th 
ed. 470 pp. 90I11U8. 1893. Mac-, 
mil Ian, 21e. I 

Treatise as Modbhs Steam ' 
Engines and Boilers, by F. Colyer. 
4to. 128 pp. 46 Plates. 1886. 
I 
(Fuel, Heat, Smoke. See above.) 
(Steel. See section 41.) 
Strains and Stresses. 
Applied Mbchanioh anb Rbsist- 
uf Materials : Strains on 
I, byG.Lani!a(U.S.A.). 8vo. 
Chapman, 31s. 6d. 

5 GiBDBRS : Pkacxicai. 




Formulas for their Resistance, by P. 

H.Phillerick (U.S.A.). 18mo. 159 

pp. Spon, 2b. 

Calculation of Strains jn 
' Qirders, etc., and their Strength, by 

W. Humber. Cr. 8vo. 5th ed. 
I IIluB. 3 Plates. Lockwood, 7s. 6d. 

I COUPABAIIVB BiPBBlMBNTB OS 

' Strength of Wrought Iron as S ub- 

«* ictedto Sudden and Steady Strains, 
y L. A. Eeardaiee (U.S.A.). 8yo. 
Chapman, 6s. 6d. 

Course on the Stresses m 
Bridges and Roof Trusses, Aruhed 
Ribs and Suspension Bridges, by 
W. H. Burr (U.S.A.). Demy 8vo. 
9th ed. 476 pp. 1894. Chapman, 
15s. 

Exp.uisioN OF Strdctureh by 
Heat, by J. KeUy. Cr. 8vo. Look- 
wood, 3b. fid. 

EXPBRIMBBTS OH FlBXPBE OF 

Beams, B:esultiug in Discovery of 
New LawB of Failure by Buckling, 
byA. B.Guy. Royal 8vo. 122 pp. 
1903. Lockwood, 9s. 

Graphic and Analytic Statics, 
for Students, by R. H. Graham. 
8vo, 2nd ed. Lockwood, IBs. 

Iktroduotios to tttb Mathe- 
matical Theory of the Stress and 
Strain of Elastic Solids, by B. 
Williamson, D.So., D.C.L. Cr. 
Svo. 135 pp. Illus. 1894. Long- 
mans, 6a. 

Maximum Stresses Under Con- 
centrated Loads, by H. T. Eddy. 
8vo. Van Nostrsnd, N.V., »1.50. 

New Fobmulab fob thb Loa]>s 
and Deflections of SuUd Beams and 
Oii'ders, by W. Donaldson, M.A. 
8vo. 2nd ed. Spon, 4s. 6d. 

New Method of Graphic 
Statics, Applied in Construction of 
Wrought - iron Girders, by E. 
Olauder. Small foho. Spon, lOs. 6d. 

Pocket-book op Calcdlations 
in Stresses and Other Information 
for Engineers, etc., by E. M. George. 
Royal 32mo. Spon, 3b. 6d. 

Roof Trusses : Diaobams for 
Steady Load, Snow and Wind, by 
C.E. Greene (U.S.A.). 8vo. Chap- 
man, 5s. fid. 

Simple Practical Methods of 
Calculating Strains on Girders, 
Arches and Trusses, including Sua- 
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pended Bridges, by E. W. Young. 
Demy 8v.i. 133 pp. 90 lUus. 13 
Plates. 1873. Macmillan, Ts- 6d. 

Stbaih OS Stbuciureh or Iro»- 
woEK, by F. W. Sheilds. 8vo. 
Crosby Luokwood, 5s. 

Straens IB Irorwobk ; Eight 
Elemeutary Lectures, by H. Adams. 
Cr. 8vo. 3rd ed. 77 pp. 1898. 
Spon, 5s. 

SlRENQiaj ANB PROPORTIOS OF 

BiveUed Joints, by B. B. Stoney, 
LL.D. 8vo. Spon, &s. 

SiSBifaTH ot Beams Under 
Transverse Loads, by W. Allen 
(tJ.S.A.). 18mo. 2nded. 116 pp. 
Spon, 2s. 

SXRES!!EH JlSD StB-AISH iSD ThBIR 

Caloulation, by F. R, Famjw. Cr. 
8vD. 150 pp. y5 lUus. 1900. 
Whittoker, 6s. 

Stresses in Fbambd Sibpctures, 
by A. J. da Buis ; ed. by J. S. 
Deans and W. W. Crehore (U.S.A. 1. 
4to. 10th ed. Chapman, 423. 

GlBDEE AMD RoOE 

H for Dead and Live Loads by 
Simple Multiplication, with Stress 
Constants for 100 Cases, by F. R. 
Johnson. Cr. 8vo. Spon, 68. 

Tables abb Diacraus fob. Cal- 
CXJIAUBO the Strength of Beams 
and ColiimnH, by B. E. Winslow. 
Obi. Med. 4to. 53 pp. 19 Plates. 
1901. Engi»eeri>iySiwi,,^.Y.,$2. 

Text-book ob Mechabics of 
Matoriftls, by M.Merrinian (U.S.A.). 
Demy 8vo. 9th ed. 368 pp. 84 
IlluB. 1900. Chapman, 17n. 

Tbbobt of Sibbssbs uf Uirders 
and Similar Structures, by B. B. 
Stoney. MedSvo. 777 pp. 143IUus. 
5 Plates. 1886. Longmans, 36n. 

Trusses of Wood abd Iron, by 
W. Gritfiths. Obi. 8vo. Lockwood, 



Enoibe Tebis asb Boiler 
ESiciencieB, by J. Buchetti ; trans. 
from 3rd ed. Demy 8vo. 272 pp. 
241 lUus. 1903. Constable, 10a. 6d. 

EXPERI)1£BI.U. ESGIBEEBIBCI, by 

R. C. Caipenter (U.S.A.). Demy 



8vo. 709 pp. 250 IlloH. Chap- 
man, 25s. 
IiiusTRAiioBB OF David Kirk- 

alsy's System of Meohauioal Test- 
ing, by W. G. Kirkaldy. 4to. 25 
Pktes. Van Nostrand, N.Y., 820. 

Report of a Series of Trials 
of Warm Blast Apparatus for Trans- 
ferring Part of Heat of Escaping 
Flue Gases to Furnace, by J. C. 
Hoadley (U.S.A.). DemySvo. 2nd 
ed. 173 pp. 36inuH. 1897. Chap- 
man, 6s. 6d. 

Tbstimo abd Ekperijienxisg 
with Engines, Boilers and Auxiliary 
Machinery, by W. W. F. Pullen. 
Demy 8vo. 654 pp. 517 Illus. 
1900. Scientific Pub. Co., Man- 
chester, 15s. 

(Tools. See Engineering Work- 
shops also Lathes above.) 
Traverse Tables. 

New and Complete Set op 
Traverse Tables, by J. T. Boileau. 
8vo. Van Nostrand, N.Y., 85. 

Tba VERSE Tables, by R. L. 
Gurden. Foho. 5th ed. 270 pp. 
1900. OrilGn, 21s. 

Traverse Tables, by H. Louis, 
M.A., and G. W. Caunfc, M.A. 
Demy 8vo. 1901. E. Arnold, 4a. 6d. 

Tubes, 

MaSTJPACTUBB op I BON ABB 

Steel Tubes, by E. C. R. Marks. 
Cr. 8vo. 164 pp. 1903. Technical 
Pub. Co., Manchester, 58. 
(See also p. 9?.) 
Turbines. 
PoKCELBT Turbine anb Water 

I Preaaure Engine and Pump, by W. 
Donaldson, M.A. 4to. Spon, 5a. 

Steam Turbibeh, by R. M. Neil- 
son. Royal 8vo. 2nd ed. 312 pp. 
212 lUus. 1903. Longmans, 10s. 6d. 
TuBBisEs : Thbobbtioal abb 
Practical, by de Volson Wood 
(U.S.A.). Demy 8vo. 2nd ed. 
Chapman, 10s. 6d. 

I Turbine Wheels : Ibapplioa- 
bility of the Theoretical Investiga- 
tions of the Turbine Wheel to the 
Modern Construcbions, by W. P. 
Trowbridge (U.S.A.). 16mo. 2nd 

'ed. 94 510. S^o.,"!*,. 
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VkItcs. 

Satbtv V4LVEB : Theib History, 
Invention and Calculation, by Le 
Van. Fcp. 8vu. 151 pp. 69 IUoh. 
N. W. Henley & C.).. N.Y., »1.60. 

Valves ahd Valvk Gbaiiuco, for 
Engineiirs, Drsitglitanien and Stu- 
donta, by C. Hurat. Demy 8vo. 
3rd ed. 164 pp. 5 Plates. 1903. 
&iffin, 10s. Cd. 

(See also p. »4.) 
W»ter WheeU. 

Practical Trbatd^k on thb Con- 
struction of Horizontal and Verti- 
cal Water Wheels, by W. Cullen. 
Small 4tii. 2nd ed. Spon, 5s. 

PsiwctpLBS or Construction and 
Ettioienoy of Water Wheels, Ijy W. 
Dunaldaaa, M.A. Spon, 5s. 
V/indmiJls. 

WiNDMnj. AS A Prime Movee, by 
A. R. Woltf (l-.B.A.). 2nd ed. 
Spon, ISa. 6d. 
Wire, Wire-Rope. 

Aerial or Wire-hope Trah- 
TVATa : Comitructioa and Manage- 
ment, by A. J, WaUis-Tayler. 12mc.. 
216 pp. 81 lUua. 1898. Crosby 
Lock wood, Th. 6d. 

Enulihh Wire GAuae, with 
Tables, by T. Hughes. 8vo. Spon, 
2b. 6d. papeF. 

WiBB : Its Manufactube and 
Uses, by J. B. Smith. Cr. 4tu. 
1891. Enyineerln;/, 7e. 6d, 

I Workshops. See Engineeriog 

Workshops above.) 

(Eyesight. See section 48.) 

(Explo»ves. See section 42.) 

Section 22. 
FACTORIES AND WORK- 
SHOPS. 
Factories and Workshops. 

AociDBNT IN Factories : Its 
Distiiliution, Causation, Conmenaa- 
tion and Prevention, by J. Oalder. 
Or. 8vo. 342 pp. 20 Tables and 
124 Illue. 1899. Longmans, Ts. fld. 

COMMEUCIAL OrOANISATION OF 

Faotoiies, Sov Manufacturers, Man- 
agers, Auditors, etc., by J. 8. Lewis. 
BoyalP-- '^ 



Dbtreciation of Factobies, 
Mines and Industrial Undertakings, 
and their Valuation, by E. Mathe- 
son. Demy 8vo. 3rd ed. 183 pp. 
Ulus. 1903. Spon, Ts. 6d. 

Duties of Local AuxHOKiTiBa 
under the Factory and Workshop 
Act, 1901. b^r J. R. Kaye, M.B., 
D.P.H. 8vo. 1903. Sanitary Pub. 
Co., 2s. 

Factory and Workbhoi" Acts, 
18784895, by A. and J. A. Red- 
grave. Post 8vo. 7th ed. 479 pp. 
1898. Butterworth, 68. 

Factory and Workshop Act, 

1901, by Williams and Musgrave. 

1902. Alan Stuart, 36. 6d. 
Factory and Workshop Act, 

1901. 32nio. 1902. Siiiipkin. Is. 

Handy-book of the Labour 
Laws, by G. Howell. Cr. 8vo. 3rd 
ed. 338 pp. 1895. Macmillan, 
3a. 6d. 

How TO Become a Factory 
Inspector, by T. F. Uttley. Em- 
mott, Manchester, 2b. 

Law of Factories asv Work- 
SBOFH as Amended by Factory Act, 

1901, by A, H. Ruegg. 8vo. 1902. 
Sti:venH & Haynes, 12a. 6d. 

Law Rei.atino to Factoribb akb 
Workshops, by M. E. Abraham and 
A. L. Davies. Demy 8yo. 4th ai. 

1902. Eyre & Spottiswoode, 5s. 
Law IIelating lo Factories amb 

Workshops, by E. Austin. Cr. 8vo. 
2nd ed. 1902. Kni^t, 7b. 6d. 

Law Relating to Factories ahd 
WorkshopB as Amended by Act of 
1901, by W. Bowstead. 8yo. 1901. 
Sweet & Maxwell, 9s. 

Our Factories, Workshops and 
Warehouses ; Their Sanitary and 
Fire-resisting Arrangements, by B. 
H. Thwaite. Cr. Svo. Spon, 9s. 

Prevention op Factory Acci- 
dents, by J. Calder. Cr. Svo. 326 
pp. 124 lUus. 20 Tables. 1899. 
Lnugmans, 7b. 6d. 

Redgrave's Factory Atrra, by 
H. 8. Scrivener, M.A., and C. P. 
Lloyd. 9th ed. 1902. Butterworth, 
7b. 6d. 

Tabulation op the Factory 
Laws of European Countries, by 
E. Brooke. 8vo. 1898. Clowes, 



I ^Workmen's Compensatioii, Em- 
ployers' Liability. 

AOClDBMia TO WORK.MEN, EM- 

jloybbk' Liftbility Act, 1880, Work- 
men's ComjiuiiaatioQ Act, 1898, by 
K. Minton-Seuhouae and O. F. 
Einery. Demy 8vo. 380 pp. 1898. 
E. Wilson, 15b. 

COMPBBSAXIOH TO WoKKMES ACT, 

1897, by W. A. Willis, LL.B. 
Poafc 8to. 7th od. 215 pp. 1901. 
Butterworth, 29. 6d. 

Ehflotbks' LiABa-itY Act, 1880, 
-with other Acta, by A. H. Ruegg. 
Post 8yo. 489 pp. 1901. Butter- 
worth, 12a. 6d. 

EwpLoyEBd' Liability Usder the 
Workmea'a CompttiiBatiua Act, 1897, 
[ and Employers' Liability Act, 1880, 
by A. Hobinuott and J. D. Stuart. 
SoyslI2mo. Snded. 1898. StevuiiH 
& SonB, 78. 6d. 

Handbook ro WoaKiiBs's Com- 
noK Act, 1897, with Adden- 
diini aa Workmea's Couipensaticm 
Act, 1900, by R. M. Minton-Sen- 
liouae and G. F. Eniory, Cr. 8vu. 
184 pp. Bemrose, la. boards. 

Law AMD Pbacticb Relatiho to 
Workmea's Compenaaitioa and Em- 
ployers' Liability, by W. E. Hill, 
M.A. Demy 8vo. 370 pp. 1898. 
Waterlow, 8h. 6d. 

Law Rbiuitino to Workmen's 
Compensation under Acts of 1897 
and 1900, by W. Bowstead. 8vo. 
1901. Sweet & Maxwell, 10s. 

OuTLiKB OF Law Kklatisci to 
Workmen's Coiiipensation Act, 
under Acta 1897 to 1900, by W. 
Bowstead. Cr. 8vo. 64 pp. 1902. 
Simokin, Is. 

Woekmbn'b CoMPKNaAUoN Act, 
1897, with Introduction and Notes, 
by A. Taylor, M.A., LL.B. Cr. 
Svo. 105 pp. 1898. Hodge & Co., 
GliiHguw, 2a. 6d. 

WoTtKMES'a COUFBKHATION AcT, 

by Roberts-Jones. 5th ed. 1902. 
49 Clude Road, Cardiff, 2h. 6d. 

WoRKMBif's Compensation Act, 
1897, by W. A. WiUia. Cr. 8vo. 
flth ed, 262 pp. 1899. Butter- 
worth, 3s, 6d. 



Wi)BK»iEN'a Compensation Acts, 
1897 and 1900, by A. EUiott, Cr. 
8vo, 2nded, 410|.p. 1901, "' 
& Haynes, 7a. 6d. 

Workmen's Compensatioii Casbs, 
being Reports of Cases Decided 
under Workmen's Compenaatinn 
Acta, by R. M, Minton- Sen house. 
Vol. IV. 8vo. 1902, Vol. V. 1903. 
Clowes, 6s, each. 



FINANCIAL. 

(Banking. See section 7.) 
Investments. 

BwiiKH Railway Fibanck ; 
Guide to Investors, by W. W, Wall. 
8vo. 422 pp. 1902- Richards, Us. 

Handbook op South African 
Mines. 16mo. 397 pp. 1902, E. 
WUaon, 5s. 

How TO Invest in Mines, by E. 
R. Gabbott. Cr. 8vo. 2nd ed, 91 
pp, 1896. E. Wilson, 2s. 6d. 

How to lavESi IN Railways, by 
W. W, Wall. Cr. Svo. 422 pp. 
1903. Richards, 6a. 

How to Invest Money, by E, R. 
Gabbott, 12mo. 82 pp. E. Wilson, 
la. limp, 

Invbbtwbnt and Speculation im 
British Railways, by W, J. Stevens. 
Cr. Svo. 262 pp. and TabUs. 1902. 
E. Wilson, 4s, 

Investment Tables, Showino 
Actual Interest or Profit per cent, 
per Annum. E. Wilson, 2s. 

Investoks' Tables for Asoer- 
TAININO the True Return of Interest, 
by T. M. P. Hughes. E. Wilson, 1 

6s. 6d, 

Law op Sales op Stockh and 
Shares, by C. F. Stallard, M.A, 
Fcp. 8vo, 181 pp. 1897, Clement 
Wilson, 3s. 6d. 

Manual of RAiLaoAiw of the 
United States and other Investment 
Securities, by H, V. and H. W, 
Poor, 70 Maps. Annual. E. 
Wilson, 45s. 

Mathibson's Handbook 
Investors, Annual. 12mo. 1902. 
Matliieaon, 2s. 6d, 



Investments, continual/. 

MlNiNia Mahvm.. Annual, by 
W. R. Skinner. Demy 8v<i. Skinner, 
21a. 

Money Market Primer, by G. 
Clare. Demy 8vo. '2nd ed. 150 pp. 
1902. E. Wilson, 5h. 

Practicai, Hibtm to Ibvbhxobs, 
byA. J.WiUon. Cr. 8vo. 2nd ed. 
102 pp. 1897. Clement Wilson, 
Is. ttd. 

Rboihxbbes Money Lkndbkij, 
1901, with Copy of Money Lenders 
Aot. 175 pp. Argus Printing Co., 
28. ad. 

Shabehdluers, Directors ass 
Voluntary Liquidators' Legal Com- 
panion, by F. B. Palmer. 12mo. 
20th ed. 1901. Stevens & Sous, 



Tabled for Fiitdlnw Hajj- 
TBABJ.Y Sftte of Interest from IJ per 
cent. Upwards, Realised on Stock 
or Bonds, by Lieut.-Col. W. H. 
Oakes. Imp. 8vo. Laytoa, 10s. 6d. 

TaHATiSE oM Law KELAHHa lo 
Debentures and Debenture Stock, 
by P. F. Simonaon, M.A. Royal 
8vo. 3rd. ed. 531 pp. 1902. E. 
Wilson, 2l8. 

Wnaos's HAioiitooK to South 
African Mines, etc. : Guide to Kaffir 
Market. Cr. 8vo. 1902. E.Wilson, 
Bs. Iwards. 

Stockbroking. 

Bbokek's CoBRHSPosiiEST : Latter 
Writer for S took Exchange Business, 
by J. Martin. Cr. Svo. 68 pp. E. 
Wilson, Is. 

Dictionary op Stock Exchange 
Terms, by W. G. Coi-dingley. Cr. 
8vo. 95 pp. 1901. E. Wilson, 
2«. 6d. I 

Enulish and Fbbbch Explana- 
tory Dictionary of Tenns and 
Phrases Relating to Finance, Stock 
Exchange and Gold Mining, by M. 
A. Meliot. Cr. 8to. 246 pp. 1896.; 
E. Wilson, 58. 

GiossABY OP Colloquial, Slang 

ar 'cbI Terms in Use on I 

ige and Money Market, I 



by A. J. WUson. Cr. 8vo. 210 pp. 
1895, Clement Wilson, 3s. 

Guide to Stock Exchanoe, by 
W. G. Cordingley. 12mo. 130 pp. 
1901. E. WUson, 2b. 

Key to Rules of Stock Ex- 
change, by F. Chiswell. Demy 
8vo. 183 pp. 1902. E. Wilson,, 
Ts. 6d. 

Rapid Shake CaiiGulator fox. 
Caloulating iths, iVths and nVnds, 
by E. de Segundo, on a card. E. 
Wilson, lOs. 6d. 

Regiktbation op Tbamskbrs of- 
Transferable Stocks, Shares and 
Securities, by G. & G. F. M. Ennis. 
Deiny 8vo. 128 pp. 1893. E. 
Wilson, 7s. fld. 

Rules and Usaobs of Stock 
Exchange, by G. H. Stutlteld and 
H. S. Cautley. Demy 8vo. 3rd ed. 
214 pp. 1901. E. Wilson, 68. 

Stockbroker's Rani>book, by E. 
E. Kennedy. 12mo. 6th ed. 6S 
pp. 1900. E. Wilson, Is. limp. 

Stock Exchakoe Official In- 
TBLLioENCE. Royal 8to. 2144 pp. 
Annual. Spottiswoode & Co., Hta- 

Unitbo Kingooh Stock aitd 
Sharebrokers' Directory, 1901-2. 
Demy Svo. 216 pp. Spottiswoode 
it Co., 4s. 6d. 

(Trust Funds. Section 40.) 

(First Aid. See section 32.) 

(Fiah. See section 24.) 

Section 24. 

FOODS AND BEVERAGES. 
Adulteration and Analysis. 

Adulteration Acts, by F. \V. 
Beech. Demy 8vo. 4th ed. 56 pp. 
1900. Federation of Grocers' As- 
sistants, 6d. paper. 

Adulteration of Food, by D. 
C. Bartley. Royal 12mo, 1899. 
St«vens & Sons, 8s. 

Aids to the Analysis of Food 
and Drugs, by T. H. Pearmuin and 
C. G. Moor. Cr. 8vo. 2nd ed. 20ft 
pp. 1899. Bnilliere, 3s. 6d. 

Analysis of Foods and Drugs, 
byT. H. Pearmain and C. G. Moor, 
M.A. Part I. Milk and Milk Pro- 
dueta. 132 pp. 1897. 6s. Part 11. 



Chemioal and Biological Examina- 
tion ot Water. 172 pp. 91 lUus. 
'"'•" ■ 1. paper. BaillifTe. 

F Foods, with Micro- 



Tea, Coffee, Cocoa, Sugar, 
Large cr. 8ro. Chapmau, 2h. (kl. 

Flesh Fooss, for Analj'iats itud 
Inspectors, by C. A. Mitchell. Cr. 
I 8vo. oSIllua. 1 Plate. 336 pp. 1901). 
I Griffin. 10a. 6d. 

Food Addiibbauon asp its 
Detection, by J. P. Battershall, 
Ph.D. (U.S.A.). Plates. 1887. 
Spon, 15a. 

Food asd Dsroa Adulteratios, 
Consolidntion of Various Acts, by 
C. J. Higginaon. Cr. 8vii. 2nd 
ed. 203 pp. 1902. E. Wilson, 
3s. 6d. 

Food iBaPBcron's Hasdboor, 
by F. Vftoher. Or, 8v». 3rd ed. 
195 pp. 58 Illua. 1900. SaniUry 
Pub. Co., Sa. M. 

FooDH ; Theie CoMPoHinoir ahd 
Analysis, by A. W . Blyth, M. R. C. S . , 
andM. W.Blyth,B.A.,B.So. Demy 
8vo. 5fch ed. 740 pp. 81 Bins, and 
Plates. 1903. Griffin, 21s. 

Law and Chemistb? Kelatinu 
to Food and Drugs, by H. M. Rob- 
inson, LL.D.,andC. H. Oribb, B.Sc. 
Cr. 8vo. Rebman, 6g. 

Law RbLATIKO to ADDlTBRAHOIi 

of Food, by J. Macauley. Cr. 8vo. 
1896. Clowes, 3s. 6d. 

Repobt op Dbpamubmal Com- 
MiTCBB on Use of Preaervativea and 
Colouring Matters in Foods. Eyre 
& Spottiswoode, 4h. 3d. 

Sbcoku Treatise on thb Effects 

I of Boiax and Boric Acid on the Hu- 
fe 
pp. 5 Col. Plates. 1902. Churchill, 
2b. 6d. 
Select Methods in Food As- 
ALIBis, by H. Leffmann, M.D., and 
W. Beam (U.S.A.) Lai^e cr. 8vo. 
383 pp. 4 Plates. 53 lUus. 1901. 
Rebman, 11a. 
MlCBOBOOPlCAl, EXAUIMATION OF 
Foods and Drugs, by H. G. Greenish. 
Royal8To. 346pp. 168IUus. 1903. 
Churchill, lOs, 6d. 
Simple Methods for DETBCinfa 
Food Adulterati'iii, by J. A. Bower. 



Bac- 



Aerated BeTcrages. 

MtNEKAL Water MiSUFACTLTiERa' 
Accounts. Demy 8vo. 1902. Gee. 

3s. ed. 

Soda ForsTAiN RBgfwiTKS of 
Modem Times, ed. by G. H. Du- 
belle. Cr. 8vci. 2nd ed. 168 pp. 
1901. Spon, 6s. 

Bread ..makinif. 

Bakbrb' Guii'E, by J. Bbmdy. 
Dexuy 8vo. 4th ed. 242 pp. 1899. 
Newton &■ Eskell, 2a. 6d. 

Baxtbb's Up-to-Datb Bbcipb 
Book tor Bakers. Laird & Lee, 
Chicago, »1.50. 

Bhbad asd Biscuit Baker's abd 
Sugnr Boiler's Asaistunt, by R.Wells. 
Cr. 8vo. 3rded. 122pp. 1896, Lock- 
wood, 2s. 

Bread AnAlYaia, by J. A. Wank- 
lyn and W. J.Cooper. Cr. 8vo. 7& 
pp. 1886. Kegan Paul, Bs. 

Behad, Bakehouses an 
IBBIA, by F. J. Waldo, M.A., M.D. 
and D. Walsh, M.D. Large or, 8vo. 
65 pp. 1895. Bailliere, 2b. 

Elbmebiary Peinciplbs of 
Breadniaking, by J. Goodfellow. 
Cr. 8vo. 196 pp. 76 Dlus. 1896. 
Baker and Vunjeclioner, Sa. 

Guide to Book-kbepiku, for 
Bakers, by W. H. Rippin. Mao- 
laren. Is. 6d. 

Modern Pbaoiicai, Bread Bakbb, 
by R. Wells. Cr. 8vo. 140 pp. Abel 
Hejwood, Manchester, Ss, 6d. 

Practical BREADNAKUiG, by F. 
T. Vine. 2nded. 222 pp. leslllua. 

1900. Baker and Confectioner, 3h. 

pRlHCIPLBa of BBEiDMAKINU : SO. 

Introduction to the Study of the 
Principles of Breadnuiking, by W. 
Jago. Cr. 8V0. 134 pp. 18 lUus. 
1889. Maolaren, 2a. 

Science and Akt or Brbadjiak- 
INO, and Cliemistry and Testing of 
Wheat Flour, by W. Ji^o. Demy 
8yo. 648 pp. 14 Plates. 81 Illua. 
1896. Simpkin, 15s. 

Sblbctbd Recipes for the 
mo Trade. Cr. 8vo. 136 pp. 

1901. Maclaren, 2s. 6d. bmp. 



Bak- J 



F<X)DS AND BEVERAGES 



I 



Cake*, Cottfectiotiery, Pastry. 

BitBin, Cakeh xsfi Buns, by R. 
Weils. Handbook fur Baken and 
ConfeotioimrB. Cr. 8ro. "0 pp. 
Illua. KNH. SimpkiQ, Is. 

I BoABii MixnitBB, hy 
P. T. Vine. i9(>2. Haker and Von- 
Jfrlionr, 2s. 8d. 

C'ak&n, ANt> How III Makb Theh, 
by F. T. Vine, Cr. 8vo, 2nd ed. 
282 pp. 99 Illus. 1901. Maa- 
Uren, ;Ja. fld. 

EC' 

niez. 8vo. m pp. 

mh,:r and l-onfeptiowr, Sb. 6d. 

Cakh Dh cob ATI ok, by Ernest 
Sohullw. 4to. 88 pp. 94 lUus. 
imU. Maclaren, 5h. 

Ountbr'b Modbrs Confectioner 
And BlMuit Baker, by W. Jeones. 
Cr, 8v«. 16th ed. .108 pp. 1900. 
Donn, S». 6d. 

HiSIB ON MollBRN CaKZKAKINO, 

by (I. 1). Lynn. Cr. %\». 232 pp. 
UliiH. MocWen, 3b. Od. 

Ii'BM : Plain and Decorated, by 
f. T. Vine. Lnrge or. 8vo. 96 
pp. II I'Utoa. MncUran, 3n. 

MoiiNitN Flour OoKrBCTioNER, 
by R. Wolla. Post 8vo. 1891. 
Liwkwmjd, 2>i, 

MotiBUH Practical Confectioner, 
by W. C. Butler. 16nio. 98 pp. 
1H»8. Himpkin, U. 

Ornambhial Confeutiohebv, by 
R. WolU. Or. 8vo. 2nd ed. 129 
Dwiya*, Luokwood, fm. 

PahTUVUDOK AMIi CoNFECriONBR'S 

fliiiilu, by R. WbIIh. Cr. 8vo. 2nd 
od, imi2. [iookwood, 28. 

PlPINO ANI> t)RN A MENTATION, by 

R. Ooiniiiuii. Cr, 8vo. 104 pp. 

«7 IlliiM. 18H5. Ihker 

lioiirT, 7b. fld. 

PuAwniAL Pastry, by F. T. Vine. 
Cr. 8vo. 2nd ed. 212 pp. lOt 
llluM. 181IB. Hiiker nnd V<m/e 
Ihmr, 2h. (id. 

Savoury Pastry, by F. T. 
Vine. Cr. 8vo. 192 pp. 107 Ilk 
IttW. Baknr nml fun/ecthm 
2a. Od. 

Slab Cakes, by F. Hoiighto 
Cr. «^.>. llL' |>|>. TlluH. 1901. 



Catering, Hotels. 
Pbactical Hotel Managemkst, 

including Notes and Comuients on 
Hotel Law. Demy Svo. 3rd ed. 
203 pp. 1899. Newton & Eskell. 
2b. 64. paper. 

Coffee. 

Coffee and Ihdia-rubbbk Cul- 
XURE in Meiioo, by M. Ibimers 
(U.S.A. . 8vo. Putnam, 14b. 

COFFBK ; lut CULXURB ASD CoM- 

HBBCE in all Countries, by C. fj. W. 
Look. Cr. 8ro. 264 pp. 11 PUtes. 
1888. Spon, 12a. 6d. 

Coffee Planter's Makuaj., for 
both Arabian and Liberian Speciea, 
by J. Ferguson. Svo. 4th od. 
320 pp. llluH. Luzac, 4s. 6d. 
(Dairy Farming. See Sect. 1.) 



pp. 
1901. Constable, 2s. 6d. 

American Fish Culture ; Trout, 
■Salmon, Shad, etc., by T. Noiris. 
12ino. nius. H. T. Coataa&Co., 
Philadelphia, »1.76. 

liRiTisH Fresh Water Fish, by 
Rt. Hon. Sir H. Maxwell. 12 
coloured Plates. Illus. Cr. 4to. 
1903. HutohinBon, 12h. M. 

British Salt Water Fishes, by 
F. G. AHalo, W. Senior and F. B. 
Marston. Coloured Plates. 1903. 
Hutchinson, 12s. fld. 

EnisLE MoLLuacA of Great 
Britain and Ireland, with Recipes 
for Cooking Them, by M. 8. LoTell. 
Or. Svo. 2nd ed. 310 pp. 12 
coloured Plates. Lovell Reevs, 98. 

History oj' the Oyster and 
Oyster Fiaheries, by T. C. Eyton. 
8vo. 40 ijp. 6 Plates. 1858. 
tiumey & J., 5s. 

Law Relating to Saj.hon Fish- 
KRiBS of England and Walea, by 
J. W. W. Bund, M.A., LL.B. 
Demy Svo. 632 pp. 187ti. Butter- 
worth, t6B. 

Letters to Yovkg Sea Fishers, 
by J. Biokerdyke. Large er. Syo, 
337 pp. 126 Illus. 189S. HoMMSe 
Cox, 7a. fld. 



Sec. 24] 



FLOL'B, GKAIN— FOODS 



List of Books Relausg to Fish, 
Fishing and FiflharieB, 1883-1900. 
DemyHvo.iaterieftved. IflOl. Saiup- 

Makino a FiaHBBY, by F. M. 
Hftlford. Demyevo. 212pp. 1895. 
Horace Cox, Ts. 6d. 

MoPBIm FiBH CXTLTDRB, FroHh 

and Saifc Water, by F. Mather. Or. 
8vo. 333 pp. IlluB. 1900. Forest 
& Stream Pub. Co., N.Y. 

Pbactioal Manaobmbnt of Fi8H- 
BEiBs, by F. Francis. PoatSvo. 110 
pp. lUuH. 1883. Horace Cox, 3b. M. 

Floor, Grtuo. 

Coaa Tbajie Iwvoicb Clerk, by 
H. Richt«r. E. Wileon, 1b. 

Floub Manufacture, by P.Kiok; 
trans, by H. H. P. Powles. Boyal 
8vo. 367 pp. 167 lllua. 28 Plates. 
1888. Lockwood, 25s. 

FooD-QRAisa OP Ibdia, by A. H. 
Church. 4to. 1902. Chapman, Qb. 
Grain asd Flour Tables, 
McCorquodaJe, la. 

Gbaib, Flour, Hay, etc., Mer- 
OHAKTS' Aoeoiinta. Demy8vo. 1903. 
Gee & Co. 

Meyer's Stanoard Grais Tele- 
graph Code. Palmer, Howe, Man- 
cheater, 35b. 

Modern Fi/>ur Mu.lino, by W. 
R. VoUer. Demy 8yo. 3rd ed. 
iSi pp. 122 IlluB. 1897. Baker 
and Confevfioner, lOs. 6d. 

Practical Hhttb on Flour, by 

W. T. BfttBB. Cr. 8vo. 68 pp. 

1899. Baker and Confectioner, 1h. 

Beady Reckoner tor Millers, 

, Corn Merohauts and Farmers, by 

[ W. S. Hutton. Or. 8vo. 2nd ed. 

I Lookwood, 2h. 

I Roller Mill and Silo Manual : 
r Hotebook for Millers and Mill- 
L wrighte, by J. Donaldson. Or. Svo. 
1 2nd ad. 174 pp. 11)01. Simpkin, 
1 4a. 3d. 

I Standard ENiiLisH aku Foreion 
I Corn CiUculator, by E. A. P. Burt. 
I Demy 8vo. 150 pp. Rider, 48. 
I Food and Drugs Acts, 
I Sale ov Foob and Drugs Acts, 
I 1876-1899, by M. 8. Howman. 145 
I pp. 1901. W. Green & Sons, Edin- 
1 burgh, 5s. 



Sale op Food and Druob Acts, 
with Notes, by T. 0. H. Hedder- 
wick, M.A. Demy 8vo. 2nd ed. 
Eyre & Spottiswoode, 76. 6d. 

Sale of Food and Druqb Acra,. 
1875-1899. by Sir W. J. Bell, LL.D., 
and H. S. Scrivener, B.A. Post 
8vo. 3rded. 276 pp. 1900. Butter- 
worth, 7s. 6d. 



CLABSinCATION OK FoOP SllfFFft 

Chart, by J. J. Pilley. Gill, 6s. 

Diet dj Relation to Aoe and 
Activity, by Sir H. Thompson. Cr. 
8vo. 1902. Warns, 2s. ed. 

DlHIBFEC'TION AND PRESERVATION 

of Food, by S. Rideal, D.Sc. Royal 
8yo. 500 pp. 1904. SaniUry Pub. 

Famous Foods, Drinks and 
Drugs : Their MuHcle-making, Fat- 

Eroducing and Curative Properties, 
y 0. H. WooK. 8vo. 1W13. 
Gutenberg Press, Is. paper. 

Food and Feedinu, by Sir H. 
Thompson. Cr. 8vo. 11th ed. 
1902. Wame, 5s. 

Food and Its Fuhciionb, for 
Students of Cookery, by J. Knight, 
M.A., B.Sc. Cr. 8vo. Blackie, 
2a. fid. 

Food and Its Preparaxion, by 
W. T. Greenup. Fcp. 8vo. 4th ed. 
221 pp. 20 Lectures. Benirose, 
Is. 6d. 

Food and the Principles op 
Dietics, by R. Hutchison, M.D. 
Demy 8vo. 568 pp. lllus. 1900. 
E. Arnold, 13h. 

Food Supply, by R, Bruce, and 
Appendir on Preserved Foods, by 
C A. Mitchell. Large cr. 8vo. 
160 pp. 76 IlUia. 1898. Griffin, 



MiNTFACTUBE 

Foods and Sweetmeats, trans, from 
German of A. Hauanei. Cr. 8vo. 
226 pp. 28 lllus. 1902. Scott, 
Greenwood, 7b. 6d. 

Ebcbiptb for Fluid Foods : 14 
Recipes, by M. and J. F. Bullar, 
M.E. 18mo. 20 pp. 1887. Lewia^ 
la. 



Heat. 

Douulas'h En(!VCLopj:dia, for 
Bacon Curers, Snusage aod Pork 
Fie-niakerH and luspectorH. Deiiiy 
4to. 40;)pp. Illua. IDOl. Douglas 
& Sons, Putney, S.W., Ta, 6d. 

PoBK Butchkb's GricE. Si[. 
12mo. 6th ed. 117 pp. 1893. 
Grocrr't Unsftlr., Is. Iwnriii. 

PaiOXICAL BuTCHBttlSO, by W. 

H. Major. 1903. W. H. Major, 
FolkeHtone, 2». 6d. 

Thomas' Amebic ak Pboduob 
Trades Reference Book. 12m<i. 
Thomas Pub. Co., N.Y., m. 
iRefriEeration. See p. 98.) 

Sugar. 

AilBKICiS SuiJAElNUiraTRY ; E^o- 

duotion of Sugar Beets aad Sugar 
Cane, by H. Myriok (U.S.A.). 
Demy 8to. 224 pp. IUub. 1899. 
E^n Paul, 7a. ikl. 

Eamdbook FOft SuoAR Manufao- 
TUBBRS and their Oheniists, by Q. 
L. Spencer (U.S.A.). I2ino. 3rd 
ed. 243 pp. Chapman, 8b. 6d. 

LsTRODUCToaY Manuai fob. Suoae 
Growers, by F. Watts. Or. 8vo. 
151 pp. 20 lUua. 1893. Long- 
maDB, Ca. 

Majtoai of Subab Analysis, by 
Dr. J. H. Tucker. 8vo, Dlus. 
Van N'oBtraud, N.Y., 83.B0. 

On Cahb Suoab ano the 
of its Manufacture in Java, by H. 
C. Prinaen Geerllgs. 8vo. Snd ©d. 
120 pp. 1904. Sinipkin, Ss. 

-.ScTGAE Anaiysis, by F. G. Wiech- 
mann (U.S.A.). Large cr. 8vo. 
2od ed. XSS pp. 1897. Chapinan, 
10s. 6d. 

SuoarBbet Seed, for Farmera and 
Cheiniata, by L. S. Ware (U.S.A.). 
8vo. 264 pp. m lUuB. 1898. 
Kegan Paul, 10s. 6d. 

SuGAK HowsB Notes ABB Tables, 
by N. Daen. 8vo. Spon, 10s. 6d. 

Sttisar Machinery, by A. J. 
Wallifl-Tayler. 314 pp. 51 Illua. 
189o. Eider, 5s. 

EstimatioQ of the Sugars, trans, from 
W. Frew. Or. 8vo. Spon, 6s. 

TBCHifoi.ooT OF SnoAB I Practical 
Treatise on Modern Methods of 



Manufacture of Sugar from Sugsra 
Cane and Sugar Beet, by J. G. F 
McTotiish. Demy 8v.i. 408 pp.\ 
8H Illus. IIMKS. Soott, Greenwood, 
lOs. 6d. 

Sweetmeats. 

Attl OF SWBETMAKISG, by B. 

Manders. Cr, Svo. 74 pp. 1901, 
Simpkin, 28. 6d. 

Chocolate and Confectioneby 
Manufacture, by A. Jacontot. 8vo. 
211pp. 1903. Maolaren, 21s. 

HOIIE-HADB SWEBIMSATS, JaMB^ 

Marmalades, Wines, etc., by Mrst 
H. M. Young. 12mo. 34 pp. 
1902. Simpkm, Is. boards. 

MANirPACTtTBE OP CHOCOLATE, bj 

p. Zipperer. Imp. 8vo. 1902. 
Spon, 16s. 

Manufacture of Preserveiv 

Foods and Sweetmeats, trans. frooL 
German of A. Hausner. Cr. 8vo. 
225 pp. 28 TUus. 1902. SooU,. 
Greenwood, 7s. 5d. 

Sweetmeat Making at Home, by 
M. E. lUttray. Cr. 8vo. 152 pp.. 
1902. Pearson, 2a. 6d. 

Toffy and Sweets : How to 
Make Them, by R. Wells. Or. 
8vo. (18 pp. Illua. 1893. Simp- 

TRBiTISE ON THE ART OF BoaiNQ 

Sugar, Lozenge-making, etc., by H. 
Weatherlej. Cr. 8vo. 131 pp. 
Baird, Pliiladelphia, «1.50. 

Tea, 

GoLDBiT Tips : Description of Cey- 1 
Ion and its Great Tea Industry, by) 
H. W. Cave. 8vo. 3rd ed. 1904.f 
Casaell, 10s. 6d. 

Inwan Tea ; its Culture and 
Manufacture, by C. Bald. Demy 
8vo. Illus. 1903. Thacker, 7b. 6d. 

Tea and Tea Blending. Cr. 8vo. 
4t!i ed. 152 pp. 1894. Ilroefrf^ M 
OaselU, 5b. 

Tea Odi/nvATiON m WebxbsnI 
Ssiich'uan and the Tea Trade withi 
Tibet via Taohienlu, by A. de BosT 

thorn. Cr. 8vo. 40 pp. 

Luxac, 2s. paper. 

Tea Maohtneby and Tea FaoI 
T0EIB8. by A. J. Wallis-Tayier. 1 
Med.Sv... 452 pp. 218Illus. 1900. 
Crosby Lockwoiid, 25s. 
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Vinegar, etc. 

PbAOTICAI. ThBAIIBB OB HTB 

ManufsctiUre (if Vinejnr, Aoetatea, 
■Cider and Fruit Wines, PrisBervation 
of Fruit and Vegetables, Meat, Fish 
and Eggs, by W. T. Brannt (U.S.A.). 
Boyal 8vo. 2ncl ed. 665 pp. 104 
nius. 1902. Sampson Low, 2Sb. 

Sbctios 25. 



Hxchange Tables. 

AuBiuciK ExcHASim R,4tf.h, fmm 
»4.75 to »4.96, 4t<). 182 pp. 19m. 
E. WilHon, 40a. 

Biles oi' Exchakob Act (1890), 
Canada, and Amending Act of 1891, 
by J. J. Maclaren, Q.O., D.C.L., 
LL.D. 2nd ed. 1896. Carawell 
Co., Ltd., Toronto, fa.BO. 

Chinesk CuBRBHCY, bv J. Edkias. 



Moneys and Measuiijn, Englinh- 
Freneh and German. 46pp. 1902. 2a. 
C'omineri:ial Intelligence, Auatrian- 
Engliab, Is. Bussian-Euglish, 1h. 
Japanese-Engliah, Is. 1904. 

DOLLiKS AND TaBLH AUB StHBLINU 

Exchange Tables. DemySvo. 1898. 
E. WUaon, 10a. 6d. 

ExGHANQE Tables to Convert 
Moneys of Braail, River Plate, Chili, 
Peru, California, China, Portugal, 
Spain, eta., into British Oiureney, 
by J. P. Wileman. DemySvo. 267 
pp. 1896. E. Wilson, lOs. 6d. 

IlTDIAB AND EnOUBH ExCHANOE 

Tables, by F. A. D. Mercea. Demy ' 
8yo. 1894. E. Wilson, 16s. I 

Indiah Bkchahoe Tablkh, by J. I 
T. Berry. Wot«rlow, 2l8. ] 

Noton'8 Advance Tables, for ' 
Business between Great Britain and 
U.S.A. Palmer, Howe, Manchester, 
7h. 

Tables of Exchange between 
Austria, Holland and Great Britain, 
by A. Leoo&e. Demy 8vo. 1899. 
E. WUson, 15s. 

Tables of Exchange bbtwbbn, 
France, Belgium, Switzerland and , 
Great Britain, by A. Lecoffire. E. I 
Wilson, 2l8. I 



Tablbh of Exchasge between 
Germany and Great Britain, by A. 
Lecoffre. E. Wilson, IBs, 

Tables of Exchanob between 
United States of America and Great 
Britain, by A. Lecoflre. Deiny 
8vo. 670 pp. 1897. E. WUson, 
26s. 

Universal American Dollar 
Exchange Tables, Sohulta's. E. 
Wilson, lOa. 6d. 

Up-to-Datb Tables or Imperial, 
Metric, Indian and Colonial Weights 
and Measures, by A. J. Martin. 
16rao. 1904. T. F. Unwin. 2s. " ' 

Metric System Converaion Tables. 

CaiCHTON'a Metric Ssstem, with 
English Equivalents, by F. A, 
Crichtoo, 12 St. George's Avenue, 
Forest Gate. Royal 8va. 3rd ed. 
71 pp. 1902. 3s. 6d. 

Dictionary of Metric 
other Useful Measures, by L. Clark. 
Or. 8vo. Spon, 6h. 

EnOLISH WbIOHIS with THBIR 

Equivalents in Kilogrammes, from 
1 pound to 1 ton, by F. 8. Stewart. 
Or. 8vo. 44 pp. 1890. E. WUaon, 
2s. 6d. lunp. 

Exchange Cabdh, for Converting 
to and from Bricish Equivalents. 
KUos. Litres. Metres. Dollars. 
Is. 6d. each. Pood Cards. 2s. each. 
MeCorquodale . 

French Mbabuee and Enoubh 
Equivalents, for Engineers and 
Draughtsmen, by J. Brook. 32mo. 
Spon, Is. 

Metric Measuhes and their 
English Equivalents, by G. M. Bom. 
1879. Engiiieering, ^. 

Metric System of Weights 
and Measures, School Wall Chart. 
42 in. X 45 in. Collins, Sous & Co., 
7s. 6d. 

Metric Ststbu of Weights and 
Measures Compared with the Im- 

Eerial System, by W. H. Wagataff, 
[.A. Cr. 8vo, 130 pp. 1896. 
Whittaker, Is. 6d. 

Metrical Tables, by Sir G. L. 
Molesworth. Royal 32iiio. 3rd ed. 
Spon, 2h. 

Series of Metric Tables, by 
0. H. Dowlii^. 8vo. Lookwood, 
lOa. 6d. 



FOREIGN LANGUAGES 
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I.riiH Prioen "f Frenoh (JoodH, by .(. 
K. fiho\Um. Vi. HvK. 6th ed. 80 
|ip. H'jiiliitun, 'i»- M. 

TabLbh Kin CosvKRTiMt French 
Melrtn inln Knulinh Feet and 
Pftthoin*. J. D. I*.>ttM. la. 

('NtVKlWAI. DlLTll>«*RV OF 

Wnjghta and MoaHiiren, by J. H. 
AUiAndw. 8v... New «d. V»n 
N<Mr»ml, N.Y.. •3.60. 



FOREIGN LANGUAGES. 
LuifiM(*i. 

Amt "If TuAniimi *sri Stitiivino 
lAnuiiHUtm, trMix. frdtii Frt<nch of 
F, Cloiiin l,y H, Mwon nnil V. lii'tw. 
Or «v<i. nth Ml, IWil. (). I'hilip, 
7«. «.!. 

CiiHMBIU'MI. Dim^H Ur«MHAR, by 

t(, KlU'urH. Ct.Hvi,. 2mtral. IHtM. 
U. Niil,L. bH. 

rtontUlK or (V.MM»',K''IA(, GURMAJI, 

I.V K, K. Wbittblfl M.A., urn! C. 
KhImt. CV, Hv". •Hi pfi. i»03. 
LiniKiiinnN. .In. tVI. 

Marlboro iTuH'ci Sku-taiioht 
Mtirlm : I'liriftoH iiriiL CuuvurwtiuiM 
iFf IJiilly fiifi.. Knuicli, Oornmri, 
ItnUnn, H]NtiiiHli, In. fid. ench. 
Ilimiluii, N'lrwuaiin, Swediwh, 
K)(yiitlitit, TurklHli, Arrihio, uluth, 
^H, (III. luioh li>Tij^iiiii|(ti. Mnrll)oniu){h. 

Nkw l*nA(-ri(;Ai, M»THoi' Kos 
Ijiinrrilng HiMniah, liy T. B. (Jurrin. ' 
Or. 8vo, itii ml. *;« pp. HK)3. 
UliHuhfuld, 'J». 

Pui.Ytii.fyr C'ouRBsmNriEiiT(HiMw- 
ttxld'xi : Knaliiih, French, G«rniHQ 
md HpntiUh, IBmo. 461 pp. 
HiwulifaU. 3b. ad. 

PuKIVnVKHB ANJI ESULISH ORAH- 

MAHHnd fduiiiiBroiNl Hiindbui)k, liy 
J. C. M«NOTreiihH-. l!K)a. Hir«ch- 
fold, ■bi'. 




Poreigii Technical 

Bi-HijiE»i TuRjia . 

with French. German and Spuikk 
Ei|aivalents. Cr. 8to. 231 pp. 
Fonua. Pitman, &. 6d. 

EsnusH-HraeiAS axv Rr^iAS- 
EsuusB Military Vncabnlaiy. hy 
Lieut. A. Mears. Cr. 8vo. 127 pp. 
1898. 0. Natt, Ss. 6d- 

Qbrmax-Exulisii and Eksush- 
Ubrman Technological Dictionary, 
by G. Eger ; revised by O. Brandm. 
2v<)ls. 8vo. VoLLEn^h-German. 
1882. liki. &1. Vol. n. 6«nnu- 
Ei^Lish. 1884. ISs. D. Nntt. 

Pocket GLriseART of TecHincAi. 
TerraB ; English -French, French- 
English, by J. J. Fletcher. S^l ed. 
200 pp. 1901. Lockw.K«i, Is. 6d. 

.Spanibh Techsolooical DicnoB- 
ABV, by Ponce de Leon. V(.l. I. 
English -SpaiiiBh. 36a. Vol. 11, 
Spnnish-EDglinh. 32s. Whittaker. 

Tbckkicai, Dicmosary : EngHdi- 
Bpanish, Spanish-Bn^ish. 2 vais- 
lUiyal 8vo. 1893. Vol. I. Spanish- 
English. 873 pp. 36b. Vol. n. 
Enjflish - .Spanish. 782 pp. 32b. 
HirHchfeM. 

Tbchnicai. Worw asd Phbases : 
English -French and French-Eng- 
lish, by J. A. Standring and C. A^ 
Thimm. 16mo. 186 pp. 1900. 
MHrlb..rough. 2s. 6d. 

Tbohndlogical Dictionary ik 
English, German and French. 3 
vols. Boynl 8vo. Vol. I. French- 
Gen nan-Engliiih. 3rded. 1887- 1*8, 
Vol. II. German -Engliah- French. 
4th ed. 1887. 128. Vol.III. Eag- 
lish-German-French. 4th ed. 1891. 
14a. D. Niitt. 

Tbchnolooical Diction AST, by 
K. Kariiiarsoh. 3 vols. Imp. 8vo, 
4th ed. Vol. I, German-English- 
Freuoh. 6th »d. 882 pp. 1902. 12a. 
Vol. II. English - Frenoh - German, 
5th ed. 906 pp. 1891. 12s. Vol. 
111. Freooh-Uerman-Engliiih. 782 
pp. 1887. 15s. K^an Paul. 

Tbchnolouical Dictionary (Of- 
finger's). 4 vols. VoL I. Gernuia, 
English, Frencli, Italian. 2b. Vol. 
II. English, French, Italian, Gar- 
" Vol. in. French, Italian. 
English. 38. Vol. IV. 
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ItaUan, Gemian, Eoglish, French. 

Tbchkolooicai. DicnoNARc, by 
E. Webber. 4 vols. Vo]. I. Ger- 
man, Italian, French, English. 3s. 
Vol. n. Italian, (Jorman, French, 
Enghah. 3s. Vol. Ul. French, 
Italian, German, English. 3s. Vol. 
IV. English, Italian, German, 
French, 3s. Dulau. 

(Conunerdal Dictionaries. See 

aeotion 15.) 

(Fuel. See section 21.) 

Section 27. 
GARDENING, FLOWERS. 
Botanjr. 

AaRtCULTuKAi. BoTAMY : Theoreti- 
cal and Practical, by J. Percival. 
Cr. 8vo. Sod ed. 818 pp. 265 
Bins. 1902. Duckworth, 78. 6d. 

Botanical Microtbchniqub, by 
Dr. A. Zimmermaun ; trans, from 
German. Demy Svo. 296 pp. 60 
Illua. 1896. Constable, 12s. 

BoTASisi'a PocKBi Book, by W. 
E. Hayward. Fcp. Svo. 7th ed. 
226 pp. 1901. Bell, 4a. 6d. 

Glossast of BoTASio Tbrms, by 
B, D. Jackson. Cr, Svo. 340 pp. 
1900. Duckworth, 6s. 

Introduction to SnircTURAL 
Botany, by D. H. Scott, M.A., 
Ph.D. 2 vols. Cr. 8vo. Vol. I. 
Flowering Plants. 5th ed, 116 
Illus. 1899. Vol. II, Flowerless 
Plants. 3rd ed. 116 Ulus. 1S99. 
A. & C. Black, 38. 6d. each. 

Labokatory CoxjKflE IK Botany, 
by E. S. Bastin. M.A. (U.S.A.). 
8vo. S36 pp. 87 Plates. W. E. 
Saunders & Co., 9s. 

Manual of AGBicui.TUB!a. 
Botany, from German of Dr. A. B. 
Frank; trana. by J. W. Paterson. 
Cr. Svo, 199 pp. 133 Illus. 1898. 
Blackwood, 3s. 6d. 

Teaching Botanist, by W. F. 
Gnnong. Cr. Svo. 270 pp. 29 
Illus. 1899. Macmillan, 5s. 

Tbst-Book of Botany, by E. 
Strasburger, from German, 2nd ed. 
Royal Svo. 680 pp. 1903, Mac- 
millan, 18s. 



Test-book of 
Botany, by C. L. Laurie. 142 pp. 
150 Illus. 1901. AUman, 28. 6d. 

Cellulose. 

Cellulose, Oellvlose Phoducm, 
Rubber Substitutes, by J. Bersch, 
trans, by W, T. Brannt (U.S.A.). 
Svo. 326 pp. 41 Illus. 1904. Low, 
15s. 

Cellulose : An Outline of the 
Chemistry of the Structure Ele- 
ments of Plants, by C. F. Cross and 
E. J. Bevan. Cr. 8to. 320 pp. 14 
Plates. 1895. Longmans, 12s. 

Reskabches in Cellulose, 1895- 
1900, by C. F. Cross and E. J. 
Bevan. Cr, Svo. 1901. Long- 



Flowers and Plants. 

Ailitbuk's Flower Garden, by 
S.Hihberd. Cr.Svo. 347 pp. lUm 
Coloured Plate. 1901. Collmgridir. 
" . 6d. 

Book of Bulbs, hy S. Amot, 
Cr. Svo. 130 pp. 1901. Lane, 



Book ofOlb-fashioned Flowers, 
by E. Roberts. Cr. 8yo. J. Lane, 
2b. 6d. 

CULXUBB OF FlOWBBB AND PlANIS, 

by G. Glanny. Cr. Svo. 378 pp. 
Houlsbon, 5s, 6d. 

Flowers and Gabdenb in Isdia, 
by Mrs. R. Temple- Wright. Post 
8vo. 5th ed. 132 pp. 1902. 
Thacker, 2rB. San. 

FoBciNfi Garden : Bably Fbuits, 
Plower.s, and Vegetables, by S. 
Wood. Cr. Svo. 1881. Lockwood, 
3s. 6d. 

Handy-book of the Fi.owbr 
Garden, by D. Thomson. Cr. Svo. 
Sth ed. 288 pp. 11 Plates. 1893. 
Blackwood, 5s. 

Hobticulturibt's RtiLB Book, by 
L. H. Bailey. Fcp. Svo. 4th ed. 
312 pp. 1899. Macmillan, 3s. 

Lilies for English Gasdkhh, 
for Amateurs, by G. Jekyll. Med, 
Svo. 84 pp. 1901. Newnes, 8s. 9d. 

NuB«BB¥ Book : CosrPLBTB Guide 
to the Multiplication of Plants, by 
L. H. Bailey. Fcp. Svo. 5th ed. 
360 pp. 152 lUus. 1901. Mac- 
millan, 4s. 



GARDENING, FLOWERS 



Flowers and Plants, mnfiitiml. 

Plant BsBiiiiENii. by L. H. Bailey. 
Fcp. 8vo. 293 pp. Illiis. 1897. 
MacniillaQ, 48. 

(Rose GroTTiiig;. See below.) 
(Forestry. Bee section 1.) 
(Fruit Growing. Section I.) 
Gardening. 

Amateur Gabdenbr in the 
Indian Hills, by an Amateur, with 
Hints on Fowls, Pigeons and 
Rabbits. Or. 8vo. 2nd ed. Thaoker, 
2rs. San. 

Ahatbpr's Practical Garden 
Book, by C. E. Hunn and L. H. 
Bailey. Gl. 8vo. 250 pp. Illua. 
190(). MaomiUaa, 3s. 6d. 

AuBRioAK Gardenbr's Absibxasi, 
by T. Bridgeraan. 12mo, 70 nius. 
H. T. Coatea & Co., Philadelphia, 
•1. 

Abi and Crait: of Gardbn- 
MAKiifii, by T. H. Mswaon. ito. 
2nded. 252 pp. 178 lUus. 1901. 
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Book op Gabdbnisq, ed. by W. 
D. Drury. Demy 8vo. 1198 pp. 
720 IlluH. 1900. Upoott GiJl, I63. 

British G.vrdbsek : M.uiuii of 
Praotical Instruction, by W. 
Williamson. Demy 8yo. 418 pp. 
1901. Mefchuen, 10s. 6d. 

Cyglop^oia of Ambbioab Horti- 
oiTLTtrtiB, ed. by L. H. Bailey and 
W. Miller. 4 vols. Inip. 8ro. Vol. 
I. A-D. 509 pp. 743 Illua. 9 
Plates. Vol. n. E-M. 642 pp. 710 
lUus. 10 Plates. 1900. Vol. HI. 
N-Q. 432 pp. eoeillus. llPlatea. 
Vol, rv. Q.-Z. 1901. Maomilbwk, 
Sis. ea^ih. 

Dictionary of Every-day Gae- 
DBifiNO, by S. O. Beeton. Cr. 8vo. 
730 pp. 550 Elus. Wani, Look, 
3s. 6d. 

DianoNABT OF Gardeniso. ed. 
by G- Nicholson, 4 vols. Large 
post 4to. Vol, I. A-E. 544 pp, 
74') Blus, Vol. n. F-0. 544 pp. 
811 Ulus, Vol, ni. P-S. 537 pp, 
564 EluB. Vol. IV, T-Z, 507 pp. 
UluH. Upoott Gill, 60s. 

DtcmoKARY or PaAoricAi. Gah- 
ed. by W. P. Wright. 2 
vols. Imp. 8vo. 1902. Oassell, 30s, 
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ESCYCLOI-^UIA Ol 
by T. W. Sanders, 
ed. 442 pp. 1901. Collingridge, 

3s, 6d, 

FORUAL GaRDENB IS Eholaetd 
and Scotland : Planning and Arrange- 
luent. Architectural and Ornamental 
Features, liy H. J. Triggs. Folio. 
72 PUtes. 1902, Bataford, 848. 

Garbbn and Grounds : How to 
Lay Out and Arrange, by T. W. 
Sanders. Sq. 8vo. 36 pp. 12 Elus. 
1902. Dawbam, 6d- paper. 

Garden - UAKiNa : SvoaBanoBB 
for the Utilization of Home Grounda, 
by L. H, Bailey, Gl. 8to. 417 pp. 
255 Illus. 1901. Maomillan, 4s. 

Gabdenbb'b Assistant, by B. 
Thompson ; revised by W. Watson 
and others. 6 vols. Imp. 8vo. IUuh. 
Coloured Plates. 1902. Gresham 
Pub, Co., 8s. each. 

Gardbbbr'b Dicmonart (John- 
son's), by C H. Wright and Dewar. 
DauiySTo. 1072 pp, Dlu,s. 1900. 
Bell, 9n. 

Gasubner's Every-day Book op 
Horticulture nnd Floriculture, by 
G. Glenny. Cr, 8yo. 316 pp. 
Houlstori, 5s, 6d, 

Gardbninq FDR Bboinnbbs, by 
E. T. Cook, Boyftl 8vo, 568 pp. 
1902. Newnes, 12b. 6d. 

Gardening Year-book. Cr. 8yo. 
300 pp, lUuB. Collingridge, la. 

Handbook of Practicaj. Land- 
scape Gardening, by F. H. Elliott 
" ",. A.). Demy 8vo. 2nd ed. 96 
nius. 1885, Kegan Paul. 
7b. 6d. 

Handy Book on Gakdeninu and 
Golden Hules for Gardeners, by G. 
Glannj. Cr. 8yo. 2nd ed, 96 pp. 
1902. Houlston, Is. limp. 

Home Gabdbnino, by W. D, 
Drury. Or. Svo. 150 pp. Illus. 
1898. Upoott Gill, Is. paper. 

Improvbmbnt of Crickbt 
Grounds, by J. A. Gibbs. Cr. 8vo, 
42 pp. 1895. Horace Cox, la. 6d. 

Landboapb Gardbninq, by E. 
Kemp i, U.S.A.). Cr. 8to. 3rd ed. 
Chapman, lOs. 8d. 

Landboapb Gardeniso, by S. 
Parsons, Jun. (L'.S.A.J. Imp. Svo, 
330 pp. Platea and lUus. 1896. 
Putnam, IQs. 



ViiAA GiRDBsa ; How to Plan 
and Plant Them, by W. S. Rogers. 
Cr. 8vo. 148 pp. 1902. Richards, 
28. 6d, 

Wall akd Water Qabdemb, by 
G. Jekyl!. Royal 8vo. 192 pp. 
1901. Newiiea, 12s. 6d. 



L&KDHOATB GiEDBSINU, by F. A. 

Wftugh (U.S.A.). Cr.Svo. 152pp. 
niu8. 1900. Gay & Bird, 2a. 6d. 

Lawns and Gabdeks : How to 
Beautify the Home Lot, Pleasure 
Ground and Garden, by N. Jonaaon- 
Rouei'U.S.A.). Royal 8vo. 414 pp. 
171 lUus. 1897. Putnam, 15h. 

MAST7AL or Gardening fob 
India (Pirminger's) by H. St. J. 
Jackson. lUtno. Tliacker, 10th. 

Manuai, of Practical Gabden- 
LNGTincluding Iiandscapd Gardening, 
by G, Glenny. Cr. 8vo. 384 pp. 
Houlston, Ss. 6d. 

Modern PttACMCAi. Gaeubhimci 
How to Grow Vegetables, Flowers 
and Fruit, by E. Watts. Cr. 8vo. 
564 pp. Wame, 3s. 6d. 

My Gardbh Companion : Hand- 
book for Amateurs. Cr. 8vo. 1002. 
Cable Pub. Co.. Is. 

My Gardener : Practical Hand- 
book, by H. W. Ward. 2nd ed. 
1901. Eyre & Spofctiswoode, 2a. 6ii. 
New Book or Garden Mahaob- 
WBNT, by S. O. Beeton. DeJiiy 8yo. 
844 pp. eOOIlIus. 1 Coloured Plate. 
Ward, Look, 7s. 6d. 

Opbn-aib Gabdenino, by W. D. 
Drury. DBray8TO. 422 pp. 1901. 
Upoott GiU, 68. 

PoiaoNoos Plahis in Fietn and 
Garden, by G. Henalow. Fcp. 8vo, 
190 pp. 1901. S. P. C. K., 2a. 6d. 
Practical Gardening (Cartera). 
Small 4to. 211 pp. lUua. Marl- 
borough, la. 

Prachcal GciDB lo Gardes 
Plants, by J. Weathers. Med. 8iro. 
1192 pp. 163 lUus. 1901. Loug- 
mans, 21b. 

Profitable Gardening : Fruit 
and Vegetable Culture, by Shirley 
Hibberd. Cr. 8vo. 328 pp. lllus. 
Coloured Plate. 1898. Collingridge, 
3s. 6d. 

Spratino of Pi,ani8, by E. G. 
LodeiLian. Fcp. 8vo. 400 pp. 90 
Ulus. 1899. MacmillBn, 4s. 

Suburban Garden and What 
to Grow in It, by F. M. Wells. 
12nio. 272 pp. 1901. Sampaon 
Low, 3e. 6d. iiane, :fs. aa. 

Ukdewirounb Watering of Cactob CcrtTTRE jfOR AsiATErBS, 
Plants and Gardens, by J. Grant. : by W. Watson. Cr. 8to. 270 pp. 
16mo. 77pp. 1902. Ward, Lock, U. ',98 lUua. ifi'M. ■\;-pao'iA. '3;a.,\«. 



Greeahouse Constructioii. 

Amateur's Grbenhousb : Con- 
Htruotion, Heating aud Management, 
by T. W. Sandera. Cr. 8vo. 398 
pp. Dlus. 1902. Collingridge, Sa. 

Gbeenuousb Conhtruction AflS 
Heating, by B. C. Ravenscroft. Cr. 
8vo. 224 pp. 159 lUus. 1901. 
Upcott Gill, 3a. 6d. 

Grkbnhoitsb Conbtucction, by 
L. R. Tatt (U.S.A.). Cr. 8yo. 210 
pp. 118 lUus. 1901. Kegan Paul, 
7h. 6d. 

Hoetioultdeal BiriLUiNOS : Their 
Oonatruotion, Heating, Interior 
Fittiuga, etc., by F. A. Fawkea. 
Cr. 8vo. 300 pp. 123 lllua. Bats- 
ford, la. 

Greenhouse MaiuLgement, 

AsuTBua'a Greenhouse and Com- 

RVATORT, by S. Hibberd. Cr. 8™. 
New ed. 300 pp. lllua. Coloured 
Plate. CoUin^dge, 3a. 6d. 

Book of the Greenhouse, by 
C. TalUoh. Cr. 8vo. 114 pp. 
IWl. Lane, 3b. 6d. 

Greenkousb Mamagbmbni, for 
Florists and Flower Growers, by L. 
R. Tafh (U.S.A.). Or. 8vo. 382 
pp. 128 Ulus. 1900. Kegan Paul, 
7s. 6d. 

Greenhouse Manaoeiubht for 
Ainateura, by W. J. May. Cr. 8vo. 
3rd ed. 380 pp. 128 Ulus. Upcott 
Gill, 58. 

Pictorial Greenhouse Manaub- 
MENT, by W. P. Wright. 190 pp. 
100 Ulus. 1902. Caasell. Is. 6d. 

(Mushrooms. See Vegetables.) 
Orchids and Cactuses. 

Book of Orchidb, by W. H. 

hit«. Cr. Svo. 134 pp. 1902. 
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Orchids Bud Coctuaes, 

OirtTI'RB OP Gi 
OHIDH : Old System and New, by F. 
Boyle. Cr. 8vo. 244 pp. 50 Illus. 
3 Plates. 1902. Chupimin, 8«. 

Obchids ; Their Cttlttbb and 
Maoagenient, liy W. Wntwm. Demy 
Svo. 672 pp. 3rd ed. miia. 20 
Coloured PUtes. IW3. I'pcott 
Gill. 2&S. 

Saitoers' Obchid tiriDii : De- 
Boription of Beat-known Species, 
Cultivation, Temperatures. etc. 
Royal 8vo. 331pp. 1902. Wesley, 
lOs. M. 
Plant DiaeascB. 

FuNoi AKD FiTNOiciDEa: Fungous 
DlHeases of Oiiltivated Plants, by C. 
M. Weed. D.Sc. (U.S.A.). Cr. 8vo. 
228 pp. 87 lUua. ISm. Kegtui 
Paul, Ba. 

Plant Dihbabe ahs Ire Relation 
to Aniniftl Life, by E. F. Wright. 
Cr. 8vo. 168 pp. IQO.'J. Sonnen- 
BoheiQ, 3s. 6d. 

Text-book of Plast Disbabbh 
caused by Cryptogamic Parasites, 
by (i. Maaaee. Cr. 8vo. 4i>0 pp. 
92 Illus. 1899. Duokworth, 5a. 

Rose Growing. 

Amatbub's Rose Book, by Sliirley 
Hibberd. Or. 8vo. New ed. 

Sp. Illus. Coloured Plate, 
olliugridge, 3s. 6d. 

Beautiful Roses eor Gahdbk 
and Greeahouse. by J. Weathers. 
Cr.Svo. 160 pp. 33 Coloured Platea. 
1903. Simptin, 6s. 

Book About Roses, by Rev. S. 
R. Hole. Cr. 8vo. Illus. E, Arnold, 
3s. 6d. 

Book of the Robe, by A. F. 
Mellier. Cr. 8vo. 2nd ed. 334 pp. 
33 Illua. 1902. MaomUlan, 6s. 

ROBEB AND THEia CuIOTVAHON. ed. 

by T. W. Sanders. Cr.Svo. 158 pp. 
lUus. 1904. OoUingridge, 2s. ftd. 

Roses and Thbib Cuitubb, by 
W. D, Prior. Gl. 8to. 3rd ed. 180 
pp. Coloured Plate. 1892. Rout- 
lei^e, 3s. 6d. 

Thb Rose; Cultivation, History, 
FaiDily, Oharaoteristica, etc., by " 
B. Ellwanger. 12mo. Heineuiai 



Shrubs. 

BEAunpcTL Flowebinu Tuna 
and Shrubs, by J. Weathers, Ct. 
8vo. 162 pp. 1903. Stmpldn, 6a. 

Book of Cuhbutq Plabtb Utt 
Wall Shrubs, by S. Arnott. Or. 
8vo. 136 pp. 1902. Lane, 2s. 6i 

Flowerikc Tbbbh asd Sbxdsb, 
byH.Hoare- 4to. 168 pp. IWB. 
A. L. Humphreys, 7b. fid. 

OftNAMBNTAi. SaauBK. by L. D. 
Davi.s (U.S.A.). Imp. 8vo. 338 pp. 
Platea and IHlih. 1899. Putnm. 

Vegetables. 

Amateur's Kitchem Gardeb, 
Frame Ground and Forcing Pit, by 
S. Hibberd. Cr. 8vo. 306 pp. Dlua. 
Oolnurod Plate. 1893. Colling- 

ige, 3a. 6d. 

AsFAKAOus, Beans, Peas, bso^ 
for Profit, ed. by T. W. Sandwa. 
Or. 8\ro. 1903. CoUingridge. Is. 

AsPARAOua Culture, by J. Bamw 
andW. Bobinaon. Globe 8vo. 84 
pp. 8 Illua. HouUedge, Is. 

Book of Ahfabaovb, Oblbst, 
Salsafy, Seakale, by C. Hott. Ct- 
8vo. 120 pp. 1901. Lane, 2s. ed. 

Book of Vbgbtables : Gu^demog 
and Cookery, by G. Wythea. Ci. 
Svo. 118 pp. 1902. Lane, 28. 6d. 

British Edible Fungi : How to 
Distinguish and How to Cook Them, 
by M. C. Cooke. Cr. 8vo. 237 pp- 
12 Coloured Plates. 1891. Kegan 
Paul, 7s. 6d. 

Cabbaoe, Cauliflowbb \m 
Allied Vegetables, by C. L. Allei 
(U.S.A.). 12mo. 125 pp. lUus. 
1901. Gay & Bird, 2fl. 6d. 

CAirpoRHiA Vbgbtablbs in Gar- 
den and Field, by E. J. Wiokaon 
(U.S.A.). La^e8vo. 336pp, Gay 
& Bird, 10a. 

EniBLB AND Poisonous Mush- 
rooms ; What to Eat and What to 
Avoid, by M. C. Cooke, M.A., LL.D. 
Cr. 8vo. 126 pp. 18 Colouped 
Plates. 1894. S. P. C. K., 39. 6d. 

EscnjLEHT FuNOUSfia OF Enoland : 
Their Uses, Cooking, Preserving, 
etc., by C. D. Badham, M.D. ; ed. 
by F. Ourrey. Large cr. Svo. 2iid 
ed. 152 pp. 12 Colom-ed Plates. 
1863. Lovell Reeve, 12a. 
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FoRCiNO Book : Manual of the 
Cultivatiou of Vegetalilaa in Glass 
Houses, by L. H. Bailey (U.S.A.)- 
GI. 8vo. 2aH pp. 88 lUiia. 1900. 
Mncmillan, 4tj. 

roNGi : Theib Nature, Is- 
WLVKSCE, Uses, etc., by M. C. 
Cooke. Gr. 8vo. 4th ed. Dlus. 
Kegan Pnult 6a. 

Mushroom Book, by .N. L. 
Marahall. SunerToyuISvou) .167 pp- 
24 lUuH. 24 Coloured Plates. 1901. 
Doubleday, Page & Co., N.Y., S3. 

Musmioous, CuctiiiBBKH, Sai^bs, 
TouiatoBB, etc., for Profit, ed. by T. 
W. Sanders. Cr. 8vo. Illua. 1903. 
ColliBgridgo, Is. 

Mushrooms of America : Edible 
and Poisonous, by T. Taylor, M.D. 
8vo. lEus. A. R. Taylor, Washing- 
ton, S3. 

Pictorial PaACnCAi Vboetable 
Growing, by W. P. Wright. Cr. 
8vo. 100 lUuB. 152 pp. 1902. 
Cassell, Is. 

Potato is Field and Garukk, 
by W. J. Maiden. Or. 8vo. 217 
pp, lUus. 1895. Mark Laiit Ei- 
preng, la. 6d. 

Potatoes and How to Grow 
Them, by J. Pink. Cr. 8vo. Lock- 
wood, 2s. 

Veobtablbs pok Profit, by T. 
W. Sanders. Vol. I. Green Cropa 
and Herbs. Vol. H. Roots, BuUia 
and Tubers. Cr. 8vo. TUus. 1903. 
Vol. HI. A spa ragua, Rhubarb, Peas, 
etc. Vol. TV. Mushrooms, Cucuni- 
bars, TomntOBs, etc. Oollingridge, 

Sbctioit 28. 
GAS. 
Ace^lenc. 

Acetylene : Cantor Lecture, by 
V. B. Lewes. Society of Arts, Is. 

ACBTYLBNB : HANDBOOK FOB TH 

student and Manufacturer, by 
Vivian B. Lewes. 1000 pp. 228 
lUus. 1900. Constable, 3l9. 6d. 

ACETYLENH : PRINCIPLES OF II* 

Generation and Use for Light, Heat, 
Power, by F. H. Leeds. Cr. 8vo, 
285 pp. 1903, Griffin, os. 

Experiments ok the Pressures 
and Esplosive Edioienoy of Mixtures 



of Acetylene and Air, by F. Grover. 
Cr. 8yo. 2ad ed. 22 pp. 8 Illua. 
1898. Jowett & Sowry, Leeds, Is. 

LioHTiNo BY Acetylene, by F. 
Dye. Or. 8vo. 200 pp. 1902. 
Spon, fis. 

Lighting by Acetylene : Qene- 

RATORB, Burners and Electric Fur- 

i, by W. E. Gibbs. 12mo. 141 

pp. tl4IUus. 1398. VanNostrand, 

N.Y., Sl.50. 

Report of ihb Cosimitteb on 
the Exhibition of Acetylene Genera- 
at the Imperial Institute, 1698. 
'ii pp. Sooiety of Arta, Is. 

Gas Fitting. 

Gas and Gas Fitmnus, by H. F. 
Hills. Cr. 8vo. 1903. Whittaker, 

Gas Fitter's Guide, with Details 
of Fittings, by J. Eldridge. 12mo, 
3rd ed. 8pon, Is. 

Gas FiTTiNa, by J. Black. Cr. 
8vo. 130 niuB. Lookwood, 2s. M. 

Handbook of Peactical Gas 
Fitting, by W. Grafton. Cr. 8vo. 
:m pp. 143 lUuB. 1901. Babaford, 

Practical Gas Fittino, ed. by 
P. N. Hasluck. Cr. 8to. 160 pp. 
120 niuM. 1900. Cassell, 2b. 

Pr.^ctical Gas Fitting. l«rge 
or. 8vo. 116 pp. 5i Blus. D. 
Willianis Co., N.Y., 31. 

Gu Lighting. 

Comparison of English and 
French Methods of Ascertaining 
Illuminating Power of Coal Gas, by 
A. J. van Eijudhoven. Cr. 8to. 
98 pp. 8 Illus. 1 Plate. 1897. 
Spon, 4h. 

Consumer's Handbook of Law 
Relating to Gas, Water and Bleotrio 
Lighting, by L. Duckworth. Ct. 
8vo. 2nd ed. 1903. E. Wilson, 
Is. 6d. 

Electric Gas Liohtinq, by H. 
8. Norrie. 16ino. 1902. Spon, Ss. 

Gas Liohting and Gas Fitting, 
byW. P. Gerhard (U.S.A.). 18mo, 



Lighting, by Michael and Will. 
Royal 8vo. 6th ed. tWSL. "BMSiiMt- 
■wotttl, Sob. 



■'iPwiigtltini;, tnixtinatd. 

"' kCTii-*!. PiiiTuMBTKT : VLem- 

mt >>( I.i({ht. by W. J. Dtbdio. 

Dauiy 8vo. 2OT w- IXua. 1888. 
W. KiriK. T>. «)<l 

PltBLIC LlllilTIlKI BT ««» *»» 
KlMtridty, liyW, J.Dilidiii. Kojral 
Hro. ATi^pp. IIKK. BuiiUryPub. 
Co,. •iU. 

MoKACH jtNii I'lucncB or Ltcnr- 
imi MN A|>|ili'«l U> ^ItTMUi (>pea 
Nmowi kii!l luteriom. h; W. H. Y. 
Walilwr. Dtiiiiv 8vr>. IW pp. 1892. 
\V. KltiK, .>>. (U. 
Gas Supplj. 

Ai-ni llKi.ATiii>i TO niK HrppLY 
<ir 11m nnri WnUir by CiiiuiMuiieit iind 
I^Hinl A iiUiiiriliM, o»inpilcKl liy J. 
llHcmiM. MNIU. Itutturworth. 21h. 

Analvinh lit Scot™ Coals, 
Oftnri»l, Siilint, Kluile, ole., V'i<«d ia 
Hfikliiu liM, tiy W. WidlnuH. 4t(). 
Ill !>]>. W. KInK. U. impu''' 

Al'l-*HA<rtiM *mi KlTTiSdB COB 

(.iMWirfkn. by F, U<)lyijr. 8vo. 
VXiUm. HiKin. lib. Ikl. 

c'HNMiiTiiy iirOANMAKitrAiTitiiK, 
liy W, ,1. A. tliiUiirlluM, \,»x^i> cr. 
Hv'i. .Inl ml, Vul. I, Mnbei'lula, 
I'niUw>M». Ul IIIUK. UOKpt'. UNI4. 
Orimti, It. Ikl, 

Fuiw«..riJ*««»iAN..l'Rt.i- 
IKK Ohn MaIuh, by F, Suutliwull 



VV. 
■«, IVl. 

AnAt.YMT'H MahI'AJ., by J. 
IHNI i>p, Wi lUiia. 



KliiH. ^ 
CIah 

PkUm.' IIHHI, HiHji'i,' 18b. 

riAMAsn WatmbwobkkDiiiiictoiit 
Nritl NI»l.i.<,luM, dr. »v<i. tm I'p. 
Anniml. lUitHU, !•)■. 

GamUompariiw' AeixjUKTs. Demy 
8v'). lINISt, llou A Cu„ 5h. 

Oar OnMi'A»iiw' HnoK-KiieptNn, 
liy J, II. UriMM'loy nnd B. Taylor. 

Mwi. Bvri. m^ pp. niiis. 1900. 

W. King. \'2n. U. 

Gab EKiiiNRtiitit' Imb oratory 
HnndhrM>k, by ,1. Hornby. Cr. 8vo. 
SnUml, ;l28pp. «:(11hiH. Tablea. 
1903. Spou. (is. 

Uasbouh Frei, Imcludihu Water 
Omh : ItA Prikduotion and Applicntion, 
byll, H.Thwaite. Or. 8vo. 50 pp. 
1889. Whittaker, la. (Id. 



nox. tv F- S- Oof^. Med. ««•. 

34p9. DhB. US8. *.K^ah.«L 

Gas iMMtaa. Tid. HL rf 




12mD. SUied. ISOpp- 190ft. 

wood, 6t 

GiiiDB-rB.AKcr> 
•Struns io Straetiires ' 



Uasworks, by F. S. CiipfM. Deaqr 

Sv«. 119pp. 1889. W.Kii^fc. 

Hakrbook roR Gab EsomnB 

and Managers, by T- Newb^ging. 
Fcp. 4to. fich ed. 635 pp. 239 
lllua. 1 Plate. 1898. \V. Kmg,21a. 

Handbook op TECHincAi, Gas 
AniJysis, by C. WinkW, Ph.D. ; 
2nd Bn^iah ed. trans, by G. Lunge, 
Ph.D. 8vo. 165 pp. 81 lUiis. 
1902. Gumey £ Jackson. 10b. 6d. 

IhfUlUkablb Gas axd Vapoitr 
in the Air : Detection and Measure- 
ment, by F. Olowes, D.Sc. ; with 
Chapter on MeaBureinent of Fetn>- 
lornn Vaw)iir, by B. Redwood. Cr. 
8vo. 20fi pp. 49 IlluB. 1896. 
tfockwood, Bs. 

Manual of the MAMurAcnrRB 
of Gas from Tar, Oil and other 
Liquid Hydrocarbons, and Extract- 
ing Oil from Sewage Sludge, by W. 



1887. 



Or.S 



8 pp. 



Maktal fob Gas En(!Imbbbin<] 
Studento, by D. Lee. 18iuo. 1885. 
Sp.m, 1h. 

Manufacture op Coal Gas 
Diagram for Schools. 36 in. x 26 in. 
Bacon, 4s. 6d. 

MBMORAKnuM as the Mono Gas 
Scheme : Stalfs Mond Oas Com- 
uny's Act, 19()1, by F. N. Keen, 
lemy 8vo. 20 pp. 1901. Walter 
Kinu, la. pnper. 

Modern Appliances in Gas 
Manufiicture, by F. W, Stevenaon. 
Cr. 4to. 80 pp. Illus. 1901. 
Simpkiu, 5s. 
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Modern Metehuw of Saving 
Labour in Gaaworka, by C. E. 
Brackenbury. Med. 8vo. 64 pp. 
56 niu8. XflOO. P. S. King, 
3e. 6d. 

Notes on the Litholoot of Gas 
Coals : Commercinl Analysis, by ^ 
Paterson. Demy Svo. 70 pp. 188, 
W. King, 3b. limp. 

PRACXIOAL Hcfre ON THE WoRK- 

IRO and Cooatnicbion of Regenerator 
Furnaces : Gaseous Firing for Rb- 
tort Settings in Gasworks, by M, 
Grnham. Fcp. 8vo. Spon, 3n. 

Pbactical Treatise us ih£ 
Manufacture and Distribution of 
Coal Gaa, by W. Richards. Demy 
4to. Illus. Spon, 2Ss. 

Table fob AeCBBTAiNiHd the 
True llluminatii^ Power of a, Gas 
Deduced from Pole's Law, by W. J. 
Dibdin. 30 in. x 22 in. 1903. 
Sanitary Pub. Co., 21s. 

Treatise os the Cohparatjvb 
Commercial Values of Gas Coals und 
Cannels, by D. A. Graham. Larj^e 
cr. 8vD. 100 pp. 3 Plates. 1883. 
Spon, 4b. fid. 

Valpamoh of Gas, ELBCtRicirr 
and Waterworka ti>x Assessment 
Purposes, by T. & W. 
Demy 8vo. 120 pp. 
King, r>8. 



GLASS. 
Glass Blowing And Making. 

Chemical Analysis for Glass- 
MAKEKs,byE. C. Uhlig. Svo. ISKM. 
Kaufmann & Gauding, Pittsburgh, 
S5. 

Glass Wobkinu by Heat and 
Abrasion, ed. by P. N. Haaluok. 
Cr. 8vo. 160 pp. :WOIIIuH. 1900. 
Caasell, Is. 

Jbna Glass and lis Scientific 
and Industrial Applications by Dr. 
H. Hoveatadt ; trans, and ed. by J. 
D. Everett, M.A. 8to, 402 pp. 
1902. Macmillan, los. 

Manufaciubb of Glass Diagram 
for Schools. 36 in. X 26 in. Bacon, 
4s. 6d. 

Methods of Glass Blowino and 



of Working Silica in the Oxy-gas 
Flame, by W. A. Shenstone. Cr. 
8vo. 4th ed. 106 pp. Illus. 1902. 
Longnians, 2a. 6d. 

Recipes for Flint Glass-making, 
by a British Glass Master and Mixer ; 
60 Recipes for Crystal, Deini-erjBtal 
and Coloured Glass. Cr. Svo. 1901. 
Scott, Greenwood, 10s. 8d. 

Principles of Glasb-makiko, for 
Workmen and Students, by H. J. 
Powell. Small post 8vo. 186 pp. 
8 lUus. 1883. BeJl, Ss. Btl. 

Glass Staining, Painting, Glazing, 

BOOKE op SVSDBY DrAWOHTES 



in 161&; ReiHSued in 1898 by 
Leadenhall Press, 6s. 

Glass Paintino, by F. Miller. 
Cr. 8vo. 72 Illus. E. Menken, 
5a. 

Glass Staistnh and the Art of 
Painting on Gloss, from German of 
Dr. Gesaert and E. O. Fumberg. 
Cr. 8vo. Lockwood, 2m. 

Handbook on Glass Painting, 
Staining and Fret-lead Glazing, by 
E. R. Suffling. Cr. 8vo. 102 pp. 
niua. 1890. Lechertier Barbe, 
Is. 

History of Desicn in Pajhtei) 
Glass, by N. H. J. Westlake. 4 
vols. Vol. I. Royal 4to. Vol. IL 
21s. Vol. in. 30s. Vol. IV. 34b. 
4 vols, £6 lOs. 18)9-1894. J. 
Parker & Co. 

Paintiko on Glass and Porce- 
lain and Enamel Painting, from 
German of F. Herrmann. Demy 
8vo. 300 pp. 18 Illus. 1807. 
Soott, Greenwood, lOs. (xl. 

Stained Glass, by L. F. Day. 
Laige cr. 8vo. 67 Illus. 1903. 
Chapman & Hall, 4s. 

Thbatibb ok thf. Art of Glass 
Painting, by E. R. Suffling. Demy 
8vo. 140 pp. 37 Illus. 1 Coloured 
Plate. 1902. Soott. Greenwood, 
7s. 6d. 

.Windows: A Book about 
Stained and Painted Glass, by L. F. 
Day, Large 8vo. 400 ^ij. ^lUl™. 
; 18*J . BBialQiA, 'i\a. 
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ShMt GlBM. 

Glass Dealer's JIeahv Reckoner: 
Tables of Superficial Me&surement, 
compiled by J. Thorne. Med. 8vo. 
131 pp. 1884. Rlkiinftoii BrotherB, 
Limittid, St. Helenn, 2s. 6d. 

Sheet asd Pulte-glash Cuitbrs' 

risUtant : Tables of Superficial 
BitHurement ot Siiuarea. Royal 
o, 280 pp. Pilkiiii[ti»n Hrothera. 
niitud, St. Helena. 7n. 6d. 
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GLUES, INKS, PASTES. 
Glue, Gelatine. 

Bone Pboiwcis and Manubbs : 
Mnnufacture of Fat, Glue, Auiiual 
Charcoal, Size, Gelutiue and Mau- 
"Irea, bj T. Lambert. Demy Syii. 

m pp. 21 niuH. 1901. suott, 

"reenwood, 7s. 6d. 

Gi-vB AND GurE Testing, by S. 
Rideal, D.So. Demy 8vo. 144 pp. 
14 lUiis. 1900. Scotl, Greenwood, 
lOs. 6d. 

MANL'fACTtTKB OP GUTE AND 

Gelatine. Or. 8vo. Nalional Pro- 
'si-jmr, N.Y., »B. 
pKAcncAL Tkeatise on the Raw 
UaterialH : Materials and Fabricution 
of Glue, Cements, Pastes, etc., by 
F. Dawidowsky ; trans, from Ger- 
man. 12mo. 297 pp. 36 lllus. 
E«ird. PhUadelphia, 82.50. 

SiziNu Ingredients, Sizr Mixiiin 
and Sizing, by H. Monie. Demy 
8vo. 66 pp. 1901. Simpkin, 2a. 6d. 

loks, Pastes, Sealing Waxes. 

Cbhbbts, Pastes, Glpes and 
Gums, by H- 0. Standage. Or. 8vo. 
3rd ed. 164 pp. Lockwood, 28. 

Ink MANirpACTuae : Whiting, 
Copying, Lithographic, Marking, 
Stamping and Laundry Inke, trans, 
from German of S. Lehner. Cr. 
8vo. 162 pp. SniuB. 1902. Sootfc, 
Gieenwood, 58. 

Oil Colouos and Piuntino Inks, 
trans, from Germnn by L. E. Andes. 
" " 1902. Scott, Greenwood, 

pRAtTiCAL Treatise on the 
Lnufacture of Starch, Glucose, 



Starch-sugar and Deitrine, by J. 
Frankel ; ed. by R. Hutter. Royal 
8vo. 344. pp. 68 lllus. 1881. 
Baird, Philadelphia, S3.50. 

Sbalino Wases, Wafers and 
other Adhesivee for the Household, 
OHiie, Workshop and Factory, by 
H. C. Standage. Cr. 8to. 96 pp. 
1902, Scott, Greenwood, Ss. 

Tasnins, Wbitinu Inks, etc. : 
Vol. ni. of Allen's Commercial 
Analysis. Demy 8vo. 3rd ed, 600 
pp. 1901. Churchill, 18a. 

( Gymnastics. See section 53. ) 
iHig^hways. See section 59.) 



HORSES. 

British THOBOiruannED House: 
His History and Breeding, with an 
Elipoaition of the Figure System, by 
W. AUis.m, M.A. Royal 8vo. 182 
pp. 10 lllus. I Coloured Plate. 

1901. Grant EUchards, 42h. 
Family Horse; Stablinq, Gabs 

and Feeding, V)y G. A. Martin 
(U.S.A. . Cr. 8vo. 153 pp. 73 
lllus. and Plates. 1869. KeganPavO, 
3s. 6d. 

Harness Horse, by Sir W. Gilbey. 
Demy 8vo. 3rd ed. 44 pp. Dlua. 
1898. Vinton, 2b. 

Heavt Horses i Bbebds and 
Management, by H. Biddell, etc. 
Demy 8vo. .iTd ed. 219 pp. 29 
lUuH. 1898. Vinton, 3a. 6d. 

HoRf«E IN THE Stable and the 
Field, by J. H. Walah : Chapter on 
American Trotting Horses, by E. 
Harvey, M.D. 12mo. lllus. H. 
T, Coates & Co., Philadelphia, »1. 

Horses and Stablbm, by Sir F. 
Fitawygrain. Demy 8vo. 5th ed. 
568 pp. 1901. Longmans, 3a. 

Horses, Asses, Zebras, Moxes 
and Mule -breeding, by W. B. 
Tegetmeier and C. L. Sutherland. 
Demy 8vo. 166 pp. 30 Plates. 
1895. H. Cos, 5s. 

Horses on Board Ship : Guide 
to their Management, by M. H. 
Hayes. Cr, 8to. 384 pp. 24 Ulus. 

1902. Hurst & Blsckett, 3s. 6d. 
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Li'iHi Horses ; BitBEra 
Mftuagement, by W. 0. A. I 
etc. Demy 8vo. 226 pp. 28 Illua^ 
1898. Vinton, 3a. Gd. 

OuB Fbibbd the Horse, by F. 
T. Barton, M.R.C.V.S. DemySvo. 
276 pp. Illua. 1898. Deaii, 3a. 

Points of the Hoese, Oonpor. 
iiAnow, Movements, Breeds, etc., 
by M. H. HayeB. 8vo. 3rd ed. 
764 pp. 1904. Hurst & Blackett, 



a. by G. 
264 pp. 



348. 

Practical Uorbb-k 
Fleming, LL.D. Cr. 
HIqb. Upcott Gill, 3f 

Practical Treatise os the Law 
■of Horses, by M. D. Hanover 
(U.S.A.;. 8vo. 2ndBd. R. Clarke 
€o., Cincinnnti, S4. 

The HoasB ; From BraTH to Old 
^S^i ^y ^* Buckman-Linard. 
8to. 1902. E. A. Everett. 3 

The Horse in Art asd Nature, 
for Artiats ajid Horae Lovers, by 0. 
Brown, M.A. Obi. 4to. 210 pp. 
Plates. Chapman & HaU, 20b. 

The Horse in Stable and 
Field, by J. H. Walsh; revised by 
H. Leeny. Med. 8vo. IStli ed. 
■698 pp. 132 Illua. 1899. Rout- 
ledife, 21s. 

TaAisiNG ano Horse Manaqe- 
MBST in India, by M. H. Hayes. 
■Cr. 8vo. 5th ed. Hurst & B., 6h. 

T&ANaPDRT OF HoBSEM BT SEA, 

with Folding Plan, by E. 0. Martin. 
12mo. 50[jp. 1901. Thacker, 2h. 6d. 

Breeding and Breaking Horses. 

Breakihi: a Nil RiiiiNO, with 
Military CiJiinuenturiea, by J. Fillis ; 
trans, by M. H. Hayes. Med. 8vo. 
359 pp. 70 lUus. 1902. Hurst & 
Blackett, 16s. 

Breaking anu Trainino Horses, 
by F. T. Barton. Illus. Cr. 8vo. 
198 pp. 1903. Everett, tJs. 

HlMia ON COLT-SREAKINC, by W. 

M. Hutchison. Cr. 8vo. 11" pp. 
25 lUus. 1892. Chatto, Ss. 6d. 

Horse Brhbdino and Manage- 
ment, by F. Adye- Cr. 8vo. 35U pp. 
1903, Everett, lOa. 6d. 

Horse Breeding and Rearino in 
India, by Major J. Humfrey. Cr. 
Svo. Thacker, 7h. 6d. | 

Horse Breedinii fob Fabuers, \ 
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by i^.. E. Pease. Cr. 8vo. 133 pp. 
1894. Maciuillan, 2s. 6d. 

Horse BBEEniNo IN Enuland 
and India and Army Horses Abroad, 
by Sir W. GUbey. Demy Svo. 62 
pp. lUus. 1901. Vinton, 2s. 

iLLtrSUtATEII H0lt3E-BRF.AKIN<]l, by 

M. H. Hayes. Cr. Svo. 2nd ed. 
406 pp. 124 lUuH. 1902. Hurst 
& Bkckett, 12s. 

Buying Horses. 

Examination of Horses as to 
Soundness and Selection as to Pur- 
ohaao, by E. SeweU, M.R.C.V.S. 
8 Col. Plates. 1898. Baillifere, 5b. 

Horse Buying and Manaobmbnx 
for Amateurs, by H. E. Fawens. 
Cr. Svo. 1903. Upcott Gill, la. 

Horse Dentition : Showing 
How to Tell Exactly the Age of a 
Horse up to Thirty Years, by S. 
Galvayne. Cr. 8vo. Coloured lUus. 
1902. R. A. Everett, 5s. 

How TO Buy A Horse, with 
Hints on Shoeing, etc., by F. J. 
Moi^an. Cr. 8vo. 134 pp. Warne, 
3s. 6d. 

How TO Choose a Horse, or 
Selection Before Purchase, by F, T. 
Barton. Cr. 8vo. 112 pp. 1901. 
Everett, Is. 6d. 

H orac-shoeing. 

Practical Hobsb-shoeiko, by G. 
Fleming, O.B., LL.D. Cr. 8vu. 
10th ed. 136 pp. 37 lUus. 1900. 
Baillii^re, 2s. fld. 

Structure and FcBcnoKS of 
the Horse's Foot with Reference to 
Horse-shoeing, by J. A. W. Dollar 
and A. Whentley. Demy Svo. 438 
pp. 300 lEus. 70 Plates. 2 
Colcmred Plates. 1898. D. Douglas, 
Edinburgh, 15s. 

HoTse-shoers and Veterinarians, by 
A. LungwitK ; trans, by J. W, 
Adams (U.S.A.) Large or. Svo. 
•-"pp. 141 Illus. 1S98. Lippin- 
, 7s. 6d. 

Riding and Driving. 

Driving for Pleasure, or. The 
Harness Stable and Its Appoint- 
ments, by F. T. UoAetUyi. Vt«>i, 
8vo. i.2tP\a,'tes. "&e\n.«a«am-,'»s*.- 
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^M Riding tmd Driving, miitinaetl. 

HT Hints on Drivib<j : Pbactioal 
Treatise, by C. M. Knight. Or. 8vo. 
2nd ed. 212 pp. 40 Illua. 1895. 
Bell, 3a. «d. 

EORBEWOHAS : Sl»B-SiDr>I.B RltJ- 

iso, bj Mrs. Hayea. Demy 8vo. 
2nd ed. 482 pp. 148 lUus. 1903, 
HuiBt & Blackett, 12s. 

MoDEHN HoaeBMABBHiP ; Original 
Method of Teaching, by E. L. 
Anderson. Demy 8vo. 5th ed. 
60 lUuH. D. Douglas, Edinburgh, 
21s. 

BiDIKCl FOR LaI>1ES, WITH HlNTS 

on the Stable, by Mrs. P. 
O'Donoghue. Imp. 16mo. 34B pp. 
75 lUus. 1887. Thacker, lOe. Bd. 



Stable Management. 

Gestlemas's Stable Guide, by 
H. McCluie. M.D., V.S. 16mo. 
Illua. H. T. Coatea & Co., Phil- 
adelphia, $1. 

Gboom'b Gpide : Hib Duties anu 
How to Perform Them, by F. T. 
Barton. Or. 8vo. 186 pp. E. A. 
Everett, 2a. 

How TO Feed a Horhe, by G. 
Arraatage. Cr. 8vo. 132 pp. Warne, 

iB. 

Notes on Stabi-b Management 
and the Prevention of Disease 
Among Horses in India, by J. A. 
Nimn, Ci. 8vo. 2nd ed. 112 pp. 
1897. Thacker, 2a. 

SoiuNO, Ensilage abd Stable 
Construction, by F. 8. Peer. 12mo. 
1000. M.F.Mansaeld&Co.,N.Y., 
81.25. 

Stable Manaobhbnt anu Eiek- 
C18E, by M. H. Hayes. Demy 
2nd ed. 424 pp. 62 Tllus. 1900. 
Hurst & Blackett, 12b. 

STABI.E SANtTATION AND CON- 
STRUCTION, by T. E. Coleman. Cr. 

8vo. 183 lUuB. Spon, 68. 

Thbough THB Stable AND Saddle- 
KOOM : Practical Guide for Managi 
ment, by A. T. PUher. Or. 8v( 
3rd ed. 342 pp. 1896. Macmillan, 



(Veterinary Books. See section 69.) 
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Section 32. 
HOSPITALS, NURSING. 
Hospitals. 

FUBNIBHISGB AND APPLIANCES Or 

a Cottage Hospital : an Actual In- 
ventory, by S- Holland. Cr. 8vo. 
1897. Sciontiiic Press, Ltd., 6d. 

Healthy Ho6pitai«; Some Points. 
of Hospital Construction, by Sir D. 
Galton. Demy 8vo. 287 pp- 49 
Illus. 1893. Frowde, 10a. 6d. 

HOSFITAIA AND ASYLIIHS Of THE. 

Wcirld: Their History, Construction, 
Management and Legislation, by 
Sir H- Burdett. EoyalSvo. 4 vols. 
Portfolio of Plans- £8 8a. Vol. I. 
Aaylums, History and Adntinistra- 
tion. 701 pp. 1891. Vol. U. 
Asylum Construction. 348 pp. 
1891. Vol- in. Hospital Adminia- 
tratum- 944 pp- 1893. Vol. IV. 
Hospital Construction. 461 pp. 
Soientiflc Preaa Ltd. 

HoapiTALS, Infibmabies and Dis- 
pensaries : Conatrucbion, Interior 
Arrangement and Management, by 
F. Oppert, M.D. Royal 8vo. 2nd 
ed. 278 pp. 74 Illua. 1883. 
Churchill, 12s. 

Legal Hasdbook tor Hospital 
Authorities, by L- S. Brisbowe. 
Cr. 8vo. 164 pp. 1901. Scientific 
Press, Ltd-, 2s. 6d. 

Small Hospitals, Establishment 
and Maintenance, by A. Worcester, 
A.M., M-D-, with Suggestions for 
Hospital Architecture, by W. Atkin- 
son (U.S.A.). Cr. 8vo. Chapman, 
5e. 6d, 

Unifobm System of Accounts, 
for Hospitalaand Public Institutiona, 
Orphanages, etc., by Sii- H- Burdett. 
Royftl8vo. Newed. 114pp. 1903. 
Scientific Press, Ltd,, 4s. 

First Aid. 

First Aid to tbb Injured, Sit 
Ambulance Lectures, by Dr. F. 
Esmarch, trans, by H.R.H. Princess 
Chris'Jan, Post 8vo. 6th ed. 117 
pp. 24 lUuB, 1898. Smith, Elder, 

First Aid to hie Injobbd, Emer- 
gency Book. Cr- 8V0- 1901. Simp- 
kin, 3b. 6d. 



First Aid iu the Imjukbd akd 

Sii^k, Advanced Ambulance Hand- 
book, by F. J. Warwick, B.A., 
M.B., and A. C. TunstaU, M.D. 
Sm. 8vo. 2nd ed. 200 Illus. J. 
Wright & Co., Bristol, 2e. 6d. 

Mahual of FmsT Aid, Teit-book 
for Ambulanoe Classes, by J. A. 
Austin. Ci. 8vo. 216 pp. IlluH. 
ia02. Low, 28. 

P&4cnciL Fntai Aid, by W. 
Roliertson. 16mo. 3rd ed. 192 
pp. 67 IlluH. 1902. A. Gardner, 
Paisley, la. ad. 

(Ambulance. See seotion 42). 
Nursing;. 

Art of Cookino for Ikvalius im 
Home and Hospital, by F. B. Jack. 
Cr. 8vo. ard ed. 214 pp. 11«3. 
Jack, 2a. 

Guide to District Nubses, by 
Mrs. D. Craven. Cr. 8vo. 140 pp. 
ISM. MscmiUaa, In. tid. 

Guide to Ubinb Tesmno, for 
Nurses, by M. Robinaon, L.R.C.P. 
12ino. J. Wright & Co., Bristol, 
Is. 

Handbook for Nukseh, by J. K. 
Watson. Cr. 8vo. 428 pp. 1EW2. 
Scientific Preus, Ltd., 5s. 

Handbook of Ijjvaud Cookisu, 
by M. A. Bolond. 12mo. 318 pp. 
Century Cc.N.lf., 82. 

Hasdbook op Nursing. Vol. I. 
Medical and Surgical Nurmng. Vol. 
II. Monthly Nuraing. Vol. III. 
Family Hygiene. Cr. 8vo. 366 
pp. i,C.S.A.). 18H6. Lippincott, 
4s. 

Invalid Cookery, by M. Daviea. 
Cr. 8vo. 142 pp. Weldon, 6d. 

Leotubbs OS MEmcAi, Nubbinq, 
by. J. W. Anderson, M.D. Fcp. 
8vo. 6th ed. MacLehoae, Glasgovr, 
2h. ad. 

by 



Matebia Medica 
L. L. Doch (I'.S.A.). Cr. 
4th ed. 224 pp. 1900. Putnam, 
Oh. 

Materia Medica for Nukbes, by 
E. A. M. Stoney (U.S.A.) 12mo. 
300 pp. Saunders & Co., 8s. 

NozBB ON Pharuacv and Dis- 
re, for Nurses. Cr. 8vo. 101 
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pp. 
Is. 

NuEBB'a Guide to Mabbaue, by 
S. Hyde, L.B.O.P., M.R.O.S. Cr. 
8vo. 3rd ed. 62 pp. 13 Illus. 
18S4. J. Heywood, 38. 6d. 

Nurse's Handbook or Cookeby, 
by E. M. Wownop. Cr. 8vo. 2nd 
ed. 106 pp. 1898, A. & C. 
Black, Is. ftd. 

NuBHiso, General, Medic ai an» 
Surgical, by W. J. Hadley. Cr. 
8vo. :136 pp. 1902. Churchill. 
3s. 6d. 

NuHsimi : Ith Theory and Prac- 
tice, by P. G. Lewis, M.D. Or. 
8vo. New ed. 428 pp. 91 lUus. 
1900. Scientific Press, Limited, 
3». 6d. 

NiiaaiNii Profession : How and 
Where to Train, ed. by Sir H. Bur- 
dett. Cr. 8vo. 350 pp. Annual. 
Scientific Preae, Ltd., 2s. 

Practical NuRsiBO, by J. Stewart 
and H. E. Cuff. Vol. I. Cr. 8vo. 
.?rd ed. 258 pp. Vol. 11. Cr. 8vo. 
210 pp. 1903. Blackwood & Sons, 

. 6d, each. 

Pbactjoal PoiHiB IN NuasiNU, 
for Nurses in Private Practice, by 
E. A. M. Stoney (U.S.A.). 3rd ed. 
456 pp. 73 Illus. 9 Coloured Plates. 
1903. Suundera & Co., 7a. 6d. 

Principles to be Obsebved in 
the Artiiicial Feeding of Infants, by 
W. B. Cheadle. Cr. 8to. 5th ed. 
284 pp. 1902. Smith, Elder, 5a. 

SicBBOOji Cookery and Hospixal 
Diet, by M. Earle. Cr. 8vo. 2nd 
1901. Spottiawoode & Co., 
3s. 6d. 

SoRUICALTBCTINIgVE fOR NuRSBS, 

byE.A.M.Stoney(U.S.A.). 12mo, 
200 pp. Saunders & Co., 5s. 

Text-book pob Tbaininq Schools- 
for Nurses ; Physiology, Hygiene, 
Principles and Practice of Nursing, 
by P. M. Wise, M.D. (U.S.A.). 
Cr. 8vo. 2 vols. Vol. I. 248 pp. 
fiS Illus. 1896. Vol. n. 327 pp- 
IlluK. 1896. Putnam, 58, each. 

Test-book op Ndrhino fob Hdiie, 
and Hospital Use, by C. 8. Weeks- 
Shaw. Cr. 8vo. 2nd ed. 344 pp. 
lilua. 1901. E. Arnold, 38. iid. 
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HOUSE DECORATION. 



Geoeral. 

AuBBicuN MoBid. pAiinnNQ ; De- 
SCBiPnoH of Mural Deuoratdon in 
Churohea and Publiu Buildmga, by 
Pauline King. Med. 8to. Illus. 
1901. Noyes, Piatt & Co., BoBtou, 
U.S.A., »3. 

Apartmbnts of xhe Houhb : 
Their Arrangement, Furniture and 
Decoration, by J. Crouch and E. 
Butler. Fcp. 4to. 100 Illus. Platea. 
M. F. Mansfield & Co., N.Y., 82.75. 

OoLOTO SxCDisa : Dbcorativb, 
for Painters tind Decorators. 2nd 
ed. Journal of Derortilivr Art, 
Manohester, lOs. 

Decoration or Houaas, by Edith 
Wliarton and O. C.)dman (U.S.A.). 
lATge sq. Svo. 204 pp. 56 Plates. 
lUOl. Batsford, 12h. ISd. 

HiHTOBV OF Dbcobative Akt, by 
W. N. Brown. Or. Svo. 96 pp. 
1900. Scott, Greenwood, 2a. 6d. 

HousH DBOOEATiira and Paint- 
iNo, by W. N. Brown. Cr. 8vo. 
150 pp. IftOO. Scott, Greenwood, 
3b. ed. 

House Dbooeation : Compriaing 
Whitewashing, Faperhanging, Paint- 
ing, etc., ed. by P. N, Hasluok. 
Pott8vo. 160 pp. 79 Illus. IWtl, 
Caaaell, Is. 

House Paintinu, Gbusing, 
Marbling and Sign-writing, by E. 
A. Davidson. Cr. 8vo. 8th ed. 
Coloured Plates. Lookwuod, 6a. 

Inter! OB DBOORAnotf, by A. W 
Brunner and T. Tryon. 4to. 2nd 
ed, 6o IlluH. Comatock, N.Y., 
S1.50. 

Intbbiob Dbcobatios, by F. 
Miller. Cr. 8™. 3rd ed. 146 pp. 
71 lUuB. E. Menken, 6a. 

Mahtjal of DecoBATivB Com- 
P081T10H, for Designers and Decora- 
tors, by H. Majeux ; trans, hy J. 
Gonino. Cr, 8vo. 3rd ed, 310 pp. 
267 lUus. 1898. Virtue, 6a. 

Mahtial of House Painting, 
Marbling und Sign-writing, by E. A. 
Davidson. 12mo, Comatock, N.Y., 
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MoDEBN Mu&AL Decobation, by 

A. Leys Baldi^. Cr. 4to. 200 pp. 
66 Illus. 4 Coloured Plates. 1902. 
Newnra, I2s, 6d. 

MoDBBN WAii Decobation, by 

'. G. SutherUnd. 4to. 99 pp. 

Telt. 12 Coloured Plates. 1^. 

Stkin, 2l9. 
PBAL Painting, by F. H. Jack- 

n. Cr. Svo. 200 pp. 1904. 
Sands, 53. 

Painted Wau. Decoration, 8 
Sheets of Working Drawings for 
Decorators. JoutiiuI of Ilerorative 

'I, Manchester, 5s. 

Painter, Gildeb and Vah- 
NIHHBB'a Companion, by W. T. 
Brannt. Cr. 8vo. 395 pp. Dlus. 
Baird, Philadelphia, «1.50. 

Painter's Encyclop.sbia. by F. 

B. Gardner. 437 pp. 158 mus. 
Baird, Philadelphia, 82. 

Paintiku and Decoratino, by 
W. Pearce. Or, Svo. 2nd ed. 320 
pp. 88 Illus. 4 Coloured Plates. 30 
Plain Plates. 1902, Griffin, 12s. 6d. 

Paper Hang be, Pain tbr,Graisbb 
and Decorator's Assistant. Cr, Svo. 
205 pp. lOOrUua. 1879, Sirapkin, 
2s, 6d. 

Pbaotical Decorator and Orna- 
MBNUST, by G. A. Audsley, LL.D., 
F.R.I.B.A., andM. Audaley. Demy 
folio, 100 Coloured Platea. Gresham 
Pub, Co., 75a. 

Practical Mabual of Hocisb 
Painting, Graining, Marbling and 
Sign-writing, by E. A, Davidson. 
12mo. 894 pp. Bau-d, Philadelphia, 



aw TO Measoee akd 
Value Them, by G. Stephenson. 
Cr. Svo. 2nd ed. 99 pp, 1899. 
Batsford, 3s. 6d. 

Ship and General PAiBiBR'a 
and Decorator's Handbook, by G. 8. 
Welch. 12mo. 2nd ed. 82 pp. 
1902, Simpkin, Is, 6d. 

Wall Papers and Wall Coveb- 
iNoa, by A, S. Jennings, Royal 
Svo. 160 pp, 1903. Trade Papers 
Pub. Co., 7a. 6d. 

Workshop Wbinklbs for Deco- 
rators, Painters, Faperhangeis and 
others, by W. N. Brown. Cr. Svo. 
1 128 pp. 1901. Scott, Greenwood, 
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Lettering, Slsn-writing. 

AXBl'H OF MONOGBAIK ASB 

Ciphers, by H. Renoir. Cr, 4to. 
E. Menken, 10b. 6d. 

AUHABETS, PUIM AND ORNA- 
MENTAL, Ancient and Modern. Obi. 
4to. 48 pp. Leadenhall Press, Is. 

An Alphabet, by W. Nicholson. 
4to. 28 Coloured PUtes. Heino- 

Glossakt of Tekmh Used in 
Heraldry. Post 8vo. 10th ed. 
6S9 pp. 1000 lUuB. 1894. J. 
Parker & Co., lOs. 6d. 

Medieval Alphabbis and 
Initials, by F. G. Delamotte. Small 
4to. 4fch ed. 21 Plates. Crosby 
Lookwood, 4s. 

Modern Alphabk'k, Plain and 
Ornamental, by F. G. Delamotte. 
Obi. royal 8vo. 12th ed. 1896. 
Lock wood, 2s. 6d. 

Modern Ornament. 12 Coloured 
Plates, IS in. X 13 in., with De- 
scriptive Matter. Illustrations for 
" ■'' Walls, Doors. Panels, 

, etc. 1902. Journal nj 
Deeorative Art, 21s. 

Monoobahs in Three and Fodk 
Letters, by J. G. Smith. Cr. 4to. 
1903. E. Menken, 30s. 

Sign-weitbb, Glass Embosubb, 
Gilder, Church Decorator and 
Heraldic Painter, by W, and W. G. 
Sutherland. 4to. 62 pp. 32 Pktes. 
Journal of Dtcoralii'e, Art, Man- 
ohestei, 428. 

SlON-WBITINQ AND GlABH Em- 

Boasmo, by J. Collingham. 12nio. 
258 pp. Baird, Philadelphia, 81.50. 
Thxi-book on Plain Lettbbino, 
by H. 8. Jacoby. Super royal 8vo. 
82 pp. 48 Plates. Engineering 
Nni:-., N.Y., 93. 

(D 



Marbling, Graining. 

Art 07 Graininq and Iiiitaxiko 
Woods. 20folioPanela. JouT.ml of 
Decorative Art, Manchester, 42a. 

Book of Dbliohtful and Stbanqb 
Designs ot the Art of the Japanese 
StenoU Cutter, by A. W. Tuer. Sq. 



Ulus. 



8vo. 24 pp. text. 104 Designs. 
Leadenhall Press, 6a. 

House Painmno, Graining, 
Marbling and Sign Writing, by E- 

A. Davidson. Cr. 8vo. 8th ed. 
Lookwood, 6s. 

Marble Decoration and Ter- 
minology of British and Foreign 
Marbles, for Students, by G. H. 
Blagrove. Cr. Svo. 122 pp. 28 
Loukwood, 3s. 6d. 
ND Marbling, for 
Decorators. 8 Panels in Colours. 
Journal of Decorative AH, Man- 
chester, 5s. 

Practical Arm op Graining 
and Marbling. Folio. 14 parts. 
Col. Plates and Text. 1903. Trade 
PapBrs Pub. Co., 49. 6d. each. 

Practical Graininq and Marb- 
LiNO, ed. by P. N. Hasluok. Cr. 
8to. 160 pp. 70 Illus. 1902. 
Cassetl, 2s. 

School of Painting fob Imita- 
tion of Woods and Marbles, by A. 

B. and P. van Burg. Royal folio. 
Srd ed. 24 Coloured Plates. 12 
Plain Plates. Lookwood, 31h. 6d. 

Stencils and Stbncilling, by 

W. G. Sutherland, W. Fournias, 

eio. 4to. 36 pp. test. 18 Coloured 

Simpkin, lOs. paper. 

a 10). 
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(French Polishing. See si 
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Agricultural Bactebiolooy, Re- 
lation of Bacteria to Agriculture, hj 
H. W. Conn. 8yo. 1902. Reb- 
man, lis. 

Applied Bacteriology, by T. H. 
Pearmain and C. G. Moor, M.A. 
Demy 8vo. 2nd ed. 498 pp. 119 
Illus. Plates. 1898. Baillifere, 
12s. nd. net. 

Atlas and Prihciplhs of Bac- 
tbriolooy and Test^book, by K. 
B. Lehmann and R. O. Neumann, 
ed. by G. H. Weaver, M.D. Or. 
8vo. 2 vols. 512 pp. 600 F 
m Plates. 1901. W. B. Saunders. 
& Co., 10s. 6d. each. 
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8u:teriolOE7i rniilunud. 

Hactbria in MitK *KD HH Pbo- 
siviTK, liy H. W. Cunn, Ph.D. 
«vo. 2!Nt Pit. 4:j IlluH. 1»(>3. 
Rebiuati, tis. 

liAOTKBioLOov, by F. C. Zapffe. 
Cr.Svo. IfftS. H. Kiiii[>ton, 7b. Ud. 
Bactebioloot. Laboratory Diruc- 
tinus foT Beginners, by V. A. 
Moore lU.S.A.), 12rao. 143 pp. 
Giun, 4a, Kd, 

UlGTKKIOl.IXlT OF MiLK, by H. ; 

SwithinbADk and E. Newnian, M.D., ' 
D.P.H. Royal 8vo. 626 pp. 78 
lUus. 1903. J. Murray, 25s. 

Dust Bacibwoloov, by Dr. E. 
vou Freudenreich. Cr. 8vo. 2nd 
ed. 115 pp. 18!I5. Methueu, 2b. tld. 

Elbmehtb of Bactbbiolooical 
Technique, by J. W. H. Eyre. 
RoyiJ 8vo. 372 pp, 170 DIub. . 
1902. Saunders, 10b. Od. I 

LiBOBATOBY CoUBSB IS BaCTBBIO- 

LoaT, for Agricultural and Industrial 
Students, by F. P. Gorham, A.M., 
(U.S.A.). Large or. 8vo. 192 pp. 1 
97 Ulus. 1901. W. B. Sauadera & 
Co., 5h. 

Laboeatory Guidb fob the Bao- 
TERIOLDGIHT, by L. Fiothingham, 
M.D.V. (U.S.A.) Illus. W. B. 
Saunders &, Co., 3s. 

Manual of Bactbbiolooy, by A. ' 
B. Griffiths. Ph.D. Cr. 8vo. 348' 
pp. 57 111. 1893. Heinemann, 5s. ; 

Manual of Bactbbioj.ooy, by ' 
B. Muir. M.A., M.D., and J. Ritchie, 
M.A., M.D., B.So. 3rd ed, 548 
pp. 150 niuH. 1902. T. J. Pent- 
land, 10.4. 6d. 

Manual of Bacxbriolooy, by H. 
U,Wniiaius,M.D.fU.S.A.). Large 
cr. avo. 2nd ed. 290 pp. 89 Illus. 

1901. Rebiimn, 7s. 6d. 
Pbactical BAOiBHioLoar, trans. 

from W. Migula. Cr. 8to. 240 pp. 
9 Illus. 2 Plates. 1893. Soonen- 
Hohein, 6s. 

Pbimoiplbk ok Bacteriology, by 
A. 0. Abbot. Cr. 8vo. 6th ed. 

1902. H. K. Lewis, 128. 6d. 
Principles op BAOTEEioLoaT, 

trans, from Dr. F. Hueppe (U.S.A.). 
Cr. 8vo. 467 pp. 26 Illua. 1899. 
Paul, 9b. 

Stbuotitrb aitd Functions of 
Bacteria, trans, from A. Fischer. 



Royal Sto. 197 pp. 29 Illus. 1900. y 

Frowde, 8a. 6d. J 

Synopsis of Bacibbia, Yea-st 
Fungi aad Allied Species, by W. B. 
Grove. Cr. 8vo. 112 pp. 87 lUos. 
1891. Chatbo, 3b. 6d. 

Tbst-book of Bactbbioloiiy, by 
E. M. Cruokshank, M.B. Med. 
8yo. 4th ed. 710 pp. 273 IUuh. 
22 Col. Plates. 1896. Lewis, 21a. 
Tbxt-book op Bactkriolout, by 
, G. M. Sternberg, Royal 8vo. 720 
■pp. 200 lUu.^. Coloured Plates. 
1901. Churohill, 26s. 

Baths. 

Baths and Bathinu : How to 
Bathe, When to Bathe and When 
Not. by J. Parrar, M.D. 4th ed. 
lUue. J. Wright & Co., Bristol, Is. 
I Hydropathic BflTABLisKWBBT ABC 
I Its Baths, by R. O. AJlsop. 8to. 
8 Plates. 1891. Spon. 5s. 

Public Baths and Wash-hoobbb, 
by II. O. Allflop. Demy 8vo. Blus. 
1894. Spon, fls, 

TuBKiSH Bath : lis Desion and 
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Cr. 8to. 290 pp. SOBniuH. 1899. 
Whittakar, Be. 

Caiechish of Hvgiemb and 
Sanitary Science, in 15 Parts, by P. 
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8th ed. 825 pp. lUas. 1898. 
ChurohiU, 12s. 6d. 

Handbook tit Pbacticai. Hy- 
oiBBB, by D. H. Bergey. 164 pp. 
1900. Chemical Pub. Co., Easton, 
Pa., 81.50. 

Handbook of Sanitary Infor- 
mation for Householders, by E. 8. 
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Practical Guide fob Sanitabt 
luspeotors, by F. C. Stuckinan. 
PostSvo. 290 pp. 1900. Butter- 
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1877. Smith, Elder, 6s. 

Sepaeatb SYaiBM on Sbwbeaob, 
by C. Stnley and G. S. Pieraon. 
8vo. 3rd ed. lUua. Van Nob- 
trand, N.T., 83. 
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Sbwaob Question : CoNDrrjON of 
Principal Sewage Farms and Sewage 
Works, by H. Letheby, M.D. Cr. 
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Sbwaob Works Analysis, by G. 
J. Fowler. Cr. 8vo. 144 pp. 1902. 
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Sbwbkaqe and Land Deainaoe, 
by Geo. E. Waring, Jun. 4to. 4th 
ed. IlluH. Van Nostrand, N.T., 
86. 

Sewerage and Sewage Disposal, 
by H. Robinson. Largo cr. 8vo. 
192 pp. Plates. 1896. Spon, Ss. 

Sewbraob and Sbwaob PtrRiPi- 
CAiioN, by M. N. Baker (U.S.A.). 
18mo. 144 pp. Spon, 2a, 

Sewer CoHaTBUPitON, by W. H. 
Maxwell. Deray 8to. 42 pp. 27 
Illus. 1898. Hod^tts, Ltd., Is. 

Sbwbb Design, by H. N. Ogden 
(U.S.A.). Cr. 8vo. 234 pp. 50 
Illus. 5 Plates. 1898. Chapman, 
8s. 6d. 

Sewer Gas and Its Ibplubncb 
Upon Health, by H. A. Rochling. 
Demy 8vo. Illus. Biggs, 5s. 

Sewer Gases : Their Naiubb 
and Origin, and How to Protect 
Dwellings, by A. D. Varona, M.D. 
(U.S.A.). 18nio. 2nded. 145 pp. 

Sbweba and Drains for Populous 
Distriota, by J. W. Adams. Demy 
8vo. 228 pp. 67 Illus. 1880. Van 
Nostrand, N.Y., 82.50, 

TrBATMBHT ABD UllLIiATION OF 

Sewage, by W, H. Corheld. Demy 
8vo. 3rded. 610 pp. 1887. Mac- 
mil Ian, 16s. 

(Vetitalaldoft. 
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INDIA-RUBBER. 

All Aboitt Rubbeb aud Gutta- 
VEft<.'IU, bj J. FerguHon. 8vo. 3rd 
td. 35U |jp. Luxac, oa. boardii. 

CHEIIISXBV or IlTDlA-Rt^BBEH, by 

C, O. Weber, Ph.D. Demy 8vo. 
314 pp. nlus. IWB. Urittin, 16i. 

Cui-TiTRB OP Americas Rubber 

. Tree, by O. F. Cwik U.S.A. . 8vo. 

18 PUles. 1004. W. Wesley. 5s. 

GUTtA-PBiiCHA ; Lbcturem, by Dr. 
E. F. A. OUwh. 18SI8. Society 
ot Arts, Sb. Od. 

TnLIIA-KUBBBB AJSD GuTXi-PBBCHA, 

trans, from Frtrnch of T. Seeligmftnn, 
G. L. Torrilhon and H. Fnlconnet. 
Royal 8vo. 412 pp. 86 Illus. 3 
Plates. 1903. Scott, Greenwood, 
12a. Od. 

iHDIA-BttBBBR, G(mA-PBRCBA Ajm 

Balata, by W. T. Braimt. Or. 8vo. 
352 pp. 24 niua. 1900. Sampson 
Low, 12s. «d. 

Rubber Hand Stamps asd the 
Maiiufaiiturn of India -rublier, bv 
Sloane. 2nd ed. 146 pp. N. W. 
Henley & Co., N.T.. SI. 

Sources op Commercial Iuuia- 

KDSBBB : Two Lectures, by Dr. D. 

Morris. 1898. Society of Arte, 2s. 

[Inks. Sea section 30.) 



INSURANCE. 
General. 

BOOHJiE'a ISSURASCB DIRECTORY. 

Annual. Ed. by F. H. Kitohin. 8vo. 
1903. E. WUson. 5s. 

iNacaiNCK Cyolop.edia, by C. 
Wftlford. Vols. I. to V. Each 640 
pp. Layton, 21n. each. 

Ihsuramcb ; Manual of Prach- 
OAl Law, by C. F. Morrell. Cr. 
8vo. 284 pp. 1892. A. & C. 
Black, 6s. 

Insurance Ofpicb Oroamibahos, 

Management and Accounte, by T. 

E. Voung and R. Masters. Demy 

8vo. 140 pp. 1904. Pitman, 38. 6d. 

' Ihsurance : Practical Exposi- 

M for Student and BusinesH Man, 



by T. E. Yottng. Demy 8vo. 340 
pp. 1903. Pitman, "s. 6d. 

Law Rblatiko to Insurance 
Agents : Fire, Life, Accident and 
Marine, by J. E. R. Stepbena. 
12nio. 2nded. 68 pp. 1901. E. 
Wilson, Is. 

Practical LEffiotni m Actuasiai. 
Science : Elementary Text-book, by 
M. M. Dawson (U.S.A.). Super 
royal 4to. 500 pp. Spectator Co., 
N.Y., »6. 

Annuitj' Tables. 

Assurance and ANNinir Tables, 
by Gray, Smith and Orchard. Demy 
8vo. Layton, lOs. fld. 

JOIBT-LIFB ABBUITT TaBLBS FOR 

Lives of Both Sexes, Baaed oa 1883 
Report of A. J. Finlaison. Med. 
8vo. 116 pp. Institute of Actuaries, 

lOs. ed. 

Tables foe FiBmira Inter- 
mediate Rates of Interest in an 
Anuuity, Certain, by W. H. Oakes~ 
Demy 8vo. Layton, 10s. Bd. 

Fire Insurance. 

AviiRAiJB Clause : Hints as 
Settlement of Claims for Losses by 
Fire under Mercantile Policies, by 
R. Atkins. Cr. 8vo. 108 pp. Lay- 

FiBB AND Explosion Risks, by 
Dr. von Schwartz, trans, from Ger- 
man. Deraj 8vo. 357 pp. 1904. 
Griffin, 16s. 

FiRBS AND Public Bntbrtain- 
MBNTS ; study of some 1,100 Notable 
Fires at Theatres, et«., by E. 0. 
Sachs. Layton, 12s. 6d. 

Fi&B Insubancb Manual : 
Various Kinds of Fure Risks Ar- 
ranged Alphalwtically, by F. A. C. 
Hare. Cr. 8vo. 260 pp. Layton, 
15s. 

Fire Under weitbe's Companion, 
by D. A. Campbell. Demy 8vo. 
18 pp. Layton, 10a. Bd. 

Handbook for Fieb Ibsurancb 
Agente, by S. R. Weed. Spectator 
Co., N.T., 81.50. 

Law op Fire Ihsubancb, by 0. 
J. Bunyon. Demy 8vo. 4th ad. 
448 pp. 1893. Clowes, 21s. 

Law or Firb AsauaASCB, In- 
FormntioD of Assuraacft 



I 



Coiapemies, by 0. J. Buuyon ; re- 
vised by J. V. Fitngerald. Demy 
8to. 3rd ed. Layton, 31s. 6d. 

pBiMciPLEa AMD Finance of Fikb 
Insuranoe, by F. H. Kttchin. Cr. 
8vo 266 pp. 1904. E. Wilson, 6s. 

Spbciai. Aqent'h AMD Adjustek's 
Corapaaion, by W. P. Lucaa. 
SpBotator Co., N.Y., Sl.oO. 

Ijfe Assurance. 

A B OF Life Insurance, by C. 
E. Willard. 4th ed. Siiectator Co., 
N.Y., U. 

Art op CANVAsaiMo fob Inbur- 
AHCB, by W. Miller. Spectator Co., 
F.T., 81.60. 

AsaiONMBNTS OF PoUCIBS OF LiFE 

AHsurance, by C. E. Howell, B.A., 
LL,D. Med. 8to. 35 jjp. 1897. 
Layton, 2b. 

Elbmbnts of Life IssuaANCE, by 
M. M. Dawaon. Spectator Co., 
N.Y., »2. 

How TO ElAMDTB FOB LiFE Im- 

aunANOB, by J. M. Keating, M.D. 
(U.S.A.}. Royal Svo. 3rd ed. 
211 pp. Saunders & Co., 8s. 

Inburasce Guide and Handbook, 
by 0. Waiford, revised by A. W. 
Tarn. Demy Svo. 4th ed. 280 
pp. Layton, 78. 6d. 

tiAW OF Life Assuramce, by C. 
J. Bunyoa. Demy 8vo. 3rd ed. 
1891. Clowes, 31h. 6d. 

Law of Lifb IiretraANCB, with a 
Chapter on Accident Insurance, by 
0. Crawley, M. A. Demy8vo. 1882. 
Clowea, 12s. 6d. 

Life Assurance Explaxngd, by 
W. Schooling. Cr, 8to. 241 pp. 
1897- Cassell, la, boards. 

Life Insukajice ExAmnEft, by 
0. F. StUhnan, M.S., M.D. Spec- 
tator Co., N.Y., «3. 

Medical BxAsnirATioB fob Life 
Assurance, by F. de H. Hall, M.D. 
Cr. Svo. J. Wright & Co., Bristol, 
2h. 6d. 

Medical ExAMiHATiosa for Life 
Inaurftnoe, by J. A. Allen, M.D., 
LL.D. SijecUtor Co., N.T., S2. 

NoTBS ON Life Inbubahcb, by 
W. Smith. Spectator Co., N.Y., 

Plaxh Advice about Life Isbdb- 

by A. J. Wilaon. Or. 8to. 




2nd ed. 110 pp. 1898. Clement 
WiboQ, Ih. fid. 

Pocket Companion for Life 
Assurance Agents, by P. Sayle. 
Fup. Svo. 2nd ed. 75 pp. Lay- 

Pbactical Inforuation fob Life 
Assurance Agents, by W. Hughes. 
Fcp. 8yo. 80 pp. Layton, Is. 

Sektbu AMD Tables of Life Im- 
aimiSCB, based on Records of 
American Life Offices (U.S.A.). 
Royal 8vo. 651 pp. 1899. Lay- 
ton, 42h. 

Treatise on Life Inburancb Ac- 
OOUMTa, by T. B. Sprague, M.A., 
LL.D. DemySvu. 158 pp. Lay- 
Marine Insurance. 

DioEST OF L.\w Relatino to 
Marine Insurance, by M. D. 
Chalmers. Svo. 2nd ed. 1903. 
Clowes, lOs. 6d. 

Epitome of Law Afpbctibo 
Marine Insurance, by L. Duckworth. 
Cr.Svo. 173 pp. 1901. E.Wilson, 
Ss. fld. 

Law Relatinu to Gemebal and 
Particular Average for Underwritera, 
by L. Duckworth, Cr. 8vo. 124 
pp. 1900. E. Wilson, 28. fid. 

Mamuax. of Mabine Insurance, 
by M. Hopkins. Demy Svo. 544 
pp. 1867. Smith, Elder, 18s. 

MaBIME iMBtTBANCB, by W. Gow. 
Cr, Svo, 3rd ed. 444 pp. 1903. 
Macmillan, 5s. 

Stamp Dttties on Sea IiisuaAMCEa, 
Analysis, by A. K. Allen. Cr. 8vo. 
Layton, 6s. 

Tableu of Marine IsauBANCE 
Pi'emiums, by C. H. Pearson. 
Demy 8vc). Palmer, Howe, Man- 
cheater, 10s. 

Ububrwriterb' Accounts, by B. 
E. Spicer and E. E. Pegler. Or. 
8vo. 70 pp. 1903. Gee, 3s. fid. 

Valuation Tables. 

Tables fob Finbinq "Values of 
Policies of all Durations, by J. 
Chisholm. Sup. royal Svo. 20S 
pp. Layton, 31a. 6d. 

Tables of the Value of a Policy 
of Insurance for £1, by W. E. Hill- 
man. Demy Svo. Layton, Sis. 
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Voluatton Tablei, fun(tnu«/. 

Vauation amp Utheb Tablu, 
on Ajiniiitiuft and Awurauces, by 
W. A. BowsBr. Royal 8to. Lay- 
ton, lOs. Od. 

Valuatios ABit Other Tables. 
Valuta of PolicieB, Temporary An- 
nuitiex. Single and Annual Pre- 
Tiiiums, etc.. hj E. Colijuhoun. 
Layton, 21s. 



Art of the Ooldsjiith asu 
Jeweller, byT. B. Wigley and J. H. 
StnnHliie. Large cr. 8to. 248 ]>]). 
IM ntu». 1898. OriHin, 8s. 6d. 

Ede'h Qolii asd Silvebhmith's 
and Jeweller's Calculator, by J. 
Anjiin. Demy 8to. 1888, J. 
Blackwood & Co., Tx. Sd. 

ENoaAVisu tdsiALu, ed. by F. N. 
HaBluck. Fcp. 8vo. 160 pp. 117 
llluK. 1901. Casaell, Is. 

QoLBBHiTH'a Handbook, by 6. E. 
Qee. 12niD. 5th ed. 330 pp. 
Lock wood, 3a. 

Hall-markino of Jewellehv, by 
Q. E, Gee. Or. 8vo. 1884. Lock- 

Uall Maskh on Golij asd Silver 
Plato, by W. Chaffew. Roval 8to. 
8th ed. 34flpp. Reeves*, Turner, 
16s. 

Handbook of Pbecioph Stones, 
byM.D. RothschildfU.S.A.). IBmo. 
143 pp. 10 Illus. 1901. Putnam, 

Jbwbllbr's Assistant ik Work- 
nio in Gold, by G. E, Gee. Cr. 8vo. 
Look wood, 7a. 6d. 

J&weller'h, Silvbbsuith's and 
Kindred Trades' Acmmntii, by A. 
Edwards. 8vo. 1903. Gee, 5s. 

Pekcious Stones : Popular Ac- 
count of their Characters, Occur- 1 
rence and Applications, trans, from 
German of M. Bauer. Imp 8vo. 
644 pp. 94 llluB. 20 Plates. 1903. 
Griffin, 428. I 

PuBoroua Stonek and Gemh : 

Their History, Sources and Char- 

||***"-*'4ics, by E. W. Streeter. | 



Demy 8vo. 6th ad. 33» pp. 
Coloured Plat«s and HIub. 1898. 
BeU. Ids. 

SiLVEitsHiXH's Uankbook, by G. 
E. Gee. 12mo. 3rd ed. ^5 pp. 
Illus. Lockwood, 3)1, 

Silver WORK and Jeweixbrt, 
by H. Wilson. Cr, 8vo. 348 pp. 
— - Illus. 16 Plates. 1903. ^ 



Simple Rcles for thb 
CBiuiNATioN of Gems, by T. 8. 
Kirkpatrick, M.A. Spou. 28. 
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Estates, Land. 

CiifNTRv Gentlemen's Estate 
Book. AuuubI. Country Gentle- 
man 'a Aasuciittion, 3b. 6d. 

EsTATB Fbhcbs : Thbib Con- 
STRDCTION, Cost aud Legal Aapect, 
by A. Vernon and T. W. Marshall, 
B.C.L. 8vo. 420 pp. 148 lUua. 

1899. Spon, 15h. 

Estate Mahaueuent, fui Land- 
lords and Agents, by C. E. GurtiB. 
Demy8T0. 6th ed. 464 pp. 1901. 
H. Cox, 10s. 6d. 

Devolution of Real Estate and 
Administration of Ajtsets, by L, G. 
G. Bobbins and F. T. Maw. Demy 
8vo. 3rded. 492 pp. 1901. Butter- 
worth, 15b. 

HbDOES, WlNDBRliAKS, ShBLTBRS 

and Line Fences, by B. P. Powell 
(U.S.A.). Cr. 8vo. 140 pp. Illua. 

1900. Gay & Bird, 2b. Cd. 

Land Aqency, ed. by H. W. 
RafTety. Cr. 8vo. 620 pp. 1899. 
EHalen Gazette, 7b. fid. 

Land Pcrchase AtTis (Irblusd), 
1870-1891, by G, FottreU. Cr. 8vo. 
3rd ed. M. H. GUI St. Son, Dublin, 
18s. 

Law of Allotmbnts, by J. B. 
Little, B.A. Poat 8vo. 2nd ed. 
477 pp. 1895. Butterworth, 10a. 6d. 

Law op Bodndarieb and Fences, 
by A. Brown. Demy 8vo. 4th ed. 
416 pp. 1896. Butterwort,h, 14b. 

The Law Relating to Lun>Ei> 
Estates, by S. Wright. Demy 8vo. 
467 pp. 189«. Eatntea GaietU, 



Laadlord and Tenant. 

Haki>jiook of Law and Practick 
in SalBB from Landlord to Tenant 
in Ireland, by G. Fottrell. Cr. 8vo. 
M. H, Gill & Son, Dublin, Sa. 

Landlohd akd Tenast : Lawm 
Connected With, by S. Wi-ight. Cr. 
8vo. 682 pp. 1900. Estates Gazette, 
10s. 6d. 

Lajtdlobds, Tbnamtb abd Lod- 
gers, from a, Legal Standpoiat. Cr. 
8to. 8th ed. Wame, 1b. 

Law of lumntOBP abii Tbkabt, 
by W. A. HoldHworth. Fop. 8vo. 
46bhed. 237 pp. 1900. Routledge, 
Is. [ 

Law op Landlord and Tenant, | 
ineludit^ Practice of Ejectment, by : 
J. H. Redman. Demy 8vo. Sth I 
ed, 811 pp. 1901. Stevens & 
Sons, 253. I 

Pebcis op English Law Affect- , 
ING Landlord and Tenant, by L. 
Duckworth. 12mo. 1904. E. 
WilHon, 23 

Relationship of Landlord and 
Tenant, by E. Foa. Royal 8to, 3rd 
ed. 881pp. 1901. Wateriow, 25s. 

Law of Ftxtm'eB. 

Law and Practice of Fistuhbh, 
by S, Wright. Cr. 8vo. 3rd ed. 
188 pp. 1903. Eslalea iiastile, 5s. 

Law op Fix tubes and Rbpaibs 
SB Betwaeu Landlord and Tenant, 
br W. de B. Herbert, M.A., LL.M. 
Fcp. Svo. 142 pp. 1898. Clement 
Wilson, 2s. 6d. 

Law of Property. 

CoMPBNSATiON Law, by H. C. 

I mcharda. Cr. 8vo. 618 pp. Estates 

Qazetle, lOs. 6d. ; 

CopTHoLD BBFBANcmaEKBNT ; 

' with Reference tv the Copyhold I 

Act, 1894, by A. Draycott. 12nio. ' 

E. Wilson, 1b. 

DtLAPiDATiONS, by B. Fletcher, i 

Cr. 8to. 5th ed. 221 pp. 1899. 

Bataford, 6s. 6d. 

Dilapidations, Law asd Pbac- 

I BCB, by A. T. Macer. Or. 8vo. I 

LSrd ed. 168 pp. 1901. EsUire»\ 

\<(lazelie, Ss. 

Law AND Pbachcb op Compensa- 
tor, by G. M. Freeman. Demy | 



8vo. 405 pp. 1897. LandAgent't 
Beconi, 208. 

Law as to Copyhold Enpran- 
cHisEMBNT under Copyhold Act, 
1894, by A. R. Rudall and J. W. 
Greig, LL.B., B.A. Cr. 8vo. 318 
pp. 1895. Jordan, 10s. 

Law op Dilapidations, with Con- 
veyancing and Property Act, 1881, 
and Agricultural Holdings Act, 
1883. Or. 8vo. oth ed. 240 pp. 
1899. Bateford, 6s. 6d. 

Law OF LioHX and Air, by A. 
A. Hudson and A. Inman. Cr. 8vo. 
250 pp. Plates. 1898. Estates 
GazeJIi^, 58. 

Law op Mortgaob, by G. W. 
Hayter. 104 pp. Layton, 1h. 6d. 

Law op Residential and Bosinbbb 
Flats, by G. Blackwell. 12mo. 
80 pp. 1896. B. Wilson, la. 6d, 

Law op Theatres and Mtraic 
HallH, including Contracts and Pre- 
cedents of Coutracta, by W. N. M. 
Geary. Demy 8vo. 230 pp. 1885. 
Stevens & Sons, 5s. 

Leases, Principles and Points, 
by G. St. L. Daniels. Cr. 8vo. 
195pp. 1895. Estates Gazette, ba. 

LioBT AND Ant, with Methods of 
Estimating Injuries to Buildings 
from a Legal Standpoint, by B. 
Fletcher. Cr. 8vo. 4th ad. 166 
pp. 26 Plates. 1902. Batsford, 
6h. 6d. 

Outune of the Law op Property, 
by T. Raleigh. 8vo. 147 pp. 1890. 
Frowde, 7s. ed. 

Obstruction to Lioht, Problems 
connected with Ancient Lights, by 
H. B. Molesworth. 4to. 1903. 
Spon, 6b. 

Pbikciplbs or the Law of Real 
Property, by J. Williams. Demy 
8vo. 19th ed. 800 pp. 1901. 
Sweet & Maxwell, 21s. 



Property. 

Investments in Houses and 
Lands, by R. D, Urliu. 12rao. 
4th ed. 78 pp. 1902. E. Wilson, 
Is. limp. 

Handbook of House Property, 
Purchase. Tenancy and Compulsory 
Sale of Houses and Land, by E. L, 
Tarbuck. 12mo. 6th ed. 300 pp. 
1898. Lockwood, 5s. 



Propaftjr, finitiniirtl. 

IIoI'ik-owmui'n E^TIMtTOB. for 
Buililliiu atiil KviNuriniC. by J. D. 
BilH.111. ml. by F. T. W. Miller. 
Or. Hvii. Mh tul. 144 pp. 1000. 
lowkw-Hxl, .S*. thi. 

HuDMH-OWtrKBJI, Hl>tJI»IIOI.DEBH 

Mid Ii4iili(um ; Thuir RighU and 
LUlillltinH, by J. A, d« Murgan, I 
B.A. l:fini>, lOfl tip. 18»6. E.' 

Wllwin, in. limp. 

Ii*w iir ICrKi.-TMKMT, by U. 8l. L. 
DuiiioU, Vr. Hvij. /'!»lali<ii llmelte, i 
V". lid, 

V*luailon. 

llncntrii yi'iiNii Vamikiui, VbIub- 
U»ri i.f l'r.p|Kirly. by A. K. Cr»i« ; 
L>-Ki>> I'l'liiolplu*. by J. K. V. M»r-; 
•Imiii.. M.A. Hvo. inAvA. 636 iuj. 
ItNll. /.'■»'! /Iiffitfir /fmv,r<^ 20h. 

IkWiiiiIi'r TAHI.JIN K<Hl I'llKLUUSIHU 

%ii\mIm ttilil fur VMhiiiLl'jrj <jf Pru- 



, 3«0p|i. 1B03. 



„_ ... Ormi'I.BTB I'oOKBT- 

a HimUoi) kiicI J. Ewnrl. 

. Lciiihwriod. 7h. ltd. 

Taiilhh iiH Valc;bi or 

il, ],.mr.iil,..l<l and Ohurah 

'. i.liK I'lililk' Fiiiidn, utc., 




I'i.ii".ity. l.liK I'iililk. Piitld«, 
|jy I', M. WilliulL. Or. 8vo. 
|>|<, IHIIH, L.ti|[iii»iiF<, 10*. ed. 

I Hiri.HM ifiin V*z.u«as, 



1»8 



by 



. \'\ I 



:;rul ud, 



"I'll 



Miiimi, I'lui.Y r<v<>. VikI ml. QO 
iiij. LKIK), lIUoltwiHid .t Hum, 
Ita. Ihl. 

Vai.iutkiD ihtTmhaeit Kiuui, by 
C, K,Uurt.l«. IWW. U,0oi,3s.ttd. 

VAIiVATIODi AXL> OuMPHHSAItUNB, 

)>y II, Flubuhur. Or. Bvu, 2ud m\. 
iU ijp. 1IN)1. Hotarord, 6*. nd. 



Boot and Shoe-making;. 

T*a Mbthom or Bom 
Hauufncture, by E 



3a pj,. b-rrt itui .S'W rradet 

J.jur.,.//, 6d. 

BoDT-MAsrsG Axv Mxmcn^ od. 
l.y P. N. Hadwk. Pot 8ro. IM 
|ip. 179 111a*. UnO. CaweU, U. 

Law ■ mnsa .uv Pjutnx- 
cvTTua. br A. f»— »n— 1 latge 
cr. 8n>. 4tli «d. 9* up. 8 IDw. 
inOO. Bni»r aad Skot Tmdr* 
Journal 3b. 

I.KATHKft WOSK : STAMTIS, 
Moulded, Cut, Sewn, etc, far 
Learnors, In 0. G- LeUud, K-A. 
4U>. 2aded. 100 pp. DIos. UQl. 
Whittaker, 58. 

Masvu. or Boot axv Sbok 
Munufairturo, for Stadents. 1^ H. 
Hill and H. Yeoman. I^rge cr. 
8vo. 3rd©d. 197 pp. Bltts. 1900. 
BiH>( flTirf SAof Trmle* Journal, 4a. 

Masltfactube of Boots ajid 
Shoes, by F. T. Golding. Demj 
8vo. 304 pp. 200 mas. 1908. 
Clmpnian & Hall, Ta. 6d. 

Method or BooK-EMEPma p<» 
Boot and Shoe Retailers : Cash 
Book and Stock Book. 4to. Bool 
tt'id Sh;f Tradet Journal. Ufe. 8d. 

Fattben-clittino, by H. M. 
Morrw. Large or. 8vo. 179 pp. 
130 nUn. Bool and Shoe Trruira 
Joiinml, 1h. 6d. paper. 

Pattbbh-cuttimo Made Easy, by 
T, J. Brophy, Jun. Large cr. 8vo. 
Uth ed. 150 pp. 45 Illus. 1898. 
lloni nnd Shoe Trades Journal, 4s. 

STAMDABn PaTTBBS - CUTTINO : 

Method of CoDHtructing, Drafting 
anil Grading Standard Patterns, by 
C. J. Ward. Large 4to. 8 Plates 
and Text. Bool and Shoe Trades 
Jiiiirii'il, 3a. ed. 

Harness. 

Ha RKEss- maker's GuiBB, Contain- 
ing Lengths for Cutting and Making 
, Harness, Straps, eta. Kirby, Wal- 
will. Is. 

Art or Leathee Manupactpiie, 

by A. Watt. Cr. 8vo. 4th ed. 436 

pp. 76 Illus. Lockwood, fls. 

Kelly's Directory or the 

! Leather Trades for British Islea. 

8th ed. ISiHJ. 26a. 
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LEATHER RECIPES— ARBITRATION 



Leather Ibbustbibs ; Labora- 
tory Book on Analytical and Ex- 
perimental Methods, by H. R. 
Proctor. Med. 8vo. 284 pp. 29 
SluB. 1898. Span, 9s. 

MArJlTFACTUBE OF LEATHER, liy 

C. T. Davia. Demy 8vo. 2nd ed. 
712 pp. 147 Il!u8. 14 Samples of 
Leafliera. 1897- Baird, Phila., «7.oO. 

Practical Tabsino : Modern 
Processes, Recipes, etc., by L. A 
Fleming. Royal 8vo. 472 p^i 
1903. Lockwood, 25s. 

Pbacticai. Teeatihe on Leather 
Maniifaoturing, by B. Hooper. 
Svo. 94 pp. Boot and Shoi: Trader 
Journal, 28. 6d. 

Practicax Tbeatise on 
Leather Lidustry, from French of 
A. M. Vaion, by F. T. Addyman, 
B.Sc. Supar royal 8vo. 500 pp. 
123 Illus. 1901. Scott, Green- 
wood, 21h, 

Principles of LeATHBa Manu. 
FACTURB, by H. R. Proctor. Royal 
Svo. 528 pi>. 1903. Spon, 18s. 

Leather Redpes. 

Leather Worker's Mahual 
Recipes and Worting Formiilse, for 
Curriers, Bootmakers, Leather 
Dresaera, Saddlers, etc, by H 
Standage. Demy 8vo. 2nd oU. 165 
pp. 1903. Scott, Greenwood, 7a. 6d. 



Sectios 40. 
LEGAL. 
General. 

BilLHBNTS AKl) CaBBIERS : DE- 
POSITS, Mandates, Pledges, Hire 
and Innkeepers, by E. Eaal, B.A. 
Royal 8vo. 835 pp. 1900. Butter- 
worth, 27h. ed. 

Bills of Saie Acts, 1878-1882, 
by T. W. Hayoraft, B.A. 12mo. 
132 pp. 1890. E. Wilson, 2a. 6d. 

Clergy man's Lboal Handbook 
and Churchwarden's Guide, by J. 
M. Dale. Cr. 8vo. 7th ed. 507 
pp. 1898. Seeley, 7h. 6d. 

Every Man's Own Lawyer: 
Principles of Law and Equity, by a 
Barrister. Cr. 8vo. 39th ed. 750 
pp. 1901. Lockwood, 6a. 8d. 



Guide to the Hire and Easy- 
PAYMBBT Sy.stBms, ed. by 8. J. 
SeweU. Cr. Svo. 167 pp. 1902. 
Sewell&Co., 3s. 6d. 

Handbook fob Ejiployer and 
Employed, by A. RuniHey. Cr. 
8yo, 330 pp. 1892. Sonnenschein, 
4a. 6d. 

Hirb-pdechasb System, by W. 
H. Russell. 12mo. 3rd ed. 102 
pp. 1902. Waterlow, 3s. 

Law of Charter Parties and 
BUls of Lading, by L. R. Duck- 
worth. Cr. 8ro. 129 pp. 1901. 
E. Wilson, 2s. 6d. 

Law of Master and Servant ; 
Employer and Employed, by J. W. 
Smith, LL.D, 12mo. 134 pp. 1898. 
E. Wilaoa, Is. 6d. 

Law Rblatino to Cycling, by 
D. Ohalmera, B.A. Post 8vo. 1899. 
Butterworth, 2a. 

Law Relatiho to Personal 
Injuriea, by F. G. Neave. 12mo. 



Attorney and Proxies, by V. St. 0. 
Mackenzie. Cr. 8vo. 208 pp. 1903. 
E. Wdson, 3a. fid. 

Lawyers and Their Clients : 
Guide for Latter. Cr. 8vo. 110 pp. 
1901. E, Wilaon, 28. limp. 

Outline of the Law of Libel : 
Six Lectures by W. B. Odgera. Gl. 
8vo. 230 pp. 1897. MacmilUn, 
3a. 6d. 

ArbitratioD. 

Arbitrator's Manual ; Under 
the Lond'in Chamber of Arbitra- 
tion, by J. 8. Salaman, Fcp, 8vo. 
Heinemann, 3s. Bd. 

Digest of Law and Abbitration 
Casea. Demy 8vo, 1903. EstaUa 
■ ite, 12j. fid. 

.'TIES OF AN Arbitrator Under 
Workmen's Compensation Act, by 
A. MoKley-Stark. Royal 12mo. 144 
pp. 1898. Stavena & Son.'*, 5s. 

Law of Arbitration, being Ar- 
bitration Act, 1889, by W. O. Crewe. 
Post 8vo. 2nd ed. 1898. Clowea, 

88. ea. 

Law of Arbitration and 
Awards, by J. Slater. Cr. 8vo. 
3rd ed. 1898. Stevens & Haynes, 



ArbitTBtiOD, eontin'ir<l. 

lAW or AKB ITS ATI ORB, by B. 

FletohiT. [>uHt8vu. 2iided. 1B93. 
BatefoFil, 08. Sd. 

LAW or Arbitratiojis ahd 
Awards, by J. H, Kedmnn. Demy 
Svo. 4th ed. 438 pp. 1904. Butter- 
worth, 18s, 

I>ONiioN Chamber of Asbjtka- 
TloB : Law and Practice, by M. 
ShttnmiiuiHndT. W. UaycrnFt. 2iid 
id. E. Wilson, 28. «d. 

KeDRBie BY AftBiTRATiON ; Digest 
of Law RtikttDg to ArbitratluQ »nd 
Award, by H. F. Lynch. 3rd ed. 
9f> ]ijj. 1898. K. Wilfion, 5h. 

Bankruptcy Law. 

t.VKKRrPTCY: Manual of Practical 
T, by C. F. Morrell. Cr. 8vo. 
324 pp. 18111. A. & C. Black, 5s. 

Bankriiptoy, by T. M. Stevens, 
V.C.h. Demy 8vo. 2nd ed. 269 
pp. 181)U. Gee, Th. 6d. 

Baskhuptcv Acto, 1883 to 1893, 
with Rules, Fonna, etc., by Judge 
Chaliuer.s and £. Hough. Dumy 
8vo. 6th ed. 904 pp. 1902. Water- 
low, 25b. 

Law Arrmynsii Trostebs in 
Bankruptcy, by L. Duckworth. Cr. 
8vo. 70 pp. 1900. E. Wilson, la. 

Law o¥ Bankruptcy, by C. E. 
Stewart. 12ino. 200 pp. 1901. 
E. Wilson, 28. limp. 

Law of Thustbes in Bankruptcy, 
Liquidators and Receivers, by W. 
R. Willson, B.A. Demy 8 
pp. 1897. Gee, oa. 

Lexicon forthb Uhb of Trdstbes 
in Bankruptcy And Liquidators of 
Companies, by S. is. Dawson. Cr. 
8to. 411 pp. 1899. Gee, lOs. 

Manual of thb Law of Insol- 
vency and Bankruptcy (Scotland), 
by J. Murdoch. 8vo. 5th ed. 
Blackwood, 128. 

PRBCBDBNTS OF DbEDS OT AR- 

RANOEUKNT between Debtors and 
their Creditors, by A. Lawrence. 
Demy 8vo. 5th ed. 183 pp. 1900. 
Stevens & Sons, 7s. 6d. 

Pri.sciples of Bankruptcy, by 
R. Ringwood. 8vo. Btii ed. 1902. 
Stevens & Haynes, 10s. 6d. 

KidHTH AND Duueb of Trustees 



Bankruptcy and under Deeds ef 
Arrangement, by H. F. Wrefratd. 
12mo. IM pj.. 1893. Watatlow, 
34. 6d. 

Trustees dj Bankruptcy; Dunes, 
Powers and Keeponsibilities, by S. 
Wright, Fcp.Svo. 60 pp. Estatti 
■■ ■'■tie, l8. 6d. 

Companies. See section 15.) 
Commercial Law. 

[BRCIAL Law, by W. D, Ed- 
wards, LL.B. Cr. Sro. 227 pp. 
1900. Methuen, 2s. 

CoMMEBOiAl. Law, for Commercial 
Clasaea, by J. E. C. Munro, LL.D. 
01. 8vo. 191 pp. 1899. Mac- 
millan, 3s. 6d. 

CoKMBRCiAi. Law in Enqland, 
for Advanced Classes, by J. A. 
Slater. Cr. 8vo. 214 pp. 1902. 
Pitman, 23. 6d. 

Elbuents of Mebcastilb Law, 
by T. M. Stevens, M.A., B.C.L- 
Post 8vo. 4th ed. 420 pp. 1903. 
Butterworth, lOs. Bd. 

Mather's Practtcb of the Com- 
mercial Court. Cr. 8to. 1902. 
Butterworth, 6a. 

Mbrchasdibb Marks Act, 1887, 
by H. Payn. Royal 12rao. 13& 
pp. 1888. Stevens & Sons, 3a. 6d. 

Merchant's Clerk ; Law aki> 
Customs of the Counting-house, by 
J- PearcB. 12mo. 24tli ed. 123 
pp. 1901. E. Wilson, 2s. 

Practice of the Com.wbboiai. 
Court, by F. Mathew. Or. 8vo. 
1902. Butterworth, Ss. 

Tbxt-book on CoMsiERCiAi, Law, 
by S. 0. Clark. 312 pp. 12mo- 
Maynard Merrill, N.Y., 81. 

Commission I.aw. 

CoM.MiasioN Law 
Daniels. Or. 8vo. Sxlates Oanetle, 
3s. 6d. 

Compendium of CoHMissiOBr 
Cases : Cases as to Auctioneers' and 
Estate Agents, by G. St. Leger 
Daniels. Cr. 8vo. 3rd ed. 394 
pp. 1900. Ettates Gme.tte, 6h. 

Law Relatinb to Comhibbioit 
Agents, Auctioneers, Estat* and 
House Agents, by H. M. Giveen, 
B.A. Fcp. 8to. 172 pp. 1898- 
Olement Wilson, 2s. 6cl. 



by G. St. Legar 



LiW ReLA-TING to FACTORti, Mer- 

OANTILB AgentiB who Sell and Buy 
Goods on Commission, etu., by P. 
T. Blaekwell, B.A. Demy 8vo. 
191 pp. 1897. E. Wilson, 5b. 

Law Reijitisii to BEMUNBBAnoN 
of Commission Aj^odIb, by W. Bvuis, 
B.A. Cr. 8vo. 2nd ed. 270 pp. 
1900. Horace Cox, 7s. 6d. 

Sale of Goods Act, 1893, includ- 
ing Factors Act«, 1889 and 1896, by 
M. D. Chalmers. 8to. 4th ed. 
1900. Clowes, 10s. 6d. 

TttiDEa'a GoiDB to IiAW Aefect- 
iso Sale of Goods, by L. Duckworth. 
Cr. 8vo. 68 pp. 1900. E. Wilson, 
Is. 6d. limp. 

Contract Law. 

Law of Cohtbacm, by J. C. Wait 
{U.S.A.}. 8to. 331 pp. 1901. 
Chapman, 123. 6d. 

SLlNUAL OF THE LaW OP CONTRACT, 

tor Students, by J. G. Colclough, 
B.A., and M. M. Ullah. Cr. 8yo. 
354 pp. 1895. Jordan, 5b. 

Principles of IiInqlish Law of 
Contract and of Agency, by Sir W. 
R. Anson. Royal 8vo. 10th ed. 
391 pp. 1903. Frowde, 10a. 6d. 

Trbaiisb on the Specific Pek- 
FOK.MANCE of Contracts, by Sir E. 
Fry. 4th ed. 1903. Stevens & 
Sons, 36s. 

Validity of Contracts or Re- 
straint of Trade, by W. A. Jolly. 
12rao. E. Wilson, Is. 

Connty Court. 

Cousty Court Practice Mare 
Easy, or Debt Collection Simplified, 
by a Solicitor. Cr, 8vo. 2nd ed. 
152 pp. 1903. B. Wilson, 2s. 6d. 

Hands Guide to ak Obdinakt 
Action in the County Court, by E. 
E. Wiokham. Cr. 8yo. 284 pp. 
1894. Uazell, os. 

Licensing Law, Clubs. 

Law of Inskebpbrs abd 
Licensing Acta, by T. W. Hayoraft. 
12mo. 120 pp. 1892. E. Wilson, 
la. 6d. 

Law of Licbnsibo in Emoland : 
Intoxicating Lii|uorH, Theatrea, etc. 
8to. 2nd ed. 828 pp. 1902. 
Clowes, 183. 



Law Relating to Clobb, by J. 
Wertheimer. 2ad ed. by A. W. 
Chaster. Cr. 8vo. 1889. Clowes, 
7s. 

Pbacticai, Gtjidb to LicENsma 
Act, 1902, by C. L. Rothera. Demy 
8vo. 178 pp. 1902. Jordan, 38. 6d. 

PawnbroMng Law. 

Pawb BROKER 'a, Faoxob's anb 
Merchant's Guide to the Law of 
Loans and Pledges, by H. C. 
Folkard. Lockwood, 3s. 6d. 

Pawnbrokbr'u Legal Handbook, 
Based on Act of 1872, by Chan-Toon 
and J. Bruce. 12mo. 48 pp. 1895. 
E. Wilson, Is. limp. 

Turner'h Pawnbeokbrb' Act, 
1872. 12mo. 3rded. 1883. Cloweiv 
23. 6d. 
(Railway Law. See Section 57.) 
(Sale of Goods. See Commission 
Law.) 

Solicitars. 

Book kebpino foe Solicitors, 
by J. M. Woodman. Demy 8vo- 
1888. Butterworth, 5b. 

Book of Practical Foams, for 
Use in Solicitors' Offices. Vol. I. 
Cr. 8vo. 492 pp. 1897. B. Wilson, 

Solicitor's Clerk : Pracxicaj. 

Work of a Solicitor's Office, by C. 
Jcmes. Cr. Svo. 5th ed. 508 pp. 
1902. E. Wilson, 5h. 

Stamp Duties. 

Hanbeook to Siaup Duties, by 
H.S.Bond. Svo. 11th ed. 1899. 
Clowes, 28. 6d. 

Handbook to Stamp Duties abh 
Receipts, by H. Lakin^Smith. 
Demy Svo. 62 pp. 1901. Gee, 
'■ . 6d. 

Handbook to thb Stamp Duties, 
by H. S. Bond. Demy 8vo. 12th 

1. 106 pp. 1902. Waterlow, 

.. 6d. 

Law of Stamp Dutibs oa Deeds- 
and other Instruments, by B. N. 
AlpeandA. B. Cane, B.A. Cr. 8vo. 
8th ed. 390 pp. 1901. Jordan, 6s. 

Sta-iit Duties on Bills op Ex- 
CKANOB, by A. Kolksi'a'cift&'s., ^Sssd 

4a pp. vea-o. "£.'*!a*otv,^- ^~-- 
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Trustee L«w. 

Haniit Book ny lavBaTsreirr or 
Trust Funds, by R. D. t'rlin. 12ruo. 
Srd ed. 1»0-J. E. WUeoo, Lh. limp. 

Ihvbhtmebt or Tbubt Fcxdh 
under New L«w, l^ R D. Urlin. Cr. 
Svo. SrA ed. IfllW. E. WLaon, la. 

Law of TRCMTBBa I'jtdbb Act, 
leuS, and Judicial Trustees Act, 
1896, by R. D. I rlin. l2mo. E. 
Wilaon, Is. 

LiW OF Trcsts akd Trustees 
under Trustee Acta, by A. R. Rudall 
and J. W. Greig, LL.B., B.A. 
Deniy8vo. 2nd ed. 361pp. 1898. 
Jordan, 12b. M. 

TKUirrEB Act, 1893, including 
Guide for Trustees to Investments, 
by A. L. Ellis. Royal 12mo. 5th 
ed. 1894. Stevens & Sons, 69, 

Wills, Executors. 

Duties op Execi'tobs, by F. W. 
Dandy. 8th ed. 1902. Waterlow, 
Is. 6d. 

EXBCUTURS iSD ASMUIIST&ATORS : 

Their Duties and Liabilities ; How 
to Prove a Will, by G. F. Emery, 
LL.M. Cr. 8vo. 168 pp. 1899. 
E. Wilaon, 2s. 

BxBCUTOBHHip Law akd Ac- 
COUMTB, by F. Whiuney and A. F. 
Whinoey. Demy Svo. 2nd ed, 
Gee, 78. 6d. 

Law of Wilis, ExEctiToaa Ajn> 
Administrators, by W. A. Holds- 
worth ; with Death Duties, by G. S. 
Bower, B.A. Fop. Svo. 255 pp. 
1894. Routledge, la. 

Law op Wiua, fob Testators, 
by O. F. Emery, LL.M. 12mo. 96 
pp. 1900. E. Wilson, Is, 6d. limp. 

Studebt's Guiuk to Exectjtob- 
«H1P AoDOunts, by R. N. Carter, 
A.C.A. Cr. 8vo. 115 pp. 1899. 
Gee, 3s. 6d. 

Way to Pbovb a Well and to 
Make Out Adminiutration, by A. 
Rumaey. 12mo. 165 pp. 1902. 
Jordan, Is. 6d. 

Wills : How to Make asd 
Prove Them. Cr. 8vo. 7th ed. 
Warne, Is. 

Wills amd Intbstate Succession ; 
Uunual of Practical Law, by J. 
"^iJliama, B.C.L., M.A. Cr. 8vo. 
)1. A. & 0. Black, 6s. 



METALLURGY. 

GeoenO. 

AnvAKCED Metallvkot, for Sta- 
dents, by W. H. Greenwood. 2 vols. 
Vol. I. Fuel, Iron, Steel, Tin, 
Antimony, etc. 344 pp. 71 Dlus. 
1835. 3s. 6d. Vol. n. Copper, 
Lead, Zinc, Mercury, Silver, Gold. 
Cr. Svo. 371 pp. 67 Illus. 3«. 
Collins. 

Chlobikation Pkocbss, by E. B. 
Wilaon 1U.S.A.I, 12mo, 125 pp. 
1897. Chapman, 6s. 6d. 

Dental METALLritoT : Habttai, 
for Students and Dentists, by A. B. 
Griffiths, Ph.D. Demy Svo. 200 
pp. 36 Illus. 1903. Scott, Green- 
wood, 7a. 6d. 

Elemehtary Text - book of 
Metallurgy, for Students, by A. H. 
Seiton. Cr. Svo. 3rd ed. 283 pp. 
71 niua. 1903. Griffin, 6s. 

Elbmebibop Metallurot, by W. 
J. Harrison. Fcp. Svo. 250 pp. 
70 Illus. 1894. Blackie, 2s- 6d. 

ELEMBins OP Mbtalluroy, by J. 
A. Phillips ; revised by H. Bauer- 
man. Large Svo. 3rded. 909 pp. 
238 lUus. 3 Plates. 1891. Griffin, 
36s. 

Handbook op Mbtalltjroy, by 
C. Schnabel ; trans, by H. Louis. 
2 vols. Med. Svo. 1898. Vol. I. 
Copper, Lead, Silver, Gold. 876 pp. 
570 Illus. Vol. n. Zinc. Mercury, 
Tin, Aluminium, eto. 730 pp. 366 
Illus. Macmillan, 42s. 

IflTRODUCnON to Metallueqioal 
Chemistry, for Students, by J. H. 
Stansbie. Cr. Svo. 208 pp. 1903. 
Simpkin, 4s. 6d. 

Ihtbobuction to Study op 
Metallurey, by Sir W. 0. R. 
Austen. Demy Svo. 5th ed. 532 
pp. 1902. Griffin, IBs. 

Manual of Metallobqy, by G. 
H. MakiuB. Svo. 2nd ed. 592 pp. 
100 Illus. Bavrd, Philadelphia, ^. 

Matte Smelting, by H. Idng 
(U.S.A.). Demy Svo. 98 pp. 1896. 
Scientific Pub. Co., Ss. 6d. 

Metalloobaphy : Introductioh 
to Stadj ot Sttuoture at Metals, by 
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A. H. Hiorna. 158 pp. lUus. 1902. 
Macmillan, Ha, 

Metals : TaBm Pbopertibs and 
Treatmeat ; Text-book of Science, 
by A. E. Huabingtuu and W. O. 
McMillan. Fcp. 8vo. 562 pp. 122 
Illus. 1901. Longmans, Ta. 6d. 

Notes on Mbtahurgical As- 
ALYSis, by N. W. Lord. Chemical 
Pub. Co., Eftston, Pft., 81.25. 

pRACHCAi. Mbtallitiwiy anh 
Assaying, by A. H. Hioms. 61. 
8vo. 2aded. 490 pp. niua. 1898. 
Macmillftn, Gs. 

Tables FOR QcAsnTATivE Metal- 
L0ftQiCAL Anftlrsia, for Laboratory 
Use, by J. J. Morgan. Large Svo. 
16 Tables. 1899. GrifBa, 4a. 

Tbxt-book of Elbmkntakt 
Metallurgy, for Students, by A. H. 
Hioma. Gl. Svo. 2nd ed. 212 pp. 
81 Illus. 1895. Macmillan, 3a. 

Alloys. 

AiLOTs AND Thbib Cokstitdbhtb, 
by R. H. Thurston (U.S.A.). Svo. 
2nd ed. Chapman, lOs. 6d. 

Biuss-rovNBEB's Alloys, by J. 
F. Buchanan. Cr. 8vo. 129 pp. 
26 Elus. 1901. Spon, 4s. Od. 

Iron, Stbbl and Other Ailoys, 
by H. M. Howe (L'.S.A.). Svo. 
470 pp. 1903. Engivaering and 
Mining Journal, 24h. 

Mktalijc Alloyb: The Manu- 
FAmTJBB of Alloys, Anialgania and 
Soldera Used by Metalworkers Svo. 
554 pp. 34 Illua. Baird, Phil- 
adelphia, 94.50. 

MtsBb Metals and Metallic 
Alloys, by A. H. Hiorns. Demy 
Svo. 445 pp. 45 Illua. lUOl. Mac- 



» 



Aluminium, 

Aldmihtum : Its Histoky, Occub- 
BENOE, Metallurgy and Applications, 
'by J- W. Richards. Med. Svo. 3rd 
•d. 664 pp. 1896. Baird, Phil- 
.wlelphia, 36. 

■Analysis and Assaying, 

I THE Analysis and Assat 
of Ores and Fuels, by J. J. Morgan, 
Fcp. Svo. 98 pp. 8 Illua. 1902. 
Bailli^re, 2a. 6< 



■r 



Assaybr's Gl-ide, by 0. M. Lieber. 
12nio. 283 pp. Baird, Philadelphia^ 
81.60. 

Assaybr's Manual, by B. Kerl ; 
trans, from German by W. T. 
Biannt. Svo. 2nd ed, 354 pp. S7 
IlluB. 1902. Baird, Philadelphia.. 

AssATiNB, by C. H. Aaron 
(U.S.A.). 2 vols. Cr. Svo. 4th ed. 
1900. Vol. I. Gold and Silver Orea- 
Vol. II. Gold and SUver Bullion, 
Lead, Copper, Tin, Mercury. 142: 
pp. Illus. Soientifio Pub. Co., lis. 

Absayino akd Meiallurgicai. 
Analysis, by E. L. Rhead and A. H. 
Sexton. Demy Svo. 442 pp. 1902. 
Longmans, 10s. 6d. 

Gold AaaAYiNO, by H, J. Plullipa. 
Cr. Svo. 150 pp. 62 Illus. 1904. 
Lockwood, 7b. 6d 

Mandal of AsaAYiNS : FlElB 
Assay of Gold, Silver and Lead, by 
A. S. MiUer (U.S.A.). 12nio. SI 
pp. 3S IlluH. 1900. Chapman, 
4b. 6d. 

Manital of AsMYiNO Gold, 
Silver, Copper and Lead Orea, by 
W. L. Brown. Cr. Svo. 9th ed. 
577 pp. 132 lUuB. 1900. Spon. 
12s. 6d. 

Manual of Practical AsaAYUio, 
by H. van F. Furman (U.S.A.). 
Med. Svo. 4th ed. 390 pp. Illus. 
Chapman, 13s. 6d. 

Mbtallproicai. Analysis ani* 
Assaying : Three Years' Course for 
Students, by W, A. Maoleod and C. 
Walker. Royal Svo. 330 pp. 109 
Ulus. 1903. Griffin, 12s. 6d. 

Microscopic Analysibof Metals, 
by F. Osmond, trans, by J. E. Stead, 
Cr.Svo. 188 pp. 1904. Griffin, 7a. 6d. 

Notes on AaaAYiNO, by P. de P, 
Richetta (U.S.A.). Demy Svo. 311 
pp. 39 Illua. 1897- Chapman, 
12s. 6d. 

Practical Instsuctiohs in 
Quanitative Assaying with the 
Blowpipe, by B. L. Fletcher 
(U.S.A.). Cr. Svo. 1894. Chap- 
man, 6s. 6d. 

Text-book of AasiviNa, by C. 
and J. J. Beringer. Cr. Svo, 9th 
ed. 472 pp. 82 Illus. 1904. Griffin, 
10s. 6d. 

\ (See i),\aQ \xan. M.a^i*a.\yA««;i 
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Copper. 

Oi)Pi-BR Hasdhuok ; Miiiuu. of 
OojipyrlnduHtry of World. ,L'-S-.4) 
Vol. in. tor 1WI2. 8vo. 600 ]m. 
Viil. IV. for 1903. U^y & Bird. 
aSii. ad. Mub. 

HitUKIi-MKTALLUIinV or CoPfEB, 

by M. EiNxIsr. Demy 8vo. 1240 pp. 
1002. I^kw-md, Hi. 6d. 

HoimuN Ciil'l-Elt SuBLTDfu, by 
Dr. K. D, Peters (U.S.A.). Doiuy 
8vu. lUth wl. U2 pp. PUtea and 
niuri. 1899. Scien. Pub. Co., 21a. 

M on KILN ELKcnuiLvnr Coppbr 
lUaning, by T. Ulke (U.S.A.). 
DumyHvo. 170 pp. 85Illiw- 1903. 

ciiupiiiNii. v2h. oa. 

BlMtro-wndtitiK, ReGnins. 

A«T or Ki.BCT'fioi.TTif Sbpakaxion 
flf MoUU, by O. Goro. 300 pp. 106 
lUiiii. KleoMcian, 10«. 6d. 

Ulbctric SmiitTiNii akd Refin- 
iNii, brnnn. from Dr. W. BiircburH, 

iip. 188 Ulus. a 

ntHu, 2l». 
Elbotbo.mbtai,- 
LlPHity, by W. 0, McMillan. Lnige 
or. Hvo. 2iiiU.a, 440 pp. 109 Ulus 
18UII, IliiMhi, 10->. nd. 

Gold Mining; and Milling. 

AlNJllUBTN UK CIOI.II MlNlNn ANI 

Bxplorntion OumpuiiieH, with In- 
iitruutlijiiH fur ll^ndi'ving to Head 
OIHui', by T. Dounld. Demy 8vo. 
9n<l od. Fi5 nti, 1901, E. Wilsuu, 

a*. 8d. 

OyAHIliH PUACTIOK, liy A. Janie.s, 

Or. 4tr), 174 Pli. \2 Plntes. 9 
PUnt. iwn, H|u»>, tRH. 

UritNiiiR PnoiiHiw rijH OoLD ant 
Bilvor llru", l)y E. B. Wilson. 
U.9.A,). 2ml <h1. 116 pp. 1897. 
OliApman, 6'*, Od. 

OTANTIIB PitlltlHM tlV (lOLD Ex- 

mAiiTKiN, by M- EiMHlur, hncae cr. 
Svo, Undutl. inSpp, 1898. Loiik- 
Woud, 7m, ed. 

OlANIliB Pllo(.'HriM OK fioT.n Ex- 

ly J. Park. Large 



t 



OjunoiXn OoLn AND SiLVIR 
%f H. P. Julian. Royal Svo. 
1904. Orimn, 2U. 



DuuoND DBnxisn worn Gold 
and other MineraU, by G- A. Deony. 
Med. Svo. 168 pp. Ulus. 1900. 
Lock wood, 12h. 6d. 

Field Te^rca fob Gold ash 
Silver, by W. H. Merritt- 18mo. 
IlluB. Platen 156 pp. 1900. Lock- 

Gettino Gold, by J. C. F. John- 
son. Lhi^ ct. 8yo. 2ad ed. 9H 
pp. 50 lUus. 1898. Griffin, 3i. 6d. 
Gold Mining and Miu-ixo is 
Western AuHtralia, by A. G. Charie- 
ton. Imp. Svo. 662 pp. 1903, 
Spou, 25h. 

Handbook of Gold Hillixu, by 
H. Louis. Cr. Svo. 2nd eid. 591 
pp. 134 IlluH. 1899. Macmillan, 
lOa. 

Handbook of Practicai. Ctanidi 
OperationH, by W. H. Gaze. M.D. 
Svo. IHus. » Plates. Spon, 7s. 6d. 
Hydbaolic Gold Miner's 
Manual, by T. S. G. Kirkpatrick, 
MA. 12mo. 2nded. 4Spp. Ulus. 
"■97- Spon, 4s. 

Law of Gold Mmimo in 
AuHtralia and New Zealand, by H. 
J. ArmHtroDg. Royal Svo. 3nd ed. 
1901. Sweet & Maxwell, 409. 

Mbtallurot of Gold, by M. 
Eis-tler. Med. Svo. 5th ed. 664 
pp. SOOIUua. Plates. 1900. Lock- 
jod, 21a. 

Mbxallphqy of Gold, by T. K. 
Rose ; ed. by Sir W. C. Roberta- 
Austen. Demy Svo. 4th ed. 570 
pp. 1902. Griffin, 21a. 

Oroanisatiom of Gold Minino 
BusinesB, with Specimens of De- 
partmental Report Books, by N. 
rown. Fop. folio. Spon, 263. 
Practical Gold Mining, by 0- 
O. W. Look. Royal Svo. 271 Ulus. 
" Plates. Spoil, 42s, 

Practical Gold Mining ; Ira 
Cnmmeroial Aspeots, Collection of 
StntiHtioB, etc. Svo. 216 pp. 1902. 
W. R. RuBsell, 15s. 

Praotioal Notes oh the Cyanide 
Process, by F. L. Bosqui (U.S.A.). 
201 pp. IlluN. 1899. Scientific 
Pub. Co.. 10s. 6d. 

Pblnoifleh and Pbactioi! of 
Gold MiUing, by C. G. W. Lock. 
Demy Svo. 823 pp. 208 lllua. 
1901. Spon, 30s. 
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I Gold, by D. J. 
Rankin. Fcp. 8v.i. 178 pp. 1901. 
Lockwood, 7s. 6d. 

Stamp Mftuwo of Gold Ores, 
Ijj T. A. Riohard (U.S.A.). 2nd 
ed. 260 pp. Illus. 1899. Scientific 
Pub. Co., IOh. 6d. 

Iron Analysis and Metallurgy. 

Anax,ymes of Pio-ikon, by Sey- 
mour R. Church. 2 vols. Vol. I. 
1900. Vol. n. 1903. S. R. Church, 
San Francisco, 35 each. 

Cast-ieon : Rbcorb op Obihinai, 
Eesearcih, by W. J. Keep. 8vo. 
225 pp. 117 llluB. 1902. WUey, 
N.Y., $2,50. 

Chbmicai. ANALYSia OF Iron, by 
A. A. Blair. 5th ed. 319 pp. 105 
lUuB. 1902. Lippinoott, 18a. 

Irok Orbs of Gbbat Bbitain 
and Ireland, by J. D. Kendall. Cr. 
Svo. 430 pp. 41 Illus, 5 Plate.s. 
1893, Lockwood, 16a. 

MBTAtLPROY OF Cabt-ibon, by T. 
D. West. Or. 8vo. 6th ed. 627 
pp. leSIllus. 1903. Spon, 12a. 6d. 

Mbtallueuy op Ibok, by T. 
Turner. Large or, 8vo. 2nd ed. 
367 pp. 80 IlluH. 1900. Griffin, 
16.1. 

Mbthodb fob AsALYSia OF Orbs, 
Pig-iron and Steel, by F. 0. Phillips. 
2nd ed, 170 pp. 1901. Cheraicai 
Pub. Co., Eaaton, Pa., U.S.A., SI. 

pRACxiou. Mahdal of Chemical 
Analysis and Assaying, by L. L. de 
EoaiQcfaaudE, Dietz. 12nio. 282 
pp. Baird, Philadelphia, ai.50. 

SiDHROLOGT : ThB SCIBMCB OF 

Iron (Constitution of Iron Alloys 
and Slags), trans, fivim Gernian of 
H. F..V, Jiiptner. Demy 8vo. 350 
pp. 10 Iliua. 11 Plates. 1902. 
Soott, Greenwood, 10s. 6d. 

Tables fob Ibom Akalybib, by 
J. A. Allen (U.S.A.;. 8vo. 1896. 
Chapman, 128. 6d. 

TEUPBBTNe Ikon Habdened by 
Overstrain, by J. Muir. 4to. 32 pp. 
1902. Dulau, 2h. 

Treatise on the Mbialluboy 

of Iron, by H. Bauerman. 12nio. 

6th ed. 615 pp. lUuH. Baird, 

^^JihiJadelphia, «2. 



(Steel. 



e below. ) 



Lead. 

Lead asd its Coupockdb, by T. 
Lambert. Demy 8vo. 226 pp. 40 
lUiis. 1902. Scott, Greenwood, 
7s. 6d. 

Lbab Ssibltibo : Construction, 
Ei]uipment and Oijeration of Lead 
Blast Furnaces, by M. W. Ilea 
(U.S.A.). Cr. 8vo. 211 pii. 11 
Illus. 1902. Chapman, lOs. 6d. 

MBTALLtmOY OF Arobntifbrous 
Lead, Smelting Silver-lead Ores, by 
M. Eiaaler. Cr. 8vo. 400 pp. 183 
niua. 1891. Lockwood, 12s. 6d. 

Mbtallukov of Lbab andSilvbr, 
by H. F. Collins. Lar^e cr. 8vo. 
Vol. I. Lead : Smelting, Desilveriaa- 
tion. Analysis. 368 pp. 157 Illua. 
1899. Vol. II. Silver ; Sources and 
Treatment, Plant, Manufacture, etc. 
352 pp. 74 Illus. 1900. Griffin, Ifla. 

MeTALLOROY of Lb.U> and T HB 

Desilverisation of Baao Bullion, by 
Dr. H. O. Hofman (U.S.A.). Demy 
8vo. 5th ed. 560 pp. 44 Illus. 

1899. Scientific Pub. Co., 25a. 
Notes on Lead and Copper 

Smelting and Copper Converting, 
by H. W. Hiion (U.S.A.). Demy 
8vo. 3rd ed. 128 pp. Plates. 

1900. Scientific Pub. Co., 12s. 6d. 
Notes on Lead Okes ; Their 

Distribution and Properties, by J. 
Fairie. Cr. 8vo. 64 pp. 1901. 
Scott, Greenwood, 2s. 6d. 

Weights and Meahuebments of 
Sheet Lead, by J. AJexander. 32mo. 
32 pp. 1901. Spun, Is. 6d. 
(Mining. See aeetion 43.) 

SilTcr. 

Cyanide Process of Goh* and 
Silver Ores, by B, B. Wilaon. 
(U.S.A.). Cr. 8vo. 2nd ed. 116 
pp. 1897. Cliapman, 63. 6d. 

Metallurgy of Silver, by H. 
F. Collins. Large cr. 8vo. 352 pp. 
74 Illus. 1900. Griffin, 16s. 

Metallurgy of Silvbb, by M. 
Eiasler. Cr. 8vo. 3rd ed. 362 pp. 
150 Illus. 1896. Crosby Lock- 
wood. Itts. 6d. 

Metallobgt of Silver, Gold 
and Mercury in tW '^■m.'us.^. 'ie^s.'wss.. 



I 

I 



Royal 8vo. Vol. I. Silver. 1887. 
Vol. II. Gold und Mercury. 1890. 
Engineering, 31b. 6d. each. 

Steel. 

AlURIOJLN SXASPIED SrSGIFICA- 

noBU for Steel, by A. L. Colby. 
Cr. 8vo. 2nd ed. 103 pp. 1902. 
Chemiual Pub. Co., Eastou, Pa., 
»1.10. 

Ambkicah Sie&lworker, by E. 
R. Markhftin. Ci'. 8to. 343 pp. 
160 lUus. 1903. Derry.Collard 
Co., N.Y., 

A3JALYSIB or Stbblworkb Ma- 
TERiAifi, by H. Brearley. 8yo. 518 
pp. llluB. 1903. LongiiMns, 14k. 

CupoLi FimsACB, by E. Kirk. 
Med. 6vo. 2iid ed. 361 np. 80 
Illua. 1902. Baird, Philttdelpliia. 
«3.60. 

Deawikos Relatibg to Open- 
Hearth Steel, by M. A. PaFlolF. 
Part I. Furnaces. Obi. folio. 52 
PUtea. 1904. A. Owen & Co, 
16b. 

Habhebdh! and TBMFBRmO of 
steel in Theory and Pnwtice, trane. 
from Genuan of F. Reiaer. Cr. 8vo. 
120 pp. 1903. Scott, Greenwood, 
Sa. 

Hardenino, Tehpeeino, Ansbai,- 
iKo and Forging of Steel, by J. V. 
Wgodworth (U.S.A.). Royal 8vo. 
288 pp. 1903. Gay & Bird, 128. 6d. 

Kedpp'b Stbblwobks, trans, from 
German of F. C. G. Miiller. 4to. 
196 pii. 88 Illua, 1898. Heine- 
mann, 25h. 

Management op Siebl, by G. 
Bde. Cr. 8vo. Tth ed. Spon, 5s, 

MASTJFACTnRB OF Stbel, by F. 
Overman. 12wo. 285 pp. Baird, 
Philadelphia, H.50. 

MECaAinOALTRBAIUBNTOFSTEBL, 

by J. W. Hall. Royal 8vo. 782 
jp. 1904. Griffin, 25s. 

Mbtallurqy of Steel, by F. W. 
Hwbord, 1904, Griffin, 25s. 

Mbtaixubot of Stbbl, by H. M. 
aowe(U.S.A,). Royal 4to. 4th ed. 
Spi>n, 42s. 

Microscopic Ibikbsai. Flaws, 
Inducing Fracture in Steel, by T. 
Andrewa. 8vo. 1897. Spon, 2a. 

PoiHi« POB Buyers anu Uhbes 
I ol Tool Steel, hj G. W. Ailing. 



8vo. 224 pp. 1903. D. Williaiaa 
& Co., N.Y., 82, 

Steel asd Ibon for Abvancbd- 
Students, by A. H. Hioma. Or. 
8vo. 530 pp. 1903. Macmillan, 
10s. fid. 

Stebl : Manual foe Steel Ubebs^ 
by W. Metcalf (U.S.A.), Or. 8vo. 
170 pp. Illua. 1896. Chapman. 
8s. 6d. 

Steblwoekb Anai-ybis, by J. O. 
Arnold. Cr. 8vo. 2nd ed. 350 pp. 
22 niuB. 1900. Whittaker, 10a. 6d. 

Tool Steel ; Coscisb Handbook: 
on Tool Steel in General, trans, from. 
O. Thallner (U.S.A.). Royal 8vo. 
196 j>p. 69 Illua. 1902. Low, 
10a. 6d. 

Treatise on Steel : Theory, 
Metallurgy and Propertiea, by M. 
H. C. Landrin, Jun., trana. front 
French. Cr. 8to. 352 pp. Baird, 
Philadelphia, S2.50. 

Use of Steel foe CosaiRncirvK 
Purposes, by J. Barba. 12mo. 
Van Noatrand, N.Y., 81.50. 

Wbiohtk of Stbel Bakh nr 
Plata, Squares, Rounds, etc., and 
Weight of Sheets, by F. Barker. 
Cr. 8vo. 2nd ed. 36 pp. 1898. 
Feildon Pub. Co., Is. limp. 

(Iron Analysia. See above.) 
Tin. 

CoENHiH Minino Tnr. 4to. 1903. 
Mining Journal, 2a. 6d. 

Pboduciioh of Tm, with Hapt 
by H. Louis, M. A. Mining Journal, 

Tin : Dbsceibino the CmET 
Methods of Mining, Dressing and. 
Smelting it Abroad, by X G, 
Charteton. Large cr. Svo. 83 mi,. 
14 Plates. 1884. Spon, 12s. s£ 

Tin Mining is Spaet, by W. 0. 
BorUse. 4to, 40 pp. Illus. 1898~ 
E. Wilson, 28. 6d. 

Zinc 

MBiALiimor OF Zisc, by W. IL 
IngaUa. Royal 8 vo. 700 pp. 1903. 
Engiiierring and Mining Journal^ 

Production and PEOPBRXiBa op 
Zinc, by W. R. Ingalts. Eoyal 8vo. 
350 pp. Illua. 1903. Enginiterinff 
and Mining Journal, 12a. 6d. 
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MILITARY. 
Administration, Officers. 



I Principles op Land Depbmob 
I And their AijplicAtion to the Con- 
I ditioDB of To-day, by H. F. ThuiUier. 
8yo. 396 pp. ITO'i. Longmans, 
12s. 6d. 

I Regimental Duties Mahe East, 

AiDM TO Manieuvre DuTiBa, by : tor Promotion Eiaiuinntions, by 

an Adjutant. 32iuo. 38 pp. I'JOO. Major 8. T. Banning, LL.B., LL.D., 

Gale & Polden, fid. limp. B.A. Cr. 8vo. 162 pp. 1900. Gale 

Abut Officbb's Eiahiner, by it Polden, 5h. hnip. 
Lieut.-Cril. W. H. Powell (U.S.A.). Voluntbkr OifFiCBft'a Guidb to 
Cr. 8vo. 3nd ad. 626 pp. lUua. Promotion and Sergeant's Guide to 
4560 Questions and Answers. 1899. Proficiency in the Infantry, by 
Chftpinao, 17s. Captain G. D'Arey Evans. Cr. 8vo. 

Catechism ok FiBLn Tbainino, 279 pp. lUua. 1899. Gale A Polden, 
hy L. Davidson. Cr. 8vo. 2nd ed. | 3a. fid. limp. 
1903. Gale & Polden, Bs. 6d. 



MlLlTIAAHDVoLUMTKBaOF?ICBRii: 

Guide to Promotion from 5ubalt«m 
to Field Officer, by S. T. Banning. 
Cr. 8vo. 170 pp. 1903- Gale & 
Poldsn, 3s. fid. 

Militia Officbbs' Eeaminer, 
from Rank of Lieutenant to Field 
Officer, by Major H. 8. Thompson. 
11th ed. 1903. Eyi-e & SjJOttiB. 
woode, 4s. 6d. 

MnjTiA OFFiuER'a Guide 



Ambolance. 



AstBULAMCB HaMDDOOK FOB 

' Volunteers and Others, by J. A. 
Rnye, L.R.C.P.I. Or. 8vo. 16 
; Plates. 1884. Churchill, Sa. 6d. 
Manual of Ambulance, by G. 8. 

Riddell. Cr. 8yo. 240 pp. 1904. 
' Griffin, 4b. 

Manuai, of Ambulance Tranb- 
" VOBT, by Siit^eon-General Sir T. 
Promotion from Rank of Lieutenant i Longmore, O.B. 2nd ed. 1893. 
to Field Officer, by Capt*iii W. , Eyre & Spottiswoode, fls. 
Pi.™», n. R„„ lA-t ^,. !««« Soldiers Fimtt Aid Handbook, 



Plomer. Cr. 8vo. 143 pp. 
Gale & Polden, Ss. 6d. limp. 

MiLin* Officer's Inbtructob,, 
by G. W. Redway. 12nio. 246 pp. 
1903. Paul, 4s- 6d. 

NoN - ooMMiasioNED Officek's 
Guide to Promotion, by Captain G. 
D'Arey Evans. Cr. 8vo. 328 pp. 
Illua. 1901. Gale & Polden, 
3a. fid. 

Notes on Mancecvbes, compiled 
by Colonel C. A. Bridge, O.B. 
1898. Eyre & Spottiswoode, 2s. 

Notes on Wbitinci Obdebs and 
HejHirta in the Field, by H. 



Evans. 16mo. 1902. Gale & Polden, ' 521 pp. 
2m. limp. man, 12s. ( 

ORCIANISATION and EyUlPMBNT 

Miide Easy, for Promotion Exami- 
nations, fay Major 8. T. Banning, 
LL.B., B.A., LL.D. 2nd ed. 1& 
pj]. 1901. Gale & Polden, 4a. 6d. 
Pebmakent System of Mojxart 
Administration, tor Offieera, by 
Major J. W. Buxton. "^ " 
8vo. 560 pp. 1883. 



Ifimo. 
.. 6d. 
(First Aid, Hospitals. Section 32.). 

ArtiUcry. 

Field Abtiixeey : Its Euuip- 
MENT, Organisation and Tactics, by 
Lieut.-Cor. S. C. Pratt. Cr. 8vo. 
7th ed. 260 pp. 1900. Kegan 
Paul, Bs. 

HABBnooK OF Light Abtilleby, 
by A. B. Dyer (U.S.A.). Cr. 8vo. 



135 Illus. 1896. Chap- 



Manual of Hydbaulics for 

Garrison Artillery. 1896. Eyre & 
Spottiswoode, 4h. 6d. 

MoDBits FsBifOR Artillbey, by 
J. Dredge. Imp. 4to. 500 pp. 700 
Illus. 1892. k'lffhieering, 50a. 

Tactical Employment of Qdick- 
FiRiNO Field Artillery, by Q. 
K^fan Paul, j Rouquerol ; trans, from Fcennb.. d- 
ISvo. ^^v?- ^'*^- "**«»■>**■ 
10 
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CUnbT. 

CaVAARY ELBMBKTAJtT VeTEB- 

IKABY MaDU&l, for C.)fEcen Attelld- 
LDg Veterinary Classes, by Surgeon- 
Captain B. Seton. Or. 8vo. 110 
pp. 18%. Gale & Poldeo, 2s. 6d. 

Cavalry Outpost Dlitim, by F. 
de Bnch ; trans, from Franch by 
Major C. C. Carr (U.S.A.). l6ino. 
Chapman. 8s. dd. 

HiKn ON Stabi^ MAKAOEUKs-r 
tor Cavalry, by Major M. F. Rim- 
iiigtuD. 3^o. 70 p]t. Onle & 
Polden, Is. limp. 

iBBTRUCnONS FOB THE TbADTIBO, 

Employment and Leading of 
Cavalry, by Major-General 0. von 
Schmidt ; trana. by Captain 0. W. 
B. BeU. 1898. Byre & Spottts- 
wooda, 3a. 6d. 

Notes oh Cavalry TACnca, 
Organifiatioa, etc., with Diagrams, 
by a Cavalry Officer. Demy 8vo. 
282 pp. 1878. Kegiin Paul, 12h. 

QuBSnOKS AND ASSWEBS ON 

Cavalry Outpost^ by Major U. H. 
Morrison. 33nio. 61 pp. Gale & 
Poldeo, Is. limp. 

Stubibu m Cavalry Troop 
Leading, by Colonel J. von Verdy 
du Vemois ; trans, by W. H. 
Harrison. 2nd ed. 18U1. Eyre & 
Spottiswocide, 5s. 

(Horses. See section 31.) 
Commiasariat 

Aht op Subsisting AaMiaa in 
War, by Major H. G. Sharpe 
(U.S.A.). 16mo. 222 pp. 1893. 
Chapman, 6s. 6d. 

MiLrTABT Carriaobs and Other 
Stores Connected with Them. 6fch 
ed. 1896. Eyre£Spobtiswoode, 6s. 

MnjTABY OooKiKo Mahtjal. 
1899. Eyre & Spottiawoode, 6d. 

Drswioi^, Maps. 

Army Gbohtetrical Drawing 
and Geography Papers, Demy 8vo. 
99 pp. 1901. SJmpkin, 4s. 

How TO pASa IN TOPOUBAPKY, 

by G, W. Redway. 12mo. 320 (ip. 
1904. Kegan Paul, ' " ' 



MnjTARY Seftchino hade East, 
bv Colonel H. D. Hutchinson. Post 
8vo. 5th ed. 2U8 pp. 34 Plates 

id niuB. 1891. Gale & Polden, 

Military Topoorapht, by Major^ 
GenerBl W. E. Montague. Cr. 8vo. 
64 pp. 41 Diagrams. 1393. Black- 

OuTLiNES OP Military Gbo- 
oraphy, by T. M. Maguire. Cr, 8vo. 
370 pp. a? niua. 1899. Cambridge 
University Press, lOs. 6d. 

Pbacticai. Mujtart Skbtchinq, 
by C. F. V. Byl. Post 8vo, 75 pp. 
7 Plates. 1901. Gale & Polden, 
33. 6d. 



Tlieory and Practice of Military 
Topography, by Major J. H. Bow- 
hill. Cr. 8vo. 172 pp. 34 Drawings. 
1893. Blackwood, Ss. 

Studies m Map ReADora and 
Field Sketcliing, by Lieut. -Col. W. 
J. Shaw. 12mo. 160 pp. 1902, 
K^a Paul, 6s. 

TotOOBAFaiOAL D&AWIHO AND 

Sketching, by Lieubeimnt H. A. 
Reed (U.S.A.). 4to. 4th ed. 66 
pp. 57 Illus. Chapman, 21s, 

Drill. 

AiTAOK Drill habb Easy, by W. 
Gordon. 32mo. 11th ed. 134 pp. 
niua. 189ft. Gale & Polden, 2s. 

Battauon Dbuj. made Kast, by 
Captain L. Davidson. 32mo. 10th 
ed. 339 pp. niuH. 1901. Oale& 
Polden, 3s. 6d. 

Company Drill uadb Easy, by 
Captain L. Davidson. 32mo. 176 
pp. lUus. 1900. Gale & Polden, 
Is. 6d. limp. 

GcnoES AND M*RKEEa' Duties in 
Company, Battalion and Brigade 
Movements, by Captain L. Davidson. 
32mo. 10th ed. 322 pp. Illus. 1898. 
Gale ife Polden, 2a. limp. 

Explosives. 

CoMPBBSsBD Gun Cotton fob, 
Military Use, trans, from Glennan 
of MaiT. Fflrater. 18ino. 164 pp. 
S[K>n, 2s. boards. 

Dictionary of Explosives, by 
Cuadall and Thompson (supplied by 
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pBrmission of Home Office). Eyre tt 
Spottiswoode, 21b. 

DiacoTBBY OF Picric Acid 
(Melinibe, Lyddite) as a Powerful 
Explosive, by H. Sprengel. 2nd 
ed. 1903. Byre & Spottiswoode, 2a. 

Ekplosivb Materials : Phenom- 
ena and Theories of Bsplosives aad 
their Classification, Constitution, 
and Preparation, by liieutaonnt J. 
P. WisseriU.S.A.). ISmo. 160 pp. 
Spon, 2b. 

GniDB Book to Exj-losiveh Act, 
1875, by Sir V. D. Majendie. 1902. 
Eyre & Spottiswoode, 2a. fld. 

Laboe EIxplosivbb asd Their 
Radii of Danger, by Lieut.-Col. J. 
T. BueknilL Damy 4to. 1883. 
BiiphifeTing, 2a. 6d. paper. 

LBCTURB8 ON BXPLOBIVES, by W. 

Walke ( U.S.A. t. 8vo. 2nd ed. 
Chapman, 17s. 

MACHDiEllY FOR THB MaNUFAC- 

TOKE of Smokeless Powder, by O. 
Guttmann. 51pp. 5 Plates. 1901. 
Inatitube of Civil Engiueers. 

MUSUFACTUKB OF EXPLOSIVES, by 

O. Guttmann. 2 vols. Med. 8vo. 
892 pp. 32SIUU8. 1895. Whittaker, 
42s. 

UoDERS High £xplo.sivbs : 
Nitro- Glycerine and Dynamite, by 
M. Ewsler (U.S.A.). Demy 8to. 
3rd ed. 396 pp. 129 nius. 1893. 
Clinpman, 17s, i 

SaoKBLBss Powder, Nitro- ■ 
CELLULOSE and Theory of Cellulose i 
Molecule, by J. B. Berandou 
(U.S.A.). Cr. 8ro. 200 pp. 11' 
nius. 1901. Chapman, IOh. 6d. 

Treatise ok Ammunition. 8th 
ed. 1897. Eyre & Spottiswoode, 6s. 

(Ordnance. Seelbelow.) 
Electricity, 

Makoal of lK3TBD»rrioN IN Arm? 
Field Telessraphs. 1897. Eyre & 
Spottiswoode, 3s. 

Notes on Electricity fob Use 
of Gftrriwjn Artillery, by J. R. J. , 
Jooalyn. 1902. Eyre & Spottis- 1 
woode, Is. 6d. 

Notes as MiLtiAHY Tblboeaph 
lustruinents, by Major H. F. 
Turner. lUus. 1885. Ejre A I 



Art op Wak, for Cadets of 

U.S. Military Academy, by J. B. 
Wheeler. 12nio. Tan Noatrand- 
N.Y., «1.7S. 

Attack on Fortified Plaobb, 
including Siege Works, Mining and 
Demolitions, by J. Mercur (U.S.A.). 
Cr. 8vo. 198 pp. 12 Plataa. 1894. 
Chapman, 8s. 6d. 

Elhmbnts of the Art of War, 
by J. Mercur (U.S.A.). Svo. 3rd 
ed. Plates. Chapman, 17s. 

Hints fob a Bush Campaion, by 
Lieut.-Col. A. F. Montanoro. 18mu. 
52 pp. 1901. Sands, la. 

Practical Bayonet Fiohtuto, by 
F. B. Foerster. 32mo. 68 pp. lUus. 
1900. Gale & Polden, 6d. limp. 

Preparatory Battle Formation, 
by Major-Ganeral H. M. Bengough. 
2nd ad. 8 pp. 3 Platea. 1900. 
Oale & Polden, la. paper. 

Small Wars : Their Principles 
and Practice, by Captain C. B. Call- 
well. 1899. Byre & Spottiswoode, 
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Fortificatioii. 

Elements of Fiblh Fortifica- 
tions, for Cadete of the U.S. Military 
Academy. 12mo. Van Nostrand, 
N.y., »1.76. 

Field Fortificatios ; Ekamcna- 
Tios Manual, by H. Turner. Cr. 
8vo. 242 pp. 1S92. Sonnensoheiii, 

63. 

FoBTiFi cation and Military 
Engineering. Part I. Field De- 
fences. 7th ed. 1902. Is. 6d. 
Part II. Permanent Fortification, 
Siege Work, Coast Defenoe. 1894. 
6s. Eyre & Spottwwoode. 

Memoranda and Formul* out 
Fortification and Topography, for 
Students, by Colonel H. M. 8. 
Brunker. Or. 8vo. 96 pp. Illus. 
1898. Thacker, 3s. 

Notes on Fortification, by 
Major B. R. Ward. Demy 8vo, 
1902. J. Murray, 5s. 

Notes on the Text-books on 
Field Foi-tifloations, for Officers, by 
Colonel H. D. Hutchinson. Cr. 8vo. 
5th ed. 250 pp. 1901. Gn.Va & 
lPolAeQ,\a. 



Tbxt-ik 



i Field Fobtiwca- 



TION, by G. J. Fieb««er (CS-A.!. 
Cr. 8vo. 177 pp. 2fl Cdoured Maps. 
1901. Chnpninn, Ss. Bd. 

Dbainaiie Masval roB The ue 
RovbI Engineer OBiocre. 1897. W»r 
Oflicw, 3b. 

GuiDK TO Mbat Inspkcti'js, for 
tUigi mental UffioerN, by Ciiptain 
Slacpole. 18U4. Eyre & BiMtnis- 
w<«-Je, Is. 6d. 

N'JTES OS MlLITABT HTOIESK, 

for Otfioers of the Line, by A. A. 
WoodliuUd'-S-A.) 12mo. 181pp. 
IlluH. 16U8. Chapman, 6«. Qd. 

Saititatios op British Troops 
in Indifi, by Major £. C. Freeman. 
Cr. 8vo. 2nd ed. 127 pp. 1»01. 
Rebman, 2s. 6d. 

Thbobt anp Pbactk'e m 
Militai? Hygiene, by E, L. Mimaon, 
A.M., M.D. (U.S.A.), Demy 8vo. 
972 pp. 389 lUuB. 8 PUtes. 1901. 
Baillibre, 329. 



(Also Hygiene. 



See 
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lalantrj, 

Catbokibm on Field Training 
(Infantry), by Captain L. DaTidsou. 
Cr. 8vo. 291 pp. 28 Platea. 1900. 
Oale & Pulden, 2b. Gd. limp. 

Drvm and Flute Duty fob the 
Infantry. 1887. Eyre & Spottia- 
woode, 2a. 

Field Traininu dp a OojrPABY 
of Infantry, by H. J. Craufui'd. 
12mo. 120 pp. 1902. E. Arnold, 
2s. 6d. 

Infantry Fibb Tactics, by Major 
C. B. Mayno, Cr. 8vo. 2nd ed. — 
pp. Platea. Gale & Polden, 6 

Practical Hinth for Mounted 
Infantry, by B. L. Anley. 32mo. 
40pp. Illus. 1901. GaleAPolden, 
6d. paper. 

Sbpot Officer's Manual, for 
Infantry Officers, by Captain E. G. 
Barrow ; 3nl ed. rewritten by 
Cajrtain E. H. Bingley. 12mo. 3rd 
ed. 168 pp. with TableK. 1895. 
Thacker, 2ra. San. 

TacticalQuebtionhakd Answers 
on ti". Infantry Drill Book, 1892, by 



CaptMn H. R. Gall- Cr. 8vo. Sid 
ed. Cr. 8vo. 82 pp. 1892. K(«itii 
Paul, Is. fkl. paper. 

(Maps. See Drawing abore.) 
Milituy Law. 

AmmioiiiENT OP Militajit Law, 
by Colonel W. Winthrop (U.S.A.). 
Cr. 8vo. 3rd ed. 4m pp. Chap- 
man, IOh. tid. 

Manual op Military Law. 1899. 
Eyre & Spottiswoode, 2». 

Military Law Exauisbb : 
Questions Set at Eiaminations from 
18510-1900, with Answers, by Lieut.- 
Colonel S. C. Pratt, R.A. Cr. 8vo. 
4th ed. 288 pp. 1900. Gale & 
Polden, 4h. fid. 

Military Law : Its Procbdurb 
and Practice, by S. C. Pratt. 12mo. 
15th ed. 290 pp. 1902. Paul, 4a. Bd. 

Military Law made Easy, for 
Promotion Examinations, by Major 
S. T. Banning, LL.B., B.A., LL.D. 
Gale & Polden, 4s. 6d. 

Text- BOOK of Isbian MiwiAaT 
Law, by CapUin E. H. Bel-oard. Cr. 
Svo. (143 pp. 1896. Thacker, lae. 

Militaiy Terms. 

Alfhabetical Prbnch-Bnolwh; 
List of Technical Militaiy Terms, for 
Military Students, by M. Deshum- 
liert. 8vo. 1903. Nutt, Is. 6d, 

VoCAflUlABY OF TbCHNICAI. 

Military Terms ; Engliah-Oennan, 
Genvian-English, for Students, by 
Professor J. A. Liebmann. Cr, 8to. 
215 pp. 189a. Gale & Polden, 63. 
(Officers. See Adminiatratioa above.) 
Ordnance, Gunnery. 

Art of Revolver Shootino, by 
W. Winans (U.S.A.). 4to. 252 pp. 
lOOIUuB. Platea. 1901. Putnam, 
31s. 

Ballistic Tables for Dirbct, 
Curved and High-angle Eire, by- 
Major J. M. Ingalla{U.S. A.). Demy 
8vo. 82 pp. 1894. Chapman, 6a. 6d. 

Bbbech-loadbe, and How to 
L'se it, by W. W. Greener. Bth ed. 
330 pp. Ulus. 1899. CasseU, 3s. ad. 

Guua and Gun-makino MATERiat^ 
by G. Ede. Cr. Svo. 74 pp. 1889. 
8pon,6s. 
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_ ' Problems in 

Direct Fire, by J. M. Ingalls 
(U.S.A.)- DamySvo. 308pp.aad80 
pp. of Tables. 1893, ChaiMiian, ITs. 

Internal Bau-ismcs, by J. A. 
Longridge. Demy 8vti. 240 pp. 
1889. Spon, 18s. 

Military AfiTificEK's Hand- 
book, Prepared in the Ordnance 
CoUege. 8th ed. 1899. Eyre & 
Spottiawoode, Is. 6d. 

Miniature Rifle Shooting, by 
L. R. Tippins. 13mo. Illua. 1903. 

NoTBB ON THE RiFLE, by Major 
T. F. Freinantle. Demy 8yo. 178 
pp. nius. 1896. Vinton, 08. 

Oednancb and Gunnerv, for 
Cadets of U.S. Military Academy, 
by Captain H. Metcalte (U.S.A.). 
Cr.Svo. 3rded. 350I11iib. Chap- 
tiian, 21a. 

Practical Gunnery in Lecture- 
ROOH and Field, compiled by H. T. 
Bussell. 8vo. Dlus. 1903. Gale 
& Polden, 2s. 6d. limp. 

Tbkt-book of Gunnery, Pre- 
pared in Ordnance College. 1902. 
Byre & Spottiawoode, IOb. Cd. 

Tbxt-book of M"'TAitv Smai.i 
Anns and Ammunition. 1896. Eyre 
& SpoUiawoude, 2s. 6d. 

Text-book or Ordnance and 
Gunnecy, for Use of Cadeta oE U.S. 
Military Academy, by Captain L. L. 
Bruff(U.S.A.l. ItoyalSvo. (i77 PP- 
401 IlluB. 1896. Chapnun, 25a. 

Thb Gun : AjfiELD and Atloat, 
by H. Sharp. Demy 8yo, 
1903. Chapman, 12s. 6d. 

Tsbost and Practice of Tarobt 
Shooting by A. G Foulkes, 
Demy Svu. 228 pp. Plates and 
lUna. 1895. Horace Cos, 10a. Gd. 

Trbatish on the Application or 
"Wire to Construction of Ordnance, 
by J, A. Longridge. Demy 8vo. 
163 pp. 1884. Spon, 253. 

Treatise on Ordnance Sbbvicb. 
6th ed. 1901. Eyre & Spottiawoode, 
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I Scouting, 

to ScouTiNO, for Noa-ooin- 
I. missioned Officers nnd Men, by 
■ ■" ■ ir-Genemi &. S. S. Baien.- 



PoweU. 32mo. 138 pp. 1900. 
Gale & Poldeu, 1b. limp. 

Scour's Alphabet of Notes and 
Queries. 32[no. 1903. Gale & 
Poldeu, la. 

Strategy, Tactics. 

Elements of Modern Tactics 
Practically AinJied to English For- 
mations, by Lieut. -Colonel W. J. 
Shaw, M.A. Post 8yo. llth ed. 
511 pp. 31 lUua. 1900. Paul, 9s. 

LBTTERa ON Applied Tactics, 
trans, from Major Griepenkerl. Sq. 
deuiy 8yo. Snd ed. 551 pp. 9 
Maps. 1901. Sands & Co., 8h. 

Minor Tactics, by General C. P. 
Clery. Cr. 8to. 13th ed. 419 pp. 
"". Maps. 189S. Kegsn Paul, 9s. 

Modern European Taciics ; 
Employment of Infantry, by Captain 
Balck ; trana. by L. R. M. Maxwell. 
Vol. I. Large cr. 8yo. 388 pp. 
1899. Sands, Ta. 6d. 

Modern Stratbov, with Plans, 
by Lt.-Col. W. H. James. Royal 
8yo. 1902. WithBMapa. Black- 
wood & Sone, 16b. 

Molt KB 's Tactical PROBLEiua, 
from 1858 to 1882 ; ed. by Prussian 
Graad General Staff ; trans, by Kv. 
Donat. 8yo. 27 Plans. 9 Maps. 
1903. H. Rees, 10s. fid. 

Paiois OF Modern Tactics, 
compiled by Colonel Home and 
reYised by Lieut. -Colonel S. C. 
Pratt. 2nd ed. 1896. Eyre A 
Spottiswoode, 3s. 

Preliminary TACUca, for Junior 
Officers, by Major B. Baker, R.A. 
Cr. 8vo. 275 pp. 16 Illus. 1392. 
Kegan Paul, 63. 

Primkr of Tactics, Fortipica- 
TioN, Topography and Military Law, 
by Captain C. P. Lynden-Eell. 
Cr. 8vo. 102 pp. 15 Illus. 1899. 
Blackwood, 3 J. 

Problems in Applied Tactics, 
with Solutions, by J, Biirde. Demy 
8vo. 3rd ed. 1899. Stanford, 6s. 
Summary of Tactics fob 
Military Candidates, by S. Moorea. 
4th ed. 1903. W. H. Barrell, 
Portsmouth, 6b. 
I TAtmCAL Operations for Field 
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StiaXtgf, T»ctics, rmtit 

Tn-Tita : As AppuBf 
by MHJor J. SherstoD. Demy 
mt ))j>. I Hat«. 1902. Thncker, 
10b. Od. 

T*CTi» FOB Bbuinneiu!, by 
Cuptaiii C. M. de Oruyther. Cr. 
8vo. 287 up. 16 PUwe. 1899. 
Gkle & Polden, Ss. 

T*<.-ric» OF THE FtBLD, bv A- von 
Scbell ; tmuH. by Lieut. -Culonel A. 
E. Turner. 1900. Eyre & SpottU- 

TwKNTY-rouR Hociu of Moltkb's 
Stiitt«g]', trans, fniiu F. Hotiiiig. 
Royal 8vo. 12 Mapa. Duku, ba. 

Tnnsport, 
Mechanical Traction in War 

for Road Tnuwport, by Lieut.-Col. 
0. LftyriE ; trsDE. by R. B. Mamton. 
Imp. 8to, 126 pp. ISMM. Sampson 

Tkassport of Horsbs bv Sea, 
by E. Mrirtiu. Thncker, 2a. 6d. 

Tkansport, by W. H. All«n. 
Fop. 8vo. 116 pp. 1899. Thncker, 
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MINING, QUARRYING. 

British Minikli ; History, De- 
velopment and Prospwts of Metal- 
liferouH Mining in the United King- 
dom, by R. Hunt. Super royal 8vo. 
2nded. 950 pp. 230IUus. Lock- 
wood, 42s. 

BlMSnSd ANTI THE UsE OF Ex- 

PLOS1VB8, by O. Guttman. Large 
8vo. 180 pp. 136 lUua. 1892. 
Griffin, 10a, 6d. 

Blasting op Rock in MiNEi4, 
Quorriea, Tunnels, etc., by A. W. 
Daw and 2. W. Daw. Deray 8vo. 
274 pp. 90 Ilius. 1898. Spon, 15s. 

Deep-level Mines op the Rasb 
and their Future Development, by 
G. A. Denny. Sujier royal Svo. 
182 pp. Illus. 1902. Lockwood, 
25b. 

Economic Mining, for Miner, 
Metallurgist and Merchant, by C. 
W. Look. Demy Svo. 668 pp. 
Ilus. 1895. Spon, 21b. 



Ki.BMKK TiBv Treatise on tkb 
Getting of Miaerals, by A. Lupton. 
Large cr. 8vu. 3rd ed. 647 pp. 
596 IlluB. 23 Tables. 1899. Lo^ 
mans, 9s. 

ELEMENTa OF MiNISn AlTD QuASAV- 

iNO, by Sir C. le Neve Foster. Or, 
8to 340 pp. 1904. Griffin, 7b. ed. 

Glossary op Mikino Tbbhs, 
with GoologicftI Survey, Map, Signs, 
by C. C. Longridge. Obi. 12mo. 
98 pp. 15 Dins. 1897- Mining 
Journal, 2b. 6d. 

Gdide to Mining Esaminatjoss, 
with Answers to Questions. Demy 
8vo. Part I. Mathematics. 72 pp. 
18SI4. Ib. 6d. paper. Part n. Geo- 
logy and Prospecting. 61 pp. 1894. 
Is. 6d. paper. Chapman & Hall. 

GtiiiiE TO Mining Laws of thb 
World, by 0. Walmealey. Royal 
8vu. 2nded. 1897. Eyre & Spottia- 
woode, 5b. 

Handbook for Minibg Stitdbnts 
and Colliery Managers. 2 vols. VoL 
I. Geoli^y, Surveying, Ventilation, 
Winding, etc. DemySvo. 328 pp. 
Vol. U. Pumps, Mining Dictionary. 
Demy 8yo. 315 pp. T. Wall & 
Sons, Wigan, 4s. eadl. 

Law op Ratimg or Mimes ahd 
Quarries, by A. Brown. Deray 8vo. 
62 pp. Butterworth, 5s. 

Lkctubbb on Mining, trans, from 
French of J. Gallon. 3 vols. Vol. 
L Royal 8vo. With 4to. AUas. 26b. 
Vol. n. With Atlas. 36s. Vol. III. 
With Atlas. 18s. DuUu. 

Metallifbrops Minerals abd 
Mining, by D. C. Davies. Large 
cr. Svo. 6th ed. 526 pp. 1901. 
LoakwDod, 12s. 6d. 

Mine Accounts and Minino 
Book-keeping, by J. G. Lawn ; ed. 
by Le Neve Foster. Large 8vo. 2nd 
ed. 148 pp. 1901. Griffin, 10s. 6d. 

Mine Iorbman's Handbook, by 
B. Mauchline. 337 pp. 14 lUus. 
1893. Baird, Philadelphia, »3.76. 

Miner's and Pbospector's 
Pocket Guide : Mineral Ores and 
Metals of Australia, by T. H. Suttne. 
Square ISmo. Spon, 2s. 

Miner's Akithsibtic and Men- 
suration for Home Office Examina- 
tions, by H, Davies. Cr, 8vo. 316 
pp. 1898, Chapman, 4s. 
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Miner's Hauhboor, tor Students, 
by J. Milne. Fop. 8vo. 2nd ed. 
Lock wood, 78. 6d. 

Miseb'b Pocket Book, by C. G. 
W. Loch. 12mo. 4th ed. 1901. 
Spon, lOs. 6d. 

MlSINU AND MiNINU ASITHMBTIC, 

for Students, by W. Tnte, Demy 
8vo. 156 pp. T. Wall & Sons, 
Wigan, 2a. 6d. 

Mining Caicuij-IIONs, for Stu- 
dents Preparing for Examinations 
for Colliery Mftnager's Curtifloat*, 
by T. A. O'Donahue. 12nio. 220 
pp. 1901. Lockwood, 3s. 6d. 

MiNiNis Enoinbek'h Report 
Book, by E. R. Field. 16nio. 40 
pp. and blanks. 1900. Griffin, 
3s. 6d. 

Mlnino Masual (Companies), by 
W. R. Skinner. Domy Svo. 1500 
pp. Annual. Skinner, 21s. 

MlNEJO RoYAiTIBH AND ThEIR 

Elfeot on tbo Iron and Coal 
Trades, by W. R. Sorley. 8vo, 
40 pp. 1889. Fcowde, Is. 6d. 
boards. 

New Lauds : Their Resoukcbs 
and Prospective Advantage, by H. 
R. Mill. Cr. 8vo. 280 pp. 10 Mai)B. 
1900. Griffin, 58. 

Pi>CKET Book for Misers and 
Metallurgiata, by F. D. Powers. 
Fcp. 8vo. 2nd ed. 360 pp. 1899. 
Loukwood, 9s. 

Pocket Dictionary of Minino 
Terms, by P. Milford. 16mo. 3rd 
ed. 60 pp. 1898. E. Wilson, Is. 

Practioai GuinB for Pro- 
spectors, Ksplorers and Miners, by 
C. W. Moure. Demy 8vo. 284 pp. 
146 lUus. 1 Coloured Plate. 1893. 
Eegaii Paul, 12s. 

pRACTiCAi Handbook for the 
Working Miner, Prospector and 
Mining Investor, by J. A. MiUer. 
Or. 8vo. Spon, 7h. 6d. 

Practical Mikino ; Fibwi 
Manual for Mining Engineers, by J. 
G, Murphy. 16mo. Van Nostrand, 
N.V., SI. 

Pbinciplbs of Metal Mining, 
for F^ementary Students, by J. H. 
Collins. Gl. 8vo. 151 pp. 101 
lUuH. Collins, Is, 6d. 

PitospBCTiNo jfOB Minerals, by 



S. H. Cot. Cr. 8vo. 3rd ed. 252 
pp. 41 lllua. 1903. Griffin, 5s. 

Pbohpbctino, Locating and 
Valuing Mines, for Prospectors, 
Investors, and Mining Men, by K, 
H. Stretch. Lanje cr, 8yo. 382 pp. 
1899. Scientific Pub. Co., 8s. 6d. 

PBoapBCTOR's Field Book and 
Guide, by H. S. Oaborn. Cr, 8vo. 
6th ed. 316 pp. 1904. Baird, 
Philadelphia, S1.50, 

Prospbctor'h Handbook, by J. 
W. Andfiraon, M.A. 12mo. 8th ed, 
188 pp. 1900. Lockwood, 3a. 6d. 

Quartz Operator's Handbook, 
by P. M, RandftU. ISrao, Van 
Nostrand, N.f., $2. 

Rock Blasting, by G. G. Andri5. 
Large cr. 8vo. 194 pp. 12 Plat«8. 
1878. Spon, 5b. 

Slate and Slate Quarbyino, 
by D. C. Davies. 3rd ed. 186 pp. 
Lockwood, 3s. 

Textbook of Orb and Stone 
Mining, by Sir C. le Neve Foster. 
5th ed. 763 pp. 717Illus, IPlat*. 
1904. Griffin, 348. 

TuNNELUNu, Explosive Com- 
pounds and Rock Drills, by H, 8. 
Drinker (U.S.A.). 4to, 3rd ed. 
1220 pp, 850 Illus. 1893, Chap- 
man, £6 53. 

Undkroround Treasures : How 
and Where to Find Them ; Useful 
Minerals of U.S.A., by J. Orton. 
16rao. 1901. Baird, Philadelphia, 
81,50, 

Universal Mining Code, for 
Mining Companies, Mining En- 
giaeerH, etc., by J. Stevens and R. 
S. Corbetfi. Palmer, Howe, Man- 
chester, 42s. 
(See also Mineral Industry below.) 

Coal Mining. 

Annalh of Coal Miking and 
the Coal Trade, by R, L. Galloway. 
Demy 8vo. 645 pp, OollieTi/ 
Guardian, 16s. 

Anthracite Coal Inddstrv, by 
P. Roberts, Ph.D, (U,S.A,), 8yo. 
1901. Macmillan, I5s. 

Chbmihtry of Coke, trans, from 
German of O. Simmersbach by W. 
C. Anderson, M.A., B.&t. StAsei, 
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Co«l Mining, ronlinii/il. 

( Inuusteibm of 
the [Jnittid Kingdo[ii, by R. Meade. 
Ci: Svu. 876 pp. Maps. 18B2. 
Lockwond, 28a. 

OOAL AND MeIII, MiNKRH' PoCKBT- 

BooK. 7tli ed, 1903. Mines and 
Minerals, Scranton, U.S.A. S3. 

OOAL Fields of Scotlanii, by R. 
W. Drtm. Royal 8vo. 376 pp. 
19D2. Blackie, 15s. 

Coal, Iron, Stosb and Other 
Heavy Trades' CalcuUtur : Oart- 
luHils and Railway Charges, by 
M. B. C(it«w(irtli. McCoKjuiidalti, 
is. Bd. 

OoAL MlNlNtl DlAOKAMS, for 

Schoobi. m in. K 2H in. Bacon, 
48. 6d. each. 

Coal Mineh Act, 1887, with 
Amendmenta, 18U4-1900. 8to. Eyre 
& SpottiHwoiide, 1». 

Coal Mineb Rbuulatioit Act, 
1887, by G. G. Kennedy and J. 
S. Sandera. Den<y 12aio. 1888. 
Butterworth, 3a. 6d. 

OoAf. Mihbb Rboitijitiob Acts, 
1887-96, by B. F. WilliBms and G. 
Pitt Lawia. Demy 8vo. 195 pp. 
1896. Butterworth, 10s. 6d. 

Coal Pith xsd Pitmen : History 
of Coal Trade and Legislation, by 
R. N. Biiyd, Cr. Sto. 2nd ed. 
370 pp. llluH. 1895. Whittftker, 
7b. dd 

Coal Thaoe ; pRoDUCXios, 
Prices, Transportation, etc., by F. 

E. SawRi'd. 8vo. 118 pp. Annual. 
Conl Trnde Journal, N.V., 81. 

CuLLiBEY Handbook for York- 
BHIRB, Derbyshire, NattintjhnniHliire, 
Loioeatersliire and WarwickBhire, by 

F. W. Hardwick, M.A. Pawaon & 
Brailsford, Sheffield. Bs. 

Colliery Manahbr's Calcula- 
tor, by W. Fairley. Cr. 8vo, 5th ed. 
""" '" Colliery (rWinUan, 

Colliery Manaobr's Hamdbook, 

fur Muungers and Students, by C. 

■"" bIv. Med. 8vo, 4tli ed. 940 

700 Illus. 1898. Lockwoud, 

Kisii Throuob 
WaterHd Strata, by J. 
/ 8vc.. 48 pp. T. 
Wignn, Is. 
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COLUEKY WoRKISO AND MaH- 

ACBMENT, by H. F. Buliuan and R 
A. S. Redinaj-ne. Med. 8vo. 330 
pp. IlluB. 28 Plates. 1896. Lock- 
wood, 15s. 

CoKVBBBATION OS MlSES BE- 
TWEEN a Father and Son : Questions 
and Answers, by W, Hopton. Or. 
8vo. 9th ed. 365 pp. Elus. 1891. 
Simpkin, Marshall, 4^. 6d. 

Ei^MBNXART Coal Murum, for 
Students, by G. L. Kerr. Cr. 8to. 
230 pp, 200 lUuB. 1902. Griffin, 
3«. 6d. 

Elemhstary Treatise on Coal 
and Coal Mining, by Sir W. W. 
Smyth, M.A. Cr. 8vo. 8th ed. 
352 pp. 1900. Lockwood, 3b. 6d. 

ExpEDrnotiH Coal Beckoner, by 
3. Johnson, etc. 12mo. 3rd ed. 
1901. Sirapkin, Bs. 

Glossary of Terms Used in 
Coal Mining, by W. S. Grealey. 
290 pp. 136 lUus. 1883. Spon, 
2s. 6d. 

Glossary of Terms Used in the 
Coal Trade of Northumberland and 
Durham, by G. C. Greenwell. Royal 
8vo. 3rd ed. 92 pp. 1888. Collier!/ 
Gunrdian, 5s. paper. 

Law of Colliers and Collieries, 
by J. C. Fowler. Demy 12mo. 4th 
ed. 1884. Clowes, 7s. 6d. 

MaNAGEUENT op FlBBY MlHBS, 

by A. D. Mitton. Cr. 8vo. 56 pp. 
Whitbaker, la. 

Mantial of the Coal Mines 
Regulation Act, 1887, by J. C. 
Chisholm. Demy 8vo. 1888. 
Clowes, 78. 6d, 

Miner's Goide to Coal Mikes 
Regulation Acts, by L. A, A. 
Jones and H. H. L. Bellot. Cr. 
8yo. 270 pp. 1904. Methuen, 
23 6d. 

Ouft Coal Resources ai the 
Close of the 19th Century, by E. 
Hull, LL,D. Demy 8vo. 1&7 pp. 



Plans amd Sketches of Practi- 
cal Ventilation and Coal Working 
in Mines, for Candidates for Colliery 
MauBgera' Certificates, by W. Tat«. 
Demy 4to, 2nd ed. 96 pp. T. 
Wall A Sons, Wigan, is. 

Practical Coal Mining, by O, 
K-90. 3td ed. 




462 pp. 520 lUus. 1904. Griffin, 
12s. «d. 

Pbactic*!. Treatise oir Coal 
Mining, by G. G. Andre. 2 cols. 
Royal 4to. 82 Plates. Spon, 72s. 

PmuciPLEa OF Coal Mibiho, for 
mementaiy Studonbs, by J. H. 
Collins. Globe 8vo. 2iid ed. 151 
pp. 141 Illus. Collins, Is. 6d. 

PBllfCIPLBa OF OOIJJEBY VEN- 
TILATION, by A. Bagot. Or. Svi. 
2nd ed. 150 pp. Illua. 1882. 
KegsQ Paul, Bh. 

Spbciai. Report oh Coal, 8how- 
Uju its DiHtriliution and Costs : 
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Cau.ses nnd Prevention, by A. 
Bagot. Cr. 8vc>. 178 pp. Illus. 
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H. C. Behr. 8vo. lUus. Spon, 
7h- 6d. 
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Ventilation in Mines, trans, 
from German of R. Wabner. Royal 
8vo. 240 pp. 22 niuH. 30 Foldmg 
Pktes. 1903. Seott, Greenwood, 
10s. 6d. 

Ventilation of Minks, by J. T. 
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1885. GoUkrij Guirdian. ISs. 
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Automobile : Its Conbtbuction 
and Management., trans, from G. 
Lavergne. Royal 8to, BOO up. Illus. 
1902. Cassell, lOs. 6d. 
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Its History and Modem Develop- 
ment, by A. E. Sennett. 2 vola. 
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Concise Dictionary of Mcsicai. 
Terms, by F. Niecks. Cr. 8vo. 
2nd ed. 262 p^. IfiM. »w\>%v\«n, 
2a. 64. 



I 



IM Mt 

GenenJ, contiaurd. 

Cchack'h LKtTPRBs OS Mnsic. 
ard ed. 19U pi>. aty ot London 
Book DejJOt, Sa. 

DicTiosAKT or Mcsic, by Dr. H. 
Rieniunn. Royal 8vo. 895 pp. 
Auftener, 16s. 

DlCnOMABV OF MCHICAL Tebmb, 

by Sir J. Suiner »nd W. A. Barrett. 
Royal 8vo. 468 pp. 1898. Novello, 
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290 lip. 1901. Curwen, 2s. 6d. 
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Harudny Si!itPLi?iED : Tbeorv 
of the Tonal Functions of Chords, 
taius. from Dr. H. Rietiiann. Demy 
<Svo. Augener, 4s. 
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Royal 8vo. 256 pp. Noveilo, 12s. 

Art of Oroas Platisk, by W. 
T. Best. 2 vols. Vol. I. 40 pp. 3s. 
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Practical Organ Building, by 
W. E. Diukaon, M.A. Or. 8vo. 2nd 
ed. 166 pp. niuH. Lock wood, 

Practioal Organ School, by 0. 
Rink : ed. by W. T. Best. (ibl. 
* Novell!', 12s. 



Progressive Intkoductiob __ . 
Playing the Organ, by J. Hilea. 

N'lvelki, 5a. 

The Organ : TheoaehcaI: amd I 
Practical Treatise, by F, Archer; f 
Lung 4to. 95 pp. NoveUo, 6a. 

Tt!SiNG OF THE Organ, by A. 
Hemstock. Sq. 8vo. 33 pp. 17 
lllus. 187S. Weekes, 2s.- 6d. 

Pianoforte Playing. 

Act of Touch in au. its 
Diversity, by T. Mattlw'. Demy 
8vo. 370 pp. 1904. LonKHians, 
7a. 6d. 

Art op Pianoforte Pi.*ting, by 
E. Pauor. 4to. 88 pp. 1877. 
Noveilo, 2b. 6d. 

First Steps at the Pianopobtb, 
by P. Beiger ; ed. by 8ir J. Stainer 
and Sir C. H. H, Parry. 4to. 160 
pp. 1894. Noveilo, 3s. 

Pianist's Handbook, by F. Petar- 
*in, Mus. Bac. 2 Parts. Cr. 8vo. 
1898. Parti. 2nded, 70pp. Part 
II. 182 pp. Augener, la. 

Pianibt'b Mentor, by H. Fishet, 
Mus. Doc. Or. 8vo. 2nd ed. 168 
pp. 1899. Curwen, 2a. 6d. 

Pianist's Pbacticai, Guide to 
Theoretical Knowledge iLnd Manual 
Execution, by F. Weber, Noveilo, 



Practical Essay on Pianofoete 
Playing, by A. Thomas, Mus. Bac. 
Cr. 8vo. 75 pp. Weekes, Is. 

Praowcai. Hints on the Teoh- 
NiQPK and Touch in FHanoforte 
Playing, by A. Goodwin. Or. 8vo. 
2nd ed. 78 pp. Augener, 2s. 6d, 

Progressive SiuniBa for thb 
Pianoforte, by F. Taylor. Folio. 
53 Books. NoveUo, Is. each. 

Technique and ExpRBsaioN ur 
Pianoforte Playing, by P. Taylor. 
Royal 8vo. 130 pp. Noveilo, 6a. 

'Theorbtico-Practical Elbhsbt- 
.RT Pianoforte School, for Stndents 
if the Lower, Middle and Upper 
Grades. Noveilo, 7h. 
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Piano TuDiof. 

Art Of TirsTNO thb Pianofortb, 
by H. Smith. Cr. 8vo. 106 pp. 
1902. W. Reeves, 28. limp. 

CofreiBUOTlOH, TUMINQ AND CaBB 

■of the Pianoforte, ed. by H, Fiaher, 
Mus.D. Or. Svo. 3rd ed. 96 pp. 
IIlus. Ourwen, Is. 

PiiHOPOBTB ; Its Orioin, Pro- 
iiEBSS and Construction, by E. F. 
Eimbault. Folio. Augener, 7b. 6d. 

Tdsikq anb Rbpairino Pianos : 
Anisteur's Guide, by C. Babbiugton. 
Cr.Svo. 62 pp. 1902. UpcottGill, 
1b. paper. 

Singing. 



I 



Wame, la. 

Art of Truntsq Ohoib Boys, 
by G. C. Mwbin. Or. 8to. Noyello, 

Voice, by J. S. Curwen, 
for Choirmastera. Cr. Svo. 4th 
ed. 140 pp. Cutwen, 2s. 6d. 

OHoms AND Choral Music, by 
A. Mills. Or. 6va. lUua. 1901. 
Murray, 5s. 

ChobjU. mid ORCHBaiKAL SociB- 
TiEH, Practical Hints, by L. C. 
Venables. Or. 8vo. 4tli ed. 268 
■Lipp. Curwen, 2s. 6d. 
^F Choral Primer : Instruction in 
^K-fiight Singing, by Dr. S. Weekea. 
W^ Mad. 8vo, 51 pp. Weekea, la. 

Chcbch and Oathbdrai. Chorist- 
er's Singing Method, by E. Keeton, 
Mua. Doc. Cmwen, 38. 

Correct Voice Production, by 
F. Quatremayne. Deioy 8vo. 16 
pp. 1888. Weekea, la. paper. 

Handbook fob Sinobbs, by N, 
Oroker. Or. 8to. 2nd ed. 141 
pp. Augener, 2s. 6d. limp. 

How to Sing, by L. Lehninnn, 
trans, from German by R. Aldi'ich. 
Or. 8to. 292 pp. 1903. Mac- 
mUlan, 6a. 

Masttai, op SiJtuiNO, tor use of 
Ohotr Trainers and Schoolmasters, 
by R. Mann. Royal 8vo. 80 pp. 

IKovaUo, la. paper. 
Musical Kducatioh and Vocal 
Onlture, for Vooaliata and Teaohera 



of Singing, by A. B. Bach. Demy 
8vo. 5th ed. 273pp. 1898. Kegan 
Paul, 78. 6d. 

On Respiration in Sinoinu, 
trans, from French of Di'. Joal. 
Or. 8to. 232 pp. lUus. Rebman, 
28. 6d. 

PsjicmcAL Hints on the Tbain- 
iNii of Choir Boys, by G. E. Stubba. 
Novello, 3*. 6d. 

Principles of Sinoihg, for Vo- 
calists and Teachers, by A. B. Bach. 
2nd ed. Or. 8vo. 305 pp., with 
musical examples. 1897. Kegan 
Paul, es. 

PaoNUNClATION FOR SiNGEBB, by 

Dr. A. J. BUis. Sq. 8vo. 6th ed. 
250 pp. Curwen, 3s. 6d. 

Sight Sinoino, for Sohoola and 
Elementary Theory of Music. Cr. 
8to. 72 pp. National Society's 
Depository, 2s. 

SiNUiNO, by A. Randegijer. 4tu. 
98 pp. Novello, 5s. 

SiHoiNG OLAfls Book, Theory of 
Music with Exercises, by O. J. 
Stimpson. Fcp. 8vo. 168 pp. 
lUus. of muaic. Collins, Is. 

Treatise on the Practical 
Method of Training Choriatera, by 
J. V. Eobei-ta. Sm. 4to. 2nd ed. 
80 pp. lUns. by music. 1900. 
Frowde, 5a. 

Voice Production, by T. W. 
Barth. Demy 8¥0, 32 pp. Weekes, 
Is. jiaper. 

(V<nce Production. See also 
section 20.) 

Tonic Sot-fa. 

Cuhaok's Tonic Sol-fa Questions 
and How to Answer Them, by W. 
Bevers. Cr. 8vo.^ 1903. City of 
London Book Depot, la. 

How TO Teach the Staff Nota- 
tion to Tonic Sol-fft Pupila, by E. 
Mason, Mus.B. Si|. 8vo. 65 pp. 
Curwen, 2s. 

SoL-FA System of Teaching 
Singing as used iu Iiancs. and 
Torks., by J. Greenwood. Novello, 
In. 6d. 

Standard Cour.se of LBaaoss 
and ExerciseE for Tonic Sol - fa 
Teaching, by J. Curwen. Ct. %<to- 



Tonic Sol-fa, eonlinufit. 

TKACnER'M MaSVAL Of THE ToMIC 

Solfft Metliod, by J. Curwen. K(|. 
8vo. 7th ed. 380 n|>, Curwen, in. 
Tosic Sol-fa Music Questioss 
■nd How to Anawer Them. City 
of London Book Depot, Is. 

Violin. 

Advice to Preius and Tbachebs 
of the Violin, by B, Althauer. Cr. 
8vo. IWSpp. 1903. .S7ra((., 2s. 6d. 

C'ATBCHiaM OP Violin akd Viou. 
Playing, trans, from Prof. C. Schroe- 
der. Cr. 8vo. 2nd ed. 140 pp. 
Illus. Augener, 2h. fkl. 

Catechism of Violowcbllo Play- 
IMO, by Prof. C. Schroeder. Cr. 
8vo. Snd ed. 120 pp. Augener, 
28. Od. limp. 

&1DBLB-BA88 <Music Primer), by 
A. C. White. Novello, 3a. 6d. 

Modern School foe the Violin, 
^ A. Wilhelmj and J. Brown. 
Vol. I. Technical Eiercises, 2b. 
Vol. H. Technical Practice, 28. 
Vol. in. Ditto, 33. Novello. 

Notes on the CoKBimicrioN of 
the Violin, by W. B. Coventry. 
1902. Dulftu, 2h. 6d. 

Peactical Violin" School, for 
Home Students, by J. M. Fleming. 
Demy 4to. 160 pp. Musical illus, 
1889. Upcott gM, 98. 6d. 

The VioLONOBLto (Musie Primer ■, 
by J. de Swert. Novello, 2a. 6d. 

The Violin, by B. Tours. Sm. 
4to. lOtipn. Illus. Novello, 2s. 6d. 

Violin Makinu : As it was and 
as it is, by E. Heron-Allan. Demy 
8vo. 2nd ed. 362 pp. Illus. 
Plates. 1885. Ward, Lock, IOh. 6d. 

ViOLiiJ Making, by W. H. May- 
son. Cr. 8vo. 108 pp. 31 IIIuh. 
1902. Strnd., Ss. 

Violin School, by F. David. 
Novello, 18s. 
{Voice Production. See section 20. ) 
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Boat Building. 

Boat Boilulvo for Amateurs, 
by A. Neison. Cr, 8vo. 2nd ed. 



108 pii. 70 nius. 1901. Upcott 
Gill, 2b. fid. 

BriLi.iNG Model Boats, ed. by 
Hasluck. Cr. 8vo. 160 pp. 16& 
lUus. 1900. Cassell, Is. 

Canoe and Boat Bdildini), for 
Amateurs, by W. P. Stephens 
(U.S.A.). Cr. 8vo. 8th ed, 264 
pp. 50 Plates of Working Draw- 
ings. Spon, 9h. 

PftArnCAL Boat Buildiwo and 
Suling, for Amateurs, by A. Neison, 
D. Kemp and G. C, Davies. Cr. 
8vo. 2od ed. 198 pp. 70 Illns- 
Platea. Upcott Gill, 7a. 6d. 

Boat and Canoe Sailing. 

Canoe HANnuNti and Saujsg, 
by C. Bowyer Vaui. 168 pp. Illus.. 
Forest & Stream Pub. Co., N.T., 
»1. 

Practical Boat Sailibh ; Man- 
agement of Small Boats and Tachts, 
by D. Frazer , U.S.A. ). 12mo. 142 
p]i. Illus. Kegaa Paul, 4h. 6d. 

Board of Trade Examinations. 

CoNCISK CiflDB TO BoAlir OP 

Trade Examinations, for Mastera 
And Mates of Foieign-going Vessels, 
by A. E. Nicholla. Demy 8vo. 36* 
pp. 1902. Simpkin, 7s. <>d. 

Definitions, with Diagrams for 
Board of Trade Examinations and 
New Regulations for Preventing 
Collisions at Sea, by J. Tait. Cr. 
8vo. 2nd ed. 1903. Simpkin, 
la. 

Ex TEA- Masters, Masters and 
Mutes Exams, by 0. Morris. 2nd 
ed. 1903. Houlston, 10a. 

Guide-book to the Boajid < 
Trade Examinations, for Mates and. | 
Masters of Foreign .going and Home- 
trade SaUing and SteBinshipa, by 
Capt. A. Wood. 500 pp. 90 Illua. 
W. Kidd, Dundee, 7s. 6d. 

New Gl-ii)E to Board of T&adb 
Examinations of Mastera and Mates 
for Certificates of Competency, 
Reed's. Cr. 8yo. 14th ed, 1903. 
Simpkin, fa. 

Rgeo's Guise to Board of Tradb | 
Examinations, by W. H. Thom- 
8vo. 4th ed. 1902. Simpkin, 
18s. 
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Cookery, Ship's. 

Skip's Cook ash Stk ward's 
GuLile : Hints an MunagHniant and 
250 Recipea by J. B. Wilson. Demj 
8vo. 70 pp. 1899. Potter, la. 

Deviation of the Comp&as. 

Dbvlatkins ok the Compass : 
Adinirnlty Manunl. 7th ed. 1901. 
J. D. Potter, 3b. 

Elememtaby Manual por Dbvia- 
iioN tit the Compass in Iron Ships, 
by Captain F. J. Evans, R.N. Royal 
8vc.. 150 pp. 46 lUus. 4 Charts. 
1903. Potter, Oh. 6d. 

Practical Compass Adjustment 
on Iron Composite and Wooden 
Veasela, by W. J. Smith. Demy 8to. 
62 pp. 1903. Seattle Nautioal 
College (U.S.A.). $2. 

Practical Information on the 
Deviation of the Cuinpass, by J. 
T. Towson. Demy 8vo. 173 pp. 
Diagrams. 1899. Potter, is. 

T^BATIBK OH BLBCTBO-.WAQNBTIC 

PhenomeiiH and on the Compass 
and its Deviations Aboard Ship, by 
Commander T. A. Lyons (U.S.A.). 
Vol. I. 8vo. 556 pp. 38S Ulna. 
1901. Chapman, 2as. 6d. 

Dictioaaries, Gloasaries. 

DicriosARY OF Sea Tbbms, Etc. ; 
English - French, by W. Pierre, 
18ino. 1895. Dulau, 5s. 

tiLDSSAST OF Naval Tebms in 
Hindustani, by J. C. Mascarenhas, 
City of London College. 

Naval Dicxionarv ; Enolish, 
Dutch, French and Geniiau, by D. 
J. BiKDm. Cr, 8vo. 714 pp. Potter, 
10^. 

Ska Terms, Phrases and Wokiw 
Dictionary : English - French, 

French - English, by W. Pirrie. 
Fcp. 8vo. 1895, Lockwood, oa. 

Tbchsical Majune Dictiosaby 
Gel-man, Italian, French and 
iSinglish, by V. E. Dabovioh. "Vol. 
I. 8vo. 1248 pp. Dulau, SSs. 



(FUea. 



See Signalling;, tielow.) 
(Docks and Harbours. See 
.=*»■. 16.) 



Horses on Ships. 

HoiWBS ON Board Ship, by M. H. 
Hayes. Cr. 8vo. 271 pp. 24 lUu.s. 

1902. Hurst & Blackett, :b. 6d. 

Latitude and Longitude. 

Chronometer Tables, or. Hour 
Angles for Selected Altitudes be- 
tween Latitudes 0° and 50", by P. L. 
H. Davis. Small 4to. 205 pp. 1902. 
J. D. Po'Mr, lOs. 6d. 

HooB Anhleb of thb Sun, Moon 
and Stars, for Latitude and Declina- 
tion, 0°-80° and Altitude 5''-64''. 
Royal 8vo. 31 pp. 7 Illus. 1891. 
Potter, 38. Od. boards. 

liAnTCDB AND Longitude : How 
to Find Them, by W. J. Millar. 
Cr. 8vo. 2nd ed. 64 pp. 1903. 
Griffin, 5a. 

Notes on thb Manaokment op 
Chronometara and the Measurement 
of Meridian Distances, by Rear- 
Admiral C. F. A. Shadwell, C.B. 
Royal 8yo. 228 pp. Illu^i. 1861. 
Potter, 4a. 6d. 

On Finding the Latitddb and 
Longitude ia Cloudy Weather and 
at Other Times, by A. C. Johnson, 
R.N. Royal 8vo. Zflthed. 57 pp. 

1903. Potter, 5a. 

Sun's True Bbarinu or Azimuth 
Tables, by Captain J. E. and P. 
L. H. Davia. Royal 8vo. 256 pp- 
1900. J. D. Potter, 10^. 6d. 
(Marine Engineering. Section 21.) 
Marine Insurance. 

DifiBHT OF Law Reiuitino to 
Marine Insurance, by M. D- 
Ghalmers and D. Owen. Demy 
8vo. Clowes, 10s. 

Marine Insurance, by W. Gow. 
Gl. 8vo. 3rd ed. 400 pp. 1903. 
Macmillan, 5s. 

(See also p. 133.) 
Marine Law. 

Hanpbook on Law and Practiob 
Relating to Registration of British 
Ships, by F. W, Gurdner, Demy 
8vo. 2nd ed. 1900. Spottiswoode 
& Co,, 5s. 

Legal Dctibb of Shipmasters, 
by B. W. Ginsburg. Cr. 8vq. ^\S. 
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Marine Law, ( 



: N. 



n 8 hi]) froui anil including the 
AgrMineot to Build her unti] nbe 
liecoiiiea a Total Loss, by A. 
Saunders. E. Wilson. 21b. 

Mbkcantilb U^nobdoe of the 
liinliilities of Merchant, Shipowner' 
(ind Undurwriter on ShipinentH by 
General VeBsels, by A. Wilson. 
Royal 12nio. 124 pp. 1683. Stevens 
& Sona, fln. 

MBRCHANrSiuFPiKa ACDi, 1894-7, 
with Notes, etc., by J. D. White, 
M.A., LL.M. Demy 8vi>. 2nd ed. 
18»7. Eyre & SpottUwoode, 7h. 6d. 

Tkkatise on the Law Kelaiuiq 
to Carriage of Goods by Sea, by T. 
G. Carver. Royal 8vo. :ird ed. 
1900. Clowea, 36a. 

Uedical Guides. 

Medical ano Sdrgicai. Helf 
fur Shipni»Ht«rs and Officers, by W. 
J. Smith. Cr. 8vo. 2nd ed. 82 
Illus. Coloured Plates. 1900. 
Griffin, fls. 

Ship Captain's Medical Guide, 
by H. Leach. Cr. 8vo. 13th ed. 
206 pp. 1901. Sinipkin, 2s. 

Nautical Astronomy. 

Nautical Autrosomy Made East, 
by A. C. Johnaon, R.N. Royal 
8vo. 32 pp. 1900. J. D. Potter, 
3b. boitrdii. 

Nautical Astronomy, tor Ele- 
mentary Students, by H. Evers, 
LL.D. Gl. 8vo. 144 pp. Illua. 
1873. Collins, Is. 

Nautical Tables Rbquisitb fob 
Navigation and Nautical Astronomy, 
by Lieut. H. Baiter, E.N, Royal 
3vo. 19th ed. 92a pp. 1903. 
J. D, Potter, lOs. 6d. 

Stab's Tbub Beabino ue Azimutb 
Tables, by P. L. H. Davis. Royal 
* . 267 pp. 1903. J. D. Putter, 
lOs. 6d. 

Navigation. 

COMPLBXE BpIIOMB OF PbACTICAL 

Navigation, by J. W. Norrie. Royal 
8vo. 537 pp. lUus, 1900. Nori'ie 
& Wilson, 16b. 
GciPB IN Navigation and Nauti- 



cal Astioaomy to Board of Trade 
Examinations, for Mait^a and Mas- 
ters of Foreign^goi^ St«am and 
Sailing Ships, by J. Tait. Cr. Svo. 
25C pp. 1901. Simpkin, 7s. 6d. 

Lectubes on Elehentast Navi- 
ijATioN, by Rev. J. B. Harbord, 
M.A. Cr. 8vo. 129 pp. Ulus. 
1895. J. D. Potter, 7a. 6d. 

Modern Navigation ; Tbktbook 
of Navigation and Nautical Aatio- 
nomy, by W. HaU. Cr. 8vo. 
pp. 1904. Olive, 6a. 6d. 

Nautical Tables, for British 
Seamen, by R«t. J. Ininan, D.D. 
Royal 8vo. 562 pp. 1900. K^an 
Paul, 16s. 

Navigation, for Students, by J. 
Don, M.A. Fcp. 8vo. 168 pp. 
72 lUas. 1893. tTiambors, 2s. 

Navigation and Nautical As- 
TKONOMY, by W. R. Martin. Royal 
8vo. 3rd ed. 429 pp. 187 Illus. 
7 Plates. 1899. Longnuins, 18g. 

Navigation and Nautical As- 
tronomy, by J. H. C. Coffin. 12mo. 
52 Blue. Van Noatwnd, N.T., 
$3.50. 

Navigation and Nautical As- 
TBONOMT, by F. C. Stebbing. 8vo. 
352 pp. 1903. Maomillan, 8s. 6d. 

Navi&ation, Practical and Theo- 
retical, by D. Wilson-Barker and 
W. Allingham. Cr. 8vo. 154 pp. 
61 lUus. 1896. Giriffin, 3s. 6d. 

Navigation Simplified, by 
System of Teaching on First Piin- 
oiplea, by Capt. P. Thompson. 
Royal 8vo. 353 pp. Illas. 1900. 
Potter, 12s. 

Practical Navigation, by 
Greenwood and W. H. Roaser. 
12mo. Illus. Lockwood, 7s. 

Prapticb of Navioation . 
Nautical AHtronomy, by Lieut. H. 
Bai>bv, R.N. 19th ed. 934 pp. 
Illus. 1903. J. D. Potter, 16b. 

S BO' -INSTRUCTOR IN NAVIGATION, 

Nautical Astronomy, by W. 
RoHser. Koyal 8vo 626 pp. tUus. 
1898. Nome & Wilson, lOs. 6d 

SBU-IUaTEUCTlON IN THE PRAC- 
TICE and Theory of Navigation, by 
the Earl of Dunraven. 8vo. 2 Tola. 
Vol. I. 354 pp. 65 nius. 1900. 
Vol. II. 390 pp, 139 lUua. 1900. 
Macmillfln, 21a. 
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TiON, by h. Young (U.S.A.)- 2ud 
ed. 244 pp. 1894. Chapman, 
lOa. 6d. 

Text. BOOS ox NAviOiTioN aku 
Nautical Aatroaomy, for Students 
and OfflcBfs, by J. Gill, Med. 8vo. 
380 pp. 212 lUiis. 1898. Long- 
mans, 103. 6d. 

Thboby and Peactice op Navi- 
QATios, for Elementary Students, 
by W. H. Barham. Gl- 8yo. IW 
pp. 60 Illua. 1893. Collins, Is. Od. 

Treatise on Navioatiok, tor 
Students, withChartsandDiagrama, 
by J. Merrifield, LL.D. Cr, 8vo. 
305 pp. 41 niuH. 1900. Long. 



■( Practical Navioa- 
TiON, by S. T. S. I^cky. Demy 
8vo. 14th ed. 842 pp. 120 Illas. 
1903. Philip, 25s. 

RuXEa OF THE Road at Sea, by 
H. S. Moore. Royal 8vo. 3rd ed. 
418 pp. 1900. Potter, 7s. 6d. 

(Navy. See section 48a.) 



Pilots. 

CnscisE Navigatino Dirbctiosb 
for the River Thames, from London 
Bridge to S. Foreland, with Supple- 
ment to December, 1901, by S. 
Penney. lOfi pp. 19 Charts. 1898. 
J. D. Potter, 7b. 6d. 

Pilot's Handbook poe the 
English Channel, by Staff- Com- 
mander J. W. King, R.N. Royal 
8vo. 14th ed. 220 pp. 22 Plates. 
1902. Pott«r, 7h. ei 

Soils and Rig-gin^ . 

AttT AND PEACTICE op SaILMAK- 

Di.i, by S. B. Sadler. Sm. 4to. 
IlluH. Plates, Ltjckwood, 12a. 6d. 

RiGOER'a Guide and Sbasian's 
Asidstant, by C. Bushel!. Sni. Svo. 
Tth ed. 254 pp. Illua, 1893. 
Simpkin, 3s. 

Sahob's Book of Knots, Bbnus, 
Splioes, etc., in Colours, with Tables Co,, h 



Salvage. 

Law of Salvage, Towaob and 
Pilotage, by H. Newson. Demy 
8vo. 1886. Clowes, los. 

Salvage Opbeations ; Floating 
of H.M. Battleship Hour, by Rear- 
Adniiral G. T. H. Boyes. Royal 
8vo. 70 pp. 23 Plans and Dia,- 
grams. 1900. Potter, Bs. 

Seamanship. 

ABC Marikbr's Guide, by 
T. Stevens. Laige cr. Svo. 2nd 
ed. 388 pp. Leadenhall Press, 
7a. Bd. 

Know Your Own Ship, by T. 
Walton. Cr. Svo. 6th ed. 335 pp. 
142 Illus. 1901. Grimn, 7s. ad. 

Manualop Elehbntary Seahan- 
aHip, by D. W. Barker. Cr. 8 
3rd ed. 208 pp. 1902. Griffin. 

MoDEEN Seamanship, by A. M. 
Knight. Royal 8¥0. 2nd ed. 428 
pp. 136 Plates. 1902. Van Nob- 
trand, N.Y., 86. 

Nautical Diary and Das's Work 
Book. 4to. Annual. Simpkii 
2s. M, 

Practical Mechanics, for Sailors, 
by T. Mackenzie. Cr. 8vo. 2nd 
ed. 175 pp. 54 Illua. ISOl. 
Griffin, 3a. Cd. 

Sailors' Pockbt Book, by 

Bedford. Cr. Svo. 8th ed. 

lUus. 1898. Simpkin, 
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by Capt. Alston, 
enlarged by Capt. T. P. Walker. 
Cr, 8vo. 4th ed. 806 pp. 1902. 
Simpkin, lOs. 6d. 

Sbasianship, by Sir G. S. Nares. 
Demy 8vo. Tth ed. 334 pp. 313 
Illus. 10 Coloured Plates. 1897 
Simpkin, 21s. 

Text-book of SBAHANamt, for 
U.S. Naval Academy, by Com- 
mander S, B. Luce. Svo. Van 
Nostrand, N.Y., *10. 

The Sea : for Midshipmen, Ap- 

erentices, Engineers and Seamen in 
ritish Mercantile Service. Or. 
1902. Spottiswoode & 



of Strengths of Ropes, Wire Rigging, 
etc., by Capt. Jutaum. Cr. 8vo. 
1903. Simpkin, 2s. 

Sjji* AND Sailuakinu, by R. 
Kipping. Lockwood, Ss. 6d. 



YooNG Sbaslan's Manual and 
Rigger's Guide, by Capt. Burney, 
R.N,, C.E. Cr. 8vo, 13th ed. 
539 pp, 200 lllas. i.& ft-aii^w, -A 
Signa\a. I'SOl. 'S.e.asa.^wi!i.,1's..'J*. 
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SbipbutldinK. 

Modern Pbicticb or SHminLi)- , 
mo in Iron and St«el, for Advanced 
Students, by S. J. P. Thearle. 2 
vols. Vdl. I, Large cr. 8ro. 241 
pi>. Sllllua. 188H. 58. Vol.11. 
Rfttes. 10a. CuIIiub. 
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(Submarines. See section 16a.) 
Surveying, Nautical. 

Introduction to the Practicai. 
and Theoretical Study of Nautical 
SmTeying, by J. K. Laugh t^in, 
M,A. Or. 8vQ. 168 pp. 35 Dia- 
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Naval Akohitbct's and Ship- 
BUiLDBii's Pocket Book, by C. 
Mackrow. Fep. 8vo. 8th ed. 750 
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OILS, FATS, RECIPES. 
Analysis of Oils. 

ChbmicalTechnolooy akdA-Nai^ 
ysis of Oils, Fata, Wttxes, and of the 
Conimeroial Products derived there- 
from, bj Dr. J. Lewkowitflch. 3rd 
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Lewkowitsch, M.A. Demy 8vo. 
146 pp. 1901. Macmilka, Ss. 

OiL-CHBsnsTs' Hahiibook, by E. 
HopkiQH, B.Sc. (U.S.A.). Svo. 
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L, E. Andisa, Demy Svo, 2nd ed. 
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Drying Oils. 

Dbvinc Oils, Boiled Oil, amd 
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Illus. 1001. Scott, Greenwood, 
12,-i. 6d, 

Essential Oils. See Chemicals, sec- 
tion 13.) 

{Liquid Fuel. See Petroleum,) 
Lubricating Oils and LubricatioD. 
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by I. L Redwood. Demy Svo, 64 
pp. 3 Plates. 1898. Spon, 48. 6d. 
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Greases ; Their Origin, Preparation, 
^iea. Uses and Analyses, by 
Hurat. Demy 8v<), 2nd ed. 
317 pp. 66 Illus. 1902. Scott, 
"ceenwood, 10s. fld. 

Lubricahon and Lubeioanth, 
Theory and Practice of Lubrioation, 
by L. Arclibutt and M, Deeley. 
Large Svo. 451 pp. 123 lUus. 
1900. Griffin, 2l8. 
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to Chooae and how to Uae Lubri- 
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100 pp. Andrewa & Co., Man- 
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PRACnOAL COMPOUNDIBO OF OUS, 
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etc., by an Expert Oil Refiner. 
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Oil Trade Tables, DirectotY. 

rlERL'H.lSTS' MaNI'AI. AKD 

Oil Tnulo Ready-ret-koiier, com- 
I piled by F. F. Shorriff. Demy 8vo. 
I 2ad ed. reviiwd. 214 pp. lUM. 
[ Bcott, Greenwood, Ts. 6d, 

On. MiLUs DiRBCTOHY. Deiuy 

8vo. 1903. Siuipkin, 2i. 6d. boards. 

Petroleum, Liquid Fuel. 

Destri'ctive Distillation ; 

Umiualette of bhe Paralfin, Coal- 
Tar, EoHin-Oil, Petroleum and 
Kindred Industries, by E. J. MllLt, 
D.Sc. 8ro. 4th ed. Llua. Gurney 
& Jaokson, 5j. 

Ha^idbook oir Pbtroieum for 
Inspectord under the Petrol eucn 
Auta, and for those enga^^d in 
Storage, Transport, etc., by J. H. 
Thompson and Boverton Badwood. 
Large cr. 8vo. 300 pp. IB Illus. 2 
PktBs. 1901. Griffin, as. 6d. 

LiQHTHio {Vol. 11. of Groves and 
Thoru's Chemical Technology). Fnts' 
«ad Oila, by W. Y. Dent ; Steuiine, ] 
by J- McArthur ; Oandle Mauu- 1 
facture, by L. and F. A. Field ; | 
Petroleum Industry and Lamps, by ; 
Borertun Redwood ; Hinera' Safety | 
Lamps, by 6. Redwood and D. A. 
Louis. Royal 8vo. 401) pp. 3B8 
lUus. 1895. Churchill, 20s. 

LiguiD Fuel asd its Combustion, 
by W. H. Booth. 8vo. 400 pp. 
Button, N.T., S8. 

Liquid Fubl for MBCSiNiCiL 
and Industrial Purposes, by E. A. 
B. Hodgetta. Demy 8vo. 134 pp. 
106 EluH. 1890. Spon, as. 

Marinb TniSspoKT op Pexro- 
i^UM, by G. H. Little. Cr. 8vo. 
251 pp. 66 IUu4. 1890. Spon, 
10s. 6d. 

On. Fields o¥ Russia and the 
RusHiau Petroleum InduBtry, by A 
B. Thompson. Super Boyal 8yo. 
nius. Plates. 1904. Lockwood, 6Ss. 

Pbteolbcth iSD Iia Pbodocts, 
by Boverton Redwood, assisted by 
G. T. Holloway. 2 vols. Iiarge 
8vo. Plates. Maps. Vol. I. 403 
pp. 136 Illus. Vol. n. 327 IlluB. 
1896. Griffin, 45s. 

Pbtbolbum ; Its Development 
and Uhos, by R. N. Boyd. Cr. 8to. 
190 pp. 1895. Whittiiker, 2a. 



Pbt&oleum : Its Histdrt, Occur- 
KENCB, ProduoCiou and Use . 
from German of A. Veith and H. 
Hoefer by W. T. Braant. Royal 
8vo. 743 pp. 284 IUub. 3 PUbea. 
Baiifl, Philadelphia, 87.50. 

Petroledm iiAMp ; Its Caoiox 
and L'ae, by Captain J. H. Thomson 
aad B. Redwood. Or. 8vo. 104 pp. 
32 Illus. 1903. Griffin, la. limp. 

pBAcncAL Treatise ok Mimbbil 
Oils and their By-producta, by I. I. 
Redwood. Deiuy 8vn. 338 pp. B7 
IlluB. Plates. 1897. Spon, 15s. 

TbCHNOLOOY of PBTftOLEUM ; On. 

Fieldauf the World : Their History, 
Geography and Geology, Production, 
Drilluig and Transport ; trans, from 
French of Neuberger aad H. 
Noalbat by J. G. Mcintosh. Sujjer 
Royal 8vo. 650 pp. 163 Illus. 28 
Platen. 1901. Scott, Greenwood, 

2l8. 

Recipes for Oil and Colour Trades. 

CTCLOp.aiDii OP Practical Re- 
ceipts in the Arts, Manufauturea 
and Trades, including Pharmacy, 
Hygiene and Domestic Economy, 
by W. North, M.A-, and others. 2 
vols. 8vo. rth ed. 1827 pp. 371 
Illus. 1892. Churchill, 42s. 

Lee's Priceless Recipes for 
Laboratory, Workshop, Home and 
Farm. 368 pp. Laird ^ Lee, 
Chicago, 50c. 

OiLaKN's SirNDBiES ASD How to 
Make Them. Cr. 8vo. 128 pp. 
190L Maclarea, 6s. 

Recipbs for the Colodb, Paint, 
Varnish, Oil, Soap and Drysaltery 
Trades, compiled by an Analytical 
Chemist. Demy8vo. 350 pp. 1902. 
Scott, Greenwood, 78. 6d. 

Standard CvoLor.*DiA of Re- 
cipes, ed. by C. W. Dana. Henne- 
berry Co., Chicago, #1.60. 



Barometers. 

Aneroid Barombtbb : lis Cos- 
6TRUOTION and Use. ISiuo. 106 pp. 
Ulua. Spon, 2s. 
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BiROMBTRICiL DbTBRHINATION 

o£ Heighta, by F. J. B. Cordeiro 
(U.S.A.). Cr. 8vo. Spon, 48. 6d, 

Weaihbb Glasb : DHaoBiPTioNS 
of the BaroraeCer, by Rev. R. Tyiis, 
LL.D. 12mo. 3nd ed. 44 pp. 
lUuH. Bemroae, 6d. 

(Lenses. See section 51.) 
Maggie Lanterns, Slides. 

Book op the Lakibrs, with 
DLrectiotiH for Making and Colour- 
ing Lantern Pictures, by T. C. 
Hepworth. 6th «d. 286 i>p. 87 
lUus. 1899. Hazell, 3s. 6d. 

Lantern Slide Making, by F, 0. 
Lambert. Cr. 8vo. 144 pp. 27 
Dlua. 1901. Hazell, Watson, la. 

Lantern Suds Manual : Ijunbern 
Slide Making by All Procaaaea, by 
J. A. Hodges. Cr. 8vo. 202 pp. 
Plates. 1892. Haeell, 2s. 

Mahic Lantbbn and Its Man- 
AOBiiEST, by J. C. Hepworth. Cr. 
«vo. 75 pp. lOIUua. 1886. Ohatto, 
la. 6d. 

■ Optical LANTEBNa and Adoes 
S0RIB8, ed. by P. N. Hasluck. Post 
8vo. 160 pp. 147 Illua. 1901. 
Oassell, Is. 

Optical Projection : Tbeaiisb 
on the Use of the Lantern in 
Demonstration, by L. Wright. Cr. 
Svo. 438 pp. 237 IIlus. 1901. 
Longmans, 6a. 

(Photography, See aection 51.) 
Microscopy. 

Elk HEN TAR Y Text- BOOK op tut 
Microscope, by Dr. Griffith. Post 
«vo. 192 pp. 451 Illus. 12 
Coloured Plat«8. 1864. Gumej & 
Jockaun, 7s. fid. 

How TO Work with the Micro- 
scope, by Dr. L. S. Beiile. Svo. 
'Sth ed. 100 Platea. Harriaon & 
■' Sons, 21s. 

Mh.THOUS AMD FORMUL.B UsBD 

in the Preparation of Animal and 
Vegetable TisBues for MioroMoopical 
Examination, by P. W, Si]^uire. 
Cr. 8vo. 93 pp. 1892. Churchill, 
3s. fid. 

Methods of Microbcopicai. Rb- 
iABOH, by A. C. Cole. Demy 8vo. 



2nd ed. 207 pp. 10 lUus. 1895. 
BaiUi&re, 63. 

Micbohcopb ANr Iw Revelations, 
by W. B. Carpenter ; revised by W. 
H. Dallinger. Demy 8vo. 8th ed. 
1202 pp. 900 Illiis. 22 Plates. 
1901. Churchill, Ws. 

Modbbh Micb«4copy for Be- 
(iiNNKEta, by M, I. Cross and M. J. 
Cole. Demy 8vo. 2Qd ed. 182 pp. 
40 Il!u3, 1896. BaiUi&re, 3s. 6d. 

One Thousand Objects of the 
Microscope, by M. C. Cooke. Cr. 
8vo. 180 pp. 12 Plates. 1900. 
Wnrae, 2a. 6d. 

Practical Mbthotm in Mjcbo- 
scoPY, by C. H. Clark. Cr. Svo. 
2nd ed. 261 pp. 52 Illus. 17 
Plates. 1896. Isbister, 63. 

The MicBoacoPB : Introduction 
to Microscopical Methods, by 8. H. 
Gage (U.S.A.). Demy8vo. 8t!i ed. 
282 pp. 231 Illua. 1901. Guten- 
berg Press, 7s. 6d. 

Optical. 

OP THE Eye and Rb- 
by G. M. Gould, M.D. 
and W. L. Pyle, M.D. Or. Svo. 295 
pp. 109 Ulus. 1900. Gutenberg 
Press. 5a. 

Blbhbntary Ophthalmic Optics, 
by F. Fergus. Cr. Svo. 116 pp. 
1903. Blackie, 3s. 6d. 

EbBORS OP Account on ATION AND 

Refraction of the Eye and their 
Treatment, for Students, by E. 
Clarke- Or. 8vo. 236 pp. 1903. 
Bailliere, 5s. 

Eye and Ith Care, for School 
Teachers, by Dr. F. Allport, Post 
8vo. 48 nius. Lippincott, 6s. 

Bybsight and School Life, by 
S. Snell. Demy 8vo. J. Wright 
& Co., Bristol, 28. 6d. 

Glass fob Optical Purposbs ; 
Four Lectures, byR. T. GlaKebroofc, 
M.A., D.Su. Demy 8vo. 
Society of Arts, Is. paper. 

Key to Sioht Tbstinu, by H. L. 
Taylor and W. 8. Baxter. Demy 
Svo. 366 pp. Hlus. 1902. J. & 
H. Taylor, 54 Tenby, Birmingham, 
64. 

Lens Work for Amatbubh, by 
H. Ortord. SniaU cr. Svo. 240 pp. 
lUuH. 1894. Whittaker, 3s. 
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Optical, (wnfiHHHf. 

Monmx Omrii. Ikbtepmenth, 

byfl.iMurd. go. or. »to. 100pp. 

tllufl. ISBS. WhitUker, 2h. 6d. 

irpticAL Ham;u. : Haxpbook 
for riiiiiUni« vf SnrKtxinH in Testins 
Kui^ruitD, etc., bv Siirguon-Generm 
T. Longmote, C.B. 3rd ed. 1885. 
Ejre & SpottiBwoMlo, Is. 6d. 

Optical Tables jlSD Data fok 

aliuiJUiH, liy S. P. Thompson, D.Sc. 
I. 8ro. 1»00. Spon, 6h. 
Oi^ciAS's Handbook, by lui 
Ophthnlinic Surgeun. 12ma. 132 

Sp. &6 IIliiH. Outenberg Prens, 
s, «d. 

RKr&ACTio.f ot THE Ete, for 
Studente, Iiy Q. Hiutridge. Cr. 
8vo. I2tli cd. 288 pp, 105 Illus. 
1003. Churchill, 6a. 

RBMiAcmoN : Simple a»i> Concibk 
TreittJHe on Practical Sight Testing, 
by G. E. Druiff. RoyiU 8vo. 3O0 
pp. 136 niua. 1903. Anglo- 
Amcriuui Optical Co., lUa. fid. 

SpECT*a.Ba ANli Ete-olashes : 
Their ForiuH, Mounting and Proper 
Adjiutment, liy R. J. Phillips, M.D. 
Cr. 8vo. 2nd ed. 105 pp. 49 Illus. 
1900. Gutenberg Preaa, is. 

Stereobcopic Peekombna ov 
Light and Sight, by T. Brown, 
Demy 8vo. 100 pp. lUus. 16 
PlatBJi. 1903. Gutenberg Press, 
3:*, ad. 



Paints, Colours, Pigments. 

Analysis of White Paists, by 
G. H. Ellia, B.8c. /Jmff.t, Oils and 
Paintii, Philadelphia, «1,50. 
Chbmibtry of Paimtb ANii Pautt- 
ra, by A. H. Church, M.A., D.So. 
Lni^ cr. 8to. 3rd ed. 355 pp. 
1901. Seeley, 6h. 

ChBMISTKY op PlGMBNlfl, by E. 

3. Parry, B.Sc, and J. H. Coate. 
Demy Svo. 285 pp. 5 Illua. 1902. 
Scott, Greenwood, 10«. (id. 
" "ipNAair OF Chbmicals ast. 



Raw ProducU iised in the Hanu- 
facture of Paints, Coloara ami 
Allied Preparations, by G. H. Hurst. 
DemySvo. 380 pp. 1901. Soott, 
Greenwood, Ta. 6d. 

Facts about I^ocesbbs, Pia- 

KSW and Vehicles, by A. P. Laurie. 
Cr. Svo, 131 pp. niuB. 1895. 
Maciiiillan, 3s. 

Iron - corrohion, Ahti - fovubg- 
and Anti-corrosive Paints, from 
German. Demy Svo. 275 pp. 62 
'" . 1903. Scott, Greenwood, 
U)i. 6d. 

MASXiPACTKfii! OF Lake Piombbts 
from Artificial Colours, by F. H. 
Jennison. Demy Svo. 136 pp- 
16 Coloured Plates, showing sped^ 
mem of 89 colours specially pre- 

Kred from recipes given in the 
ok. 1900. Scotl, Greenwood, 
73. fld. 

Mantjfactltre or Mineral abh 
Lake Pigments, by Dr. J. Bersch, 
trans, from German l>y A. C. Wrigh^ 
M.A., B.8c. Demy 8vo. 476 pp. 
43 nlua. 1901. Scott, Greenwood, 
12s. Sd. 

Makdfacture Of Paint, by J. C. 
Smith, B.Sc. Demy Svo. 200 pp. 
nius. 1 Plate. 1901. Scott, 
Greenwood, 7s. fid. 

On. Colours and PaiNTiNO Inkb, 
trans, from German of L. E. And£s. 
Or. Svo. 216 pp. 56 Blus. 1903. 
Scott, Greenwood, 53. 

Paint and Colour Mixiko, by 
A. S. Jennings. Demy Svo. 2nd 
ed. 152 pp. 72 samples of paint 
of vBri<JU.^ colours. 1904. Spon, 5s. 

Pajntebs' Colours, Oils and- 
Varnishes, by G. H. Hurst. 3rd 
ed. Illua. li>02. Griffin, 12h. 6d. 

Painters' Laboratory Guide, 
Handbook on Paints, Colours and 
Varnishes, by G. H. Hurst. Cr. 
Svo. 2oS pp. 22 Illus. 1902. 
Grifttn, 5s. 

Pigments, Paint and Painttro, 
by G. Terry. Cr. Svo. 392 pp- 
49 niuB. 1893. Spon. 7a. 6d. 

PRACTICAL TrBATIBB ON THB. 

Manufacture of Colours for Painting, 
by Ritfault, Vergnaud and Tossaint, 
trans, by A. A. Fesquet. Med. 
Svo. 669 pp. 80 Illus. 1874- 
Baird, Philailelpbia, 36. 
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Simple Methods fok Testino 
Painters' Materials, by A. C. Wright, 
M.A., B.Sc. Cr. 8vo. 100 pp. 
1903. Scott, Greenwood, oa. 

Stoubnt's Mamoai op Painih, 
Colours, Oils and Vamiahes, by J. 
Furnell. Cr.Svo. 96 pp. 12 IlIuB, 
1903. Scott, Greenwood, 2a. 6d. 

TEHTraa AND Vaiuation of Raw 
Materials uaed in Paint and Colour 
Manufacture, by M. W. Jones. Cr. 
■ 8yo. 88 pp. 1900. Scott, Green- 
wood, 5s. 

Thomas' American Paint 
Trades Reference Book, 20,000 
uames of American firms and rating. 
Annual. Thomas Pub. Co., N.Y., 
87.50. 

(Painting and Decorating. See 
section 33.) 

Varnishes, Resins, Polishes. 

Analysis of Resins and Balsams, 
trans, from German of Dr. K. 
Diaterich. Detny Svo, 3<t0 pp. 
1901. Scott, Grennwood, 7s. 6d. 

MAHUFACTirBB Of VAKNISHlfl, 

Oil Refining and Boiling, and Kin- 
dred Industries, trans, from Frenuh 
of A. Livache and adapted to 
English practice by J. G. Mclntoah. 
Demy 8vo. 400 pp. 27 Ulna. 1899. 
Soott, Greenwood, 128. 6d. 

( )ILS AND ViKNIBHBS, by J. 

Cameron, Cr. 8vo. 3rd ed. 376 
pp. Illus. I89ti. Churchill, 7s. 6d. 
Practicai. Polish and Vabnish 
Maker, by H. C. Standee. Cr. 
8vo. 280 pp. 1893. Spon, 6h. 

VAUNlSHBa, IiACtJUBRS, PsDTtlNG 

Inks and Sealing-waxes, by W. T. 
Brannt. Cr. 8vo. 338 pp. 39 
Illus. Baird, Philadelphia, S3. 

Emery GriodtnE. 

EiiBRY Gbinhinci Machinerv, 
by R. B. Hodgson. Cr. 8vo. 180 
pp. 143 lUuH. 1903. Griffin, 5a. 

Section SO, 

PATENTS, TRADE MARKS. 

Eni.:lj3h Patent Acts, arranged 
as a Code, containing the text of 
the Acts of 1883-1902. Cr. 8vo. 
"" p. 1903, Simpkin, 28. 6d. 



GbEANINOS PROM PaTBNT LaW OP 

all Countries, by W. L. Wise, J.P. 
Pt. I. Argentine Republic and Ger- 
many. Post 8vo. 2nd ed. 208 pp. 
1896. Caasell, 2a. 

Guide to Search Department 
of Patent Offtoe Library, with Dic- 
tionary of Trade or Fancy Words. 
99 pp. 1901. Patent Office, 6d. 

Handbook of Patent Law op 
all Countries, by W. P. Thompson. 
12mo. 9th ed. 1892. Clowes, 
2a. Bd. 

Handy Guide to Patent Law 
and Practice, by G. F. Emery, 
LL.M. 2nd ed. Demy 8vo. 390 
pp, 1904. E. Wilson, los. 

Infhinoehbst of Patenm for 
Inventions, not Designs, by T. B. 
Hall (U.S.A.1. 8to. R. Clarke 
Co., Cincinnati, tS. 

Intbbnational Directory op 
Patent Agents. 1901. W. Reeves, 
6i 6d. 

Inventors' Manual ; How to 
Work a Patent to Make it Pay. 
116 pp. 1901. N. W. Henley & 
Co., N.T., 81. 

Law and Practice Connected 
with Patents for Inventions, with 
Reprints of Patents Acta, by J. 
and J. H. Johnson. Gl. 8vo. 164 
pp. 1900. Longmans, 2i. fid. 

Law and Practiob Relating to 
Patents, Trade Marks and Designs, 
by D, Fulton. Demy 8vo. 830 pp. 
1902. Jordan, 16s. 

Law and Practice under Pa- 
tents, Designs and Trade Marks 
Acts, 1883-8, by W. N. Lawaon, 
M.A. Demy 8to. 3rd ed. 796 
pp. 1898. Buttarworth, 278. 6d. 

Law Practice and Pbocedtjbb 
Relating to Patents, Daaigna and 
Trade Marks, by S. Brice. 1886. 
Clowes, 188. 

Law Rblatinu to Traiie Marks, 
Trade Name, Merchandise Marks, 
by D. M. Kirby. Royal 8vo. 2nd 
ed. 1901. Sweet & Maxwell, 3Sa. 

Law Rblatin<i to Tradb Marks, 
by R. 8. Muabet. Cr. 8vo. 240 pp. 
1885. Smith, Elder, 6s. 

Manual of Jafanesb Laws ani> 
Rules Relating to Patents, Trade 
Marks, etc., by W. S. Ksa.. ■*.-^«- 
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Patents, Trade Marks, ■w.iln.'r-l. 

Notes on Paiesim \si> Tbade 
MarkH, hj £. E. Evans Jaduoa. 
1001. M&nlon, Sou & Hall, Is. 

pAtENT, Dbsius a>id Trade 
Marks Ac^ 1883, bj C. Uiggins. 
Demy 8vo. 1884. Clowes, I2s. 6d. 

pAIBMXSE'fl MjlSVjlL, by J. and 
' J. H. JohnBon. Demy Svo. 6th ed. 
18110. Clowes, 103. 6d. 

Property in Trade Marks : 
Manual on Trade Marbt and their 
Protection. 2nd ed. li)04. Brewer 
& Son, Is. 

Supplement to Pate.nt Laws 
of the World, by A. and E. 
Cftrpinel ; edited by a Cuinniittee ot 
Institute of Patent Agents. 8vo. 
1689. Clowes. 10s. 

Section 51. 
PHOTOGRAPHY. 

Amateuh Photouraphbr, by E. 
WaUauB. 12nio. 5th ed. H. T. 
Coates & Co., Philadelphia, »1. 

Amateur Photographt, by W. 

J. L. Adams (U.S.A.). Or. 8vo. 
Gay & Bird, 4s. 

American Annual op Photo- 
OKAFHY, ed. by W. E. Woodbury. 
Med. 8vo. 418 pp. G. Houghton 
& SoQ, 3s. 

Abchitbctueai Photography 
for Amateurs, by G. A. T. Middle- 
ton. Cr. 8vo. 80 pp. lUus. 1898. 
HazeU, Is. 

Barnbt Book op Photographt, 
by Practical Writers. Large cr. 8vo. 
fith ed. 284 pp Illus. 1901, 
Elliott & Sons, fiaraet. Is. 

Dbyelopino and Developers, by 
G. C. Brown. Cr. 8vo. 132 pp. 
1900. HazeU, la. 

DicnosART OP Photography 
for Amateur and Professional, by 
E. J. Wall • revised by T. Bolas. 
Or. 8vo. 8th ed. 660 pp. 1902. 
fiaitell, 7s. 6d. 

Elementary Photographt, by 

J. A. Hodges. Cr. 8vo. 4th ed. 

.162 pp. 30II1U8. 1900. HazeU, Is. 

Enlarge UENTB ; Their Pboduc- 
s and Finish, by G. R, Smith. 

:. 8vo. 1903. HazeU, Is. 



ElPERlHBNTAL PhOKXIRAPHY, by 

J. Loaper. Cr. 8vo. 3rd ed, 
103 pp. DluB. 1898. HazeU. Is. 

ExpoBuBE Tables for Photo- 

LAPHERS in India and the Bant, by 
G. Ewing, 12mo. Thaoker, Ir. 

P^ ash-light Photoobaphv, by 

. Slingsby. 4to. 4 Ulus. 1902. 
Marion & Co., 4s. 

Handbook op pHoTO(;Bi,pttio 
Terms, by W. Heighway. Or. 8vo. 
Carter & Co., 2s. 6d. 

Handbook op Photoobaphy for 
Amateufs in India, by G. Ewing. 
8vo. 623 pp. lUiiB. 1895. 
Thaeker, 7rs. 

How TO Take and Fake Photo- 
graphs, by 0. Holland, Cr. 8vo. 

1901. Pearson, 1b. 
Instruction in Photography, 

bySirW. deW. Abney. 8vo. 10th 
ed. 502pp. 176 lUus. 1900. Low, 68. 

Modern Photography, by W. 
K. Burton. Cr. 8vo. l^th ed. IUub. 
Carter & Co., la. 

OzoiYFE ; New Process for 
Pictorial Photography, by T. Manly. 
Cr. 8vo. 80 pp. 1901. HazeU, Is. 

Photograhs FDR THE Yeab : 
Best Photographic Work Eepro- 
dueed and Described. Uoyal 8vo. 
Annjal. Dawbam & Ward], 3s. 

Photoqraphio Enlaboembsts ; 
How to Make Them. 7th ed. G. 
Wheeler & Co., Manchester, Is. 

Pbotocbapher's Notebook, by 
Sir D. L. Salomons, M.A. lOmo. 
New ed. 43 pp. Marion & Co., 1b. 

Photographic Manipulation, by 
L. Price. Cr. 8vo. 2nd ed. 304 
pp. lUua. 1868. ChurchUl, 6s. 6d. 

Photographt, Artistic and 
Scientific, by A. B. Chatwood and 
R. Johnson. Demy 8vo. D. 
Douglas, Edinbui^h, 10s. 6d. 

Photography as a Fine Ajit, 
by C. H. Caffin. Imp. 8vo. 300 pp. 
100 lUus. 1901. Doubleday, Page 
& Co., N.Y., $3. 

Photography fob Naturalisos, 
by D. English. Royal 8vo. 132 pp. 

1902. Iliffe, 5s. 
PaoToQRAPHT ; Its History, 

Processes, Apparatus and Materiala, 
by A, Brothers, Demy 8vo. 2nd 
ed. 367 pp. Pktes anil 117 Illua. 
Griffin, 21a. 
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PlCTlIRK-HUKIXr. BY pHOTO- 

.iR*PllY. by H. p. Robinson. Cr. 
8vo. 5th eil, 140 pp. 1903. 
HaKell, 2h. 6d. 

PoRTRilTfaB BOB AMATBtTBH 

without a Studio, by F. C. Lam- 
t)ert. Cr. 8vo. 126 IUuh. Part I. 
Technical. Part H. PictoritJ. 1903. 
Ho/^ll, Is. each. 

Phactical a B C of Photo- 
uRAPHY, by E. J. Wall. I61110. 264 
pp. 1901. Drane, Is. 

Practical Guide to Photo- 
(VRAPHT. Cr. 8vo. 6th ed. 288 pp. 
lUus. 1898. Marion & Co., 2h. 6d. 

Pbacticai. Obthochromatic 

Pimtography, by A. Payne. Cr. 
8vo. 178 pp. 1903. Diffe, Is. 

Practioal Pictorial Photo- 
OEAPHT, by A. H. Hinton. Cr. 
8vo. 178 pp. Illus. 1900. Hazell, 
2s. 6d. 

pKACnCAI POCKBT BoOK OF 

Photography, by E. Vogel. 12mo. 
230 pp. 1902. SonoenHchdin, 2a. 6d. 

Selbction of Subject is 
Piotorlal Photography, by W. E. 
Tiiidall. Med. 8vo. 84 pp. 1902. 
Diffe, 3a. 6d. 

Short Chapterk os Art Photo- 
ORAPHT, by H. P. Robinson. 3rd 
ed. 54 pp. nius. 1899. Hiwll, U 

STUDtBe IN Photourapht, by J. 
Andrews. Cr. 8vo. 202 pp. 6 
Colltitype-s. 1892. Hazell, 3s. 

SoKLiGHT anh Shadow : Books 
for Photographers, ed. by W. J. L. 
Adam.'*. Lai^ 8vo. Baker & 
Taylor Co., N.Y., «2.60. 

Treatise on Photouraphie, by 
Sir W. de W. Abney, K.C.B, 
D.C.L. Glolw 8vo. 10th ed. 42 
pp. 134 Illus. 1901. " 



Caueba!), Lenses a 
Cr. 8vo. ;- ■ ■ - 
BaxeU, Is. 

Makin'q akd Adapting Photo- 
CRAPHiO ApfMratuH, by F. W. 
Cooper, etc. 8i'ii. 180 Diagrama. 
1902. Dawbam, Is. 

Photoobaphic Apparatus: Mak- 



Photoorapkic Cameras asu Ac- 
cessories : How to Make Canieiiw, 
Dark Slides, Shutters and Stands. 
PoHtSvo. 100 pp. 240 Illus, 1901. 
Caasell, la. 

IE OF THE Hand Casibra, hj 
C. Holland. Cr. 8vo. 198 pp- 
Illiia. Constable, 2s. 6d. 

Cbeniistry of Photo^aphy. 

Chemistry of PHorotiEAPHY, 9 
Lectures, by R. Meldola. Cr. 8to. 
382 pp. Illus. 1891. Macmillan, 6a. 

Elementary Chemistby ojt Photo- 
(iRAPHic Chemicals, by C. S. BUis. 
Or. 8vo. 1903. Hazell, la. paper. 

Manual op Photocirafhic Chbu- 

TBY, Theoretical and Practical, by- 
T. F. Hardwick and J. T. Taylor. 
Fcp. 8vo. 9th ed. 404 pp. 57 
lUus. 1883. Churchill, 7b. 6d. 

PeoTOORAPHic Ohbhistry, 3 
Lectures, by Prof. R. Meldola, 
F.K.S. Demy 8vo. 1891. Society 
of Arts, Is. paper. 

Colour Photography. 

Colour Photogbaphy, by A. E. 
Smith. Cr. 8vo. 72 pp. Illua. 
1900. Haaell, Is. 

Handbook of Photography in 
Colours. Sec. I. Heliochromy, by 
Thos. Bolaa, Sec. II. Tri-colour 
Photography, by A. A. E. Tallent. 
Sec. III. Interferenoe Heliochromy, 
by E. Senior. Cr. 8vo. 343 pp. 
Illus. 1900. Marion & Co., 5s, 

Tbreb Colour Phoxooraphy, 
by A. von Hubl. Trans, from 
Gierman. 8yo. Illus. 1904. Pen- 
rose, 7a. 6d. 



First Book of the Lbks, for 
Phol4H5raphen<, by (.'. W. Piper. 
Cr. 8vo. 170 pp. Illus. 1901. 
Hazell, Wataon, 2h. 6d. 

Lenses and Svhtems of LeiiKBs. 
Heated Mathematically, by 0. 
Pendlebury. Demj 8vo. 96 pp. 
1884. Bel!, 5a. 

TKLBPHOTOoaAPHY : ELEMENT ABY 

Treatiae on Construction and Ap~ 
plicatioa of the Teleph olographic 
LenK, by T. R. Dallmeyer, 4to. 
145 pp. 66 Illua, "ift^SsfciB*,. >39J«i- 
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TBK IJtNB ; PuiCTICAI. GuiDK TO 
Ch(iic«, Uiie,TestinKi>f Photogruphk 
Olijiwtl\-eii, by T. BoUw luid (J, E. 
Brown. Doiiiy 8vo. 176 pp. Itt02. 
Dnwlttru, 2a. M. 

PuntinK Photo^kphs. 

AKti'C I'HcjTo.)iupnic Paiktiuii, 
by A. II. lJc*l, Cr. 8vo. Carter 
& Co.. 1«, 

How Kt Paist PboTimi&aphs i\ 
Oil niiil VVftUT-L-.il..iir. by A. Baker. 
12..I... m»l, Windsi.r.t'Newtoii, Is. 

Fhoto-nucrog^aph;, 

Ki.EMSRTAKY pHOTO-UICROIJItA- 

tiiv, by W. Rigahnw. Cr. 8vo. 70 
pp. llltu. 1903. niffe, U. 

KlRST StEPH IK HlCBO-FHOTUUKA- 

PMY, by F. M. Duncan. Cr. 8vii. 
10* ]»p, 1902. HMeU, Is. 

UtIinK Til THH SCIBHCB OF PhOTO- 

uiORQiiKiiPHV, by B, C, BouHfiiild, 
Ii.B.O,P. 8vo. 174 pp. 34 IlIuB. 
1892. Churchill, 6h. 

I'MoTn-MICttOORAPHY, by I. H. 

Jeimiiigit, MJd Prepwiug Bacteria, 
hy Dr. R. L. Maddoi. Cr. 8vo. 
Osrter & Co., 3a. 

Photo- MiCRouBAPHY ; Mot7ntini3 
and Preparing MioroHCopio t.)bJBCts, 
hy A. 0. M«lley, B.A., M.B. Cr. 
8vo, 2iicl ed, 166 pp. 28 Dlua. 
3 Plates. 1885. LewiB, 7h. 6d. 

Photogpraphic Optics. 

Chemihtrv of Linm ani> Photo- 
OKipHV, by H. Vogal. Or. 8vo. 
6th ed. 302 pp. 100 lUus. 1802. 
Kama Paul, 6a. 

CoNTRIBUTIOlfa TO PKOIOaBAPHlC 

Optics, by O. Lumnier and S. P. 
Ttompson. Med. 8vo. 135 pp. 
1901. Maomillan, 6s. 

Optics for Photociraphbrs, by 
W. K. Burton. Cr. 8vo. mus. 
Carter & Co., 1b. 

QprtcB or Photoobaphy anp 
Photojjraphic LenseH, by J. T. 
Taylor. S^. cr. 8vo. 250 pp. 68 
Illua, 1898. Whittaker, 3s. 6d. 

TitE4xi8B OS Photoobaphic Op- 
noa, by E. S. Cole. Or. 8vo. 338 
Van Nostrand, N.Y., 



Art and Pragticb or Sn,m 
Printing, by Sir W. de W. Abney 
and H. P. Robinson. Post Svo. 
136 pp. 34 niuB. 1888. Low, 
28. 6d. (Aper. 

Bbouide Printing, by F, C 
Lambert. Cr.Svo. 1903. HfteeU,l8. 

Carbon PamnirQ, by E. J. WalL 
5th ed. Plat«3. 1899. HaaeU, Is. 

Bleuestarv LeasriNS in Siltks 
Printing, by W. M. Ashman. Cr, 
8to. Carter & Co., la. 6d. 

FiSiHHiNO THE Nboattyb, by G. 
E. Brown. Demy 8vo. 160 pp. 
1902. DawUm, 2s. 6d. 

Gklatino - cnLOttiiiE of Silver 
Printing Out Process, for Photo- 
graphers, by W. E. Woodbury. Cr. 
8vo. 121 pp. 1891. HaKell, 23. 

P^OTO - AyuATiNT : The Gpm- 
BiCHBOMATE Prooeas, by A. M. and 
R. Demaroky. 56 pp. 3rd ed. 
Illua. IBOl. Ha«eU, la. 

Photo-lithoubaphv, for Photo- 
graphera, trans, from G. Fritz. 
Demy 8vo. 90 pp. 8 Illu.a. Plates. 
1895. HiiKeU, 3s. ed. 

Platinum Tonino, by L. Clark. 
Or. 8vo. 5th ed. Illua. 1897. 
Hazell, U. 

I^LATnroTVPE : Its Preparation 
and Manipulation, by Sir W. de W. 
Abney and L. Clark. Post 8vo. 
174 pp. 7 niua. 1895. Low, 
2a. 6d. paper. 

P^imoTYPE Printing, by A. H. 
Hinton. Cr. 8so. 2od ed. 92 pp. 
mils. 1901. Hazell, la. 

P.O.P. : Simple Book op Ih- 

RUCTION in Use of Silver Printing 
Out Paper, by A. H. Hinton. Cr. 
8vo. 1902. Hazell, la. 

Pra(?iical Guide lo Photo- 

iiNTiNG and Photo Median ical 

ProDesaes, by W. K. Bui't.m. Cr. 

8vo. 2nd ed. 415 pp. Illus. 1892. 

Marion, 4s. 



Retouching'. 

Art of Bbiouchino, for Amateur 
Photographera, by J. Hubert. Cr. 
8vo. 12th ed. 84 pp. 10 lUua. 
1903, Hazell, la. 

Art op Retouchino, Fhhshino 
and Colouring Photographs, by R. 
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Johnaon. Demy 8vo. 5th ed, 102 
pp. Plabea. 1901. Mwion, 2fl. 

ENAjrBLLlSO AND RbTOCCKIXO, 

for Photographers, by P. Piquepe. 
-Cr. Svo. CdTter, 28. 6d. 

Pracmcai, Kbtoochinq, bj D. 
Bubt. Cr. Svc 78 pp. 1902. 
Hifte. la. 

Studios. 

Photohbathic Studio : Ith Con- 
struction, Design and Selection of 
a Locality, by T. Bolas. Cr. 8' 
90 pp. 28I11UN. 1895. Marion, 
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I Diagrams. 1903. Olire, 
38. oa, 

Klbmektaet Treatise on 
Physics, Bxperiniental and Applied, 
by Ganot ; trans, by 0. AtkinHon. 
Demy 8vo. 16bh ed. 1,150 pp. 
1,048 lUus. 1902. Longmans, 15^. 

ESPERIMBNTAJ, SciBNCe, ELB- 

uentjlry, Practical and Elementary 
PhysiiiB, by G. M. Hopkins. Boyal 
8vo. 23rd ed. 1108 pp. 1902. 
Spon, 2l8. 

Elementary Tebatjse on 
Phyai&i, by Prof. Ganot ; trans, by 
E. Atkinson. Large cr. 8vo. 16th 
fld. 1142 pp. 1057 lUua. 9 
Plates. 1901. Longmans, 15h. 

Laboratory Manual of Physics, 
"by H. Crevf and R. R, Tatnall. Cr. 
8vo. 248 pp. 1902, MacmUlan, 
Ss. 

Manual of Laboratory Physics, 
by fl. M. Tory, M.A. and F. H. 
Pitcher, M.So. (U.S.A.). Cr. 8vo. 
388 pp. 65 Illus. Chapman, 8s. 6d. 

Mbahdbbubnt and Wkiquing ; 
First Year's Course in Elementajy 
and Practical Physics, by E. Edser. 

Cr. 8to. Ill pp. 36 Illus. 

Chapman & Hall, 29. 6d. 

Physics : Esperimbstal and 
Theoretical, by R. H. Jude, D.Sc, 
and H. Gosain. Part I. Mechanics, 
Hydrostatics aad Pneumatics. 223 
pp. 149 Illus. 1899. 3h. 6d- Part 



n. Heat. 566 pp. 388 Dlua. 1899. 
7n. 6d. Part III. Acoustics. 128 
pp. 49niu8. 1899. 2s. 6d. Chai>- 

SouND, Light and Heat, by M. 
R. Wright. Cr. 8vo. 3rd ed. 270 
pp. 166 Illus. 1890. Longmans, 
2s. 6d. 

Text-boor of Light, by R. W. 
Stewart, D.Sc. Cr. 8vo. 3rd ed, 
210 pp. Olive, 3s. 6d. 

Text-boor of Sound, by E. 
Catchpool. Cr. 8vo. 3rd ed. 210 
] pp. CU™, 3s. ed. 
(Chemistry. See section 13. Elec- 
tricity. See section 19, Me- 
chanics. See section 21. Optics. 
See section 48.) 
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Art of Swimming and Aids to 
Life Saving, by J. A, JarYia. Cr. 
8vo. 108 pp. 1902. Hutchinson, Is. 

Drill Book fur Elementary 
Schools (Swedish System), by J. 
LiahnUiU. Demy 8vo. 288 pp. 400 
Ulus. 160 Selections of Music. 
1901. Longmans, 7s. 6d. 

Drill for the Standards in Ele- 
mentary Schools, by A. Alexander. 
Or. 8vo. 2nded. 216 Ulus. Philip, 
2s. 6d. 

GiBLs' Physical Trajninu ; 
Movements to Music, by A. R. 
James. Super Royal ito. 100 pp. 
BluB. 1898. Macmillan, 7s. 6d. 

Gymnastic Esbrcises (1,076) on 
Horizontal and Parallel Bars, Rings 
and Horse, by F. J. Harvey. Cr. 
8vo. 1903. Physical Training Pub. 
Co., Is. 

Hbalthfui Exebcihbs for Girls, 
by A. Alexander. 177 pp. Bth ed. 
300 lUus. 1900. Phihp, 2«. 6d. 

Ideal Health and How to 
Attain It, by A. Bryce. Cr. 8vo. 
1102 pp. lUus. 1902. J. Wright 
■ & Co., Bristol, Is. 

Manual of Dbill and Physical 
Exercises, for Elementary and 
Secondary Schools, by T. Chester- 
ton. Cr. 8vo. 156 '^•^. %.V"SSissa. 
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Phjsical Training, eimtinwd. 

Manvaj. op Driu. asd Ward 
Exorcises, for Elementarj' and 
Secondary SohoolH, hy T. CheHter- 
ton. Cr. 8vo. 72 pp. 36 IUuh. 
37 Plates. 1901. Gale & Polden, la. 

Mandal op Phymical Cihtuiib 
and System of Musical Drill for 
Teachers in Schools, by G. Cruden. 
Cr. 8ro. 9th ed. 314 pp. 1901. 
Siropltin, 3s. 6d. 

Manual op Swedisb Driu, for 
Teachers and Stitdeuta, by G. L. 
Melia. Cr. 8vo. 2nd ed. 1902. 
Sampson Low, 2s. 6d. 

MoDKRJi Gtmkast, by C. Spencer. 
Cr.Svo. 125 pp. 120D1US. Warne, 
Is. 

MosBBN Gtmnastic Exercises, 
by A. Aleimnder. Vol. I. Eluuiunt- 
ary. Cr. 8to. Bth ed. 140 pp. 
200 niua. 1901. 39. 6d. Vol.Tl. 
Advanced. Demy 8vci. 2nd eil. 
219 pp. 270 Illu3. 3b. 6d. G. 
Philip & Son. 

MUBCLBH AND How TO DEVELOP 

Them, by F. J. Harvey. Royal 8vo. 
70I11UH. 7 Plates- 1902. Simpkin, 
la. 

Musical Drill for Infants, by 
A. Alexander. 12nio. 8th ed. 92 
pp. 120 lUuH. 1902. Philip, 2s. 6d. 

Musical Drill fob, Schools, by 
A. Alesander. Demy 8vo. 2nd ed. 
131 pp. 132 lUuH. Philii^ 33. fid. 

Natubal Method op Physical 
Training, by E. Checkley (U.S.A.), 
PoatBvo. Newed. 174 pp. lUus. 
1897. Putnam's, 2s. 6d. 

One Thovsand Dumb - bell, 
Indian Club and Steel Bar Exer- 
cises, by F. J. Harvey. 16mo. 
1901. Simpkin, 6d. 

Phybicaj. Development and 
ExerwBU for Women, by Mary T, 
Bisaill, M.D. 12mo. Dodd, Mead 
ifeCo., N,y.,81.25, 

Phtmcal Drill op All Nations, 
by A. Alexander, Demy 8vo, 165 
pp. lUus. 1894, PhUip, 3b. 6d. 

Physical Tbainino at Homk, 
by A. Alexander. Cr, 8vo, 110 pp, 
lUua. 1898. Horace Cox, 2s. 

School GTHNAsnca, by J. H. 
Bancroft. Cr. 8vo. 298 pp. 237 
lUus. 1900. lahisfcer, 58. 

School Gymnastics with Liuht 



Apparatus, by J. H. Bancroft. Cr. 
8vo. 606 pp. lUuH. 1900. Isbister. 
7h. 6d. 

ScBOOLUASTEB'a DrILL ASSISTANT, 

for Elementary Schools, by Com. 
F. M. Norman. Demy 12mo. 14th 
ed. 61 pp. 16 Plates. 1881. 



Strength and How to Obtain 
It, by E. Sandow. Or. 8vo. 2nd 
ed. 148 pp. Plates. 1899. Gale 
& Polden, 2h. ed. 

Swedish Ssstem op Physical. 
Education: Its Medical and General 
Aapectfl, by T. Johnson. 2nd ed. 
27 Illua. J. Wright & Co., Bristol, 
3s. 6d. 

Theory op Physical Education 
in Elementary Schools, by T. 
Chesterton, Cr. 8to, 182 pp. 5& 
niua. 1895. Gale & Polden, Ss. 

Training op the Body, by F. A. 
Suhmidt and B. H. Miles. Med. 
8vo. 544 pp. 1901. Sonnenstihein, 
28. Sd. 



Heating. 

American Stbaju and Hot-watbb- 
Heating PraoLice. 585 Illua. £11- 
iliweriwj Keo.nl, N.Y., ¥4. 

Essays on House Hbattno by 
Steam, Hot Water and Hot Air, ad, 
by A.0.Kittr6dgelU.S.A.). Demy 
8vo. 82 Plates. Spon, 12s. Ud. 

FoRMUua: and Tables for H»ai- 
ING, by J. H. Kinealy (U.S.A.). 
Gl. 8vo. 56 pp. Spon, Ss. 6d. 

Furbacb HsATmo : Wabminq 
Buildings with Hot Air, by W. G. 
Snow. 8vo. 2nd ed. lUus. 1901. 
D. WiEiams, N.Y., «1.50. 

Heating and Ventilation of- 
Houses, by C. F. Townsend. Sq. 
8vo. 36 pp. 31 lUuB. 1903- 
Dawham, 6d. paper. 

HOT-WATEB HbaTINC AND FiTTIHO, 

by W. J. Baldwin. Large 8vo. 392 
pp. Engintrriiui Heconl, N.Y., »2.o0, 
Hot-wateb Hbatino on TnB Low 
Pressure System, by F. A. Fawkes. 
12mo, 78 pp. 32 Illua. 1882. 
Bateford, la. 
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HBATiiio AND Yen- 100 pp. 
iQgineenj imd Aichi- 2a. 6<1. 
Schmiiann. I2mu. 
Nostrand, N.Y., 



lUm 



1892. Whibtater, 



I 



I 



TUuH. 
S1.50. 

Pkaittical Tbbatise on .Sxbam 
Hijatiny, by F. Dye. Deray 8vo. 
238 pp. 129 IIIUH. 1901. Spoa, 

108. 

PttAonCAi. Treatise on Warming 
Buildings by Hut Water, by C. 
Hood, rewritten by F. Dye. Deray 
8vo. 3nl ed. 693 pp. 369 IlIuB. 
1397. Spoil, ioa. 

Steam and Hot-watbb FirtBBe' 
Text-book, by T. MeNeiU. Gl. 8vo. 
140 pp. lllus. D. WiiliamB Co., 

N.Y., n. 

Mt£*m Heating for Builmnos : 
Hints for Steam Fitters, by W. J. 
Baldwin (I'.S.A.). Cr. 8vo. 370 
pp. 130 IlluH. 1900. Chapman, 
lOs. Bd. 

SlKAH-BBATiKti Problems, or 
Questions, Answers and Descrip- 
tioLiN Relating to Steam Heating and 
Steam Fitting. 109 Illus. HJii- 
ginifriwj Krcord, N.Y., S3. 
(Municipal Sanitation. 8ectiijn34.) 

Plumbing, Sanitaiy Engfineering. 

Ambbican Flcmbiso Practice. 
536IUUH. Eiiijii.eeriwi Reconl. N.Y., 
«3. 

ByB-LAWa ABTO HOUSB DRAU.AUE 

and tJanitary Fittings made by the 
Ifondon County Council, annotated 
hy G. J. G. Jansen. Cr. 8vo. 13a 

tp. 10» lUua. 1 Diaginiii. 1901. 
suiUry Pub. Co., 3a. 6d. 

COUFI-BTIi AND I^OZICAL TbGAXISB 

on Plumbing and SaniUbion, by U. 
B. Davia and F. Dye. 2 vols. 4to. 
818 pp. 637 lllu». PlateH. Spun, 

Defects in Plumbino andDbain- 
aob Work, by P. Vauhor, M.D, 
Demy 8vo. 3rd ed. 93 pp. 126 
Illus. 1903. J. Heywood, Is. 

DoHEBnc Sanitarv Dkainaoe 
and Plumbing Lectures, liy W. R 
Maauiro. Demy 8fo. 3rd ed. 475 
DP. 332 IlliiH. 1896. Kegan 

m Bkainaoe of Habitable Build- 
■inras, by W..L. Beardroon:. Cr. 8vo. 



DKAISAGELAWfiOFOH10^U.S.A.', 

by F. Giauque. 8vo. R, Clarke 
Co., Cincinnati, 83.50. 

Dkajnaob of Towif isa Counmiv 
Houses, by G. A. T. Middleton. 
Cr. 8vo. 160 pp. 93 lUus. 1903. 
BatHford, 4a. 6d. _ 

Drainage of Villaobh, by 
Spinka. Cr. 8vo. 58 pp. 1 
Sanitary Pub. Co., Is. paper. 

Ei.BMENTs or Samitaby Bmgibbbb- 
INO, by M. Merriniaa (U.S.A.). 
Demy Svo. 222 pp. llIuH. 1899 
Cbapman, 8s. tld. 

Bs.TEMfAL Plumbing Work 
Treatiise <m Laad Work for Bcofs, 
by J. W. Hart. 2nd ed. 272 pp. 
180 lUus. 1902. Scott, Green- 
wood, 7a. 6d, 

Hints to PLr.uBBSs on Joint 
Wiping, Pipe Bending and Lead 
Burning, by J. W. Hart. Demy 
Svo. 3rd ed. 313 pp. 184 lUus. 
1901. Scott, Greenwood, 7h. 6d. 

Hot Watkb Sutply : Fittibo of 
Hot Water Apmratue for Doweatio 
and General Purposes, rewritten, 
by F. Dye. Cr. Svo. 60i ed. 80 
pp. 48 IlluB. 1902. Spon, 38. 

House Drainage, for .Ajohitects 
and Building Inspectors, by G. A. 
T. Middleton. Cr. Svo. 2»d ed- 
67 pp. 22PUtei.. 1895. Bataford, 
3b. 6d. 

House Drainage and Saniiarv 
Fitments, by G. J. G. Jensen. Cr. 
Svo. 257, pp. 347 Illus. 19M. 
Sanitary Pub. Co., 5s. 

House Drainaoe anh Samitaby 
Plumbing, by W. P. Gerhard 
(U.S.A.). ISmo. 7th ed. 231pp. 
Spon, 2s. 

House Drain aob Manual, by 
W. Spinkn. Demy Svo. 2ud ed. 
416 pp. 1903. Biggs, 7h. 6d. 

How TO Dbain a House, for 
Houaeholdera, by G. E, Waring 
(U.S-A.J. Cr. Svo. 2nded. Spon, 

as. 

Improved Plumuino Apfliamosg, 
by J. P. Putnam. Svo. 91 Dlua. 
Coraatock, N.Y., »1. 

LEcnrnES To Plumbkba, by J. W. 
Clarke. Or. 4to. 272 pp. 450 
Illus. BiitiAioiC^ iv&> 
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PlnnNaf, Sanitary EngMMriag, 

J. (i, JonwM. IWt. Mwiun 
FuMMhiag Co.. Z.. M. 
M"i>KU( FLUMHwa, SnAM axb 



wiMd, 21* 

Pmtmkeb jtxb Hi«iT«iiT Hnran, 
)» H. M. lI«U;nr tUirti Sro. 6tb 
•a. Mflpji. «(2IlliM- ») Plate*. 
IMW. f>i.t^.,r>l, 12n. M. 

Vu-MHtw, by W. P. Buchan. Cr. 
Hvo. Itth «l. 3«M pii. 509 1U>». 

Plitmriko avd Hot'SB Piuiiiaije 
Priibleout, Royal 8t'j. 244 pp, 
146 [llu>. Mrt.,1 WiirhiT, NX, 
• l.M). 

Plum WHO, Mtuinmr.. Water 
Hu]iit)y au<l HiiUWBtur Pitting, by 
J. nnwmUm. Ihtmy 8vci, -im pp. 
217 niiiii. ia»3. H|Km, Ti>- (^ 

Pl.UMHINll : Iln TUBIIKY ASD 

PraulioB, for Workmen and 8to- 
duiilA. by H. H. Uullyer. HuifUl 
iHWt Hvi>. 4tli Hil. m pp. 285 
IlluH. litt«, Bell, 6n. 

Pi.iiiunKi pM)Bi,nitB ; Qv»rno»8, 
Anmruni and DBNcriplivDN. Litrge 
Hv'i. 142 Illiui. Hnmwerinii Urciird, 
U.S.. %2. 

Pocket- IlooH or Tables asv 
Htiiiioniiiid» for PliimberH, etc. 
Mniu. .112 pi>. 1004. BntHfotd, 
1-, fld. 

PiiAonoAL Hints ok Joint 
Wlplnu, for Buginuui'H. Stb od. 66 
pp, 41 Illud, IBOl. D. WiUiamH 
Oo.,N.Y.,Z6o. 

pHAin-iUAL Pllmubk'k Work, ed. 
by P, N. Hap.lmik. HIuh, 1003. 
OmkdII, 2h. 

Pa ACTIO AL Sanitation, Iij G. 
Eeld. M.D. Dmny 8vo. 10th ed. 
jUa pp. KM UliM. 1«0», Griffiu, 
Apt, 

Practical Scihno FoRpLOMBmiB, 
Rtiiiiantd, etc., hy J. W. CUrko. 
Or. 8vo. 22ft pp. 127 IUun. 1903. 
BiilFiford, 5h, 

Pkincipliw rjK Hot Water 

Supply, by J. W. Hart. Demy 

Hto, 177 pl>. 129 lUiis. 1900. 

"■wtt, Uroonwoiid, 7k. 6d. 

Wwrr Praotiok k 







Captain M. J 

Sasrakt Dsaixja 
and T<nnM, by G. 
L'-S-A. . Cr.Sto. Ut&eiL I 

10*. 6d. 



Colonel E. C. 8- 3 

ed. 830 1^. 860 mm). UQlUte^ 

92 Plates- 1901- " - ' ■ — 



Kanitary Aathoriciea amd Stndenta, 
by F. Wood. Ct. 8n>. SLU no. 
niiu. 1902. Grifin, ^ fid- 

Sa-VITAKT EsADEKKKEie OF 

BuiUingB, by W. P. Gerbard. 8to. 
">4 pp. lOSntiis. BPlst«8. Com- 
ock, N-Y.. *5. 

Sasitabv EsGiN ebb's Pocket 
Book : 100 Report Forms, etc.. by 
E. A. S. FawcetL Long Svo. 1899. 
Sanitary Pub. Co., 3s. 6d- 

SaMITABT FiTTDIIGS A5D Pl.C1tB- 

I.NG, by G. L. SutcUffe. Cr. Svo. 
275 pp. 212 mils. 1901. Whit- 

tuker, 5s. 

Sasitaby House Dbaikaue : Itb 
Principles and Practice, by T. B- 
Coleman. Cr. Svo. Dlus. Spon, fla. 

Sanitary Plumbisg asd Dbaik- 
AOB, by J. W. Hart. Demy Svo, 
250 pp, 208 Ulus. 1904- Scott, 
Greenwood, 7s. 6d. 

Sahitaby Wobk oi Shall Towjib , 
Md vaiageH, by 0. Slagg. Or. Svo. , 
1883. Lockwood, 3b. 

Sanitation op Domestic Bdild- | 
INOH, by F. Latham. Cr. 8vo. 
pp. 98 Dlus. 1898. Sanitary Pub. 
Co., 2s. 6d. 

Sanitation, Personal anb I 
Public : Book for County, District | 
and Parish Councillora. Cr. 8to- 
210 pp. 1903. Stock, 2s. 6d. 

Sbwbr Gas, anij How to Kb 
it out of Houses : Handbook ■_ _ 
House Drainage, by 0. R«vnoldE. 
Or. 8vo. 3rd ed. 34 pp. 8 DluB. 
1676. MaciiiiHan, Is. 6d. 
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StANDAED PrAOTICAL ftUMBlKO, 

by J. p. Daviea. 2 vols. Vol. I. 
Royal 8vo. 4th ed. 7b. fld. Vol. II. 
EotsI 8vo. IUus. lOa. 6d. Spon. 
Tbchnicai. Plumbinu, by S. E. 
Benaetb. Dlus. 1903. Author, 
AncoBts House, EftgleBoliffe, Dur- 

Thohas' Plombino : Steam and 
Gaa Fitting Trades Reference Book ; 
30,000 Names of Amaricau Firms. 
12mo. Annual. Thomas Pub. Co., 
N.T., «r.50. 

Treatise ok the Moders 
Sanitary Appliancen for Healthy 
ResideacQH and Public Institutions, 
for Studentfl, by F. Colyer. Or. 
• 8vo. Spon, 5b. 

(Public Health. See Seobion 34.) 

Ventilation. 

Health and Comfoet is House 
Building, or, VentUation with Warm 
Air by Self-acting Suction Power, 
by J. Drysdale, M.D., and J. W. 
Hayward, M,D. 8vo. 3rded. Spon, 
7a. 6d. 

Hbatino and Venthatino of I 
Buildings, by R. C. Oarpenter ' 
(U.S.A.). Royals™. 4th ei o83| 
pp. 272 Ulua. 1902. Chapman, 
12b. Sd. 

MBCRANICS Of VBNTtUATIOJS, bj I 

G.W. Rafter (U.S.A.). Iflmo. 2nd 
ed. 143 pp. Spon, 2a. ' 

Notes oh tbe Vhntiutiok and j 
Warming of Houses, Churchea, I 
Schools and other Buildings, by E. I 
H. Jacob, M.A., M.D. 16mo. 124 
pp. leniua. 1894. S.P.O.K., la. 

TaBATJSB ON AcouBTios in Con- 
BBCTION with Ventilation, by A. 
SaeltKer, 12mo. Van Nostrand, 
Iff.Y., 81. 

VEHTn-ATiNa AND Hbatikii, by 
J. S. Billing, A.M., M.D. (U.S.A.). 
Demy Svo. 500 pp. 210 Illus. 
1893. Kagan Paul, 25s. 

Ventilation and Wabhino of 
School Buildings, byG. B. Morrison. 
£. Arnold, 4a. ed. 

Ventilation Hbatino and Man- 

AGBHENT of Ohurohes and Public 

EuildingH, by J. W. Thomas. Cr. 

8vo. 148 pp. 1903. Longmans, 

, 2b. 6d. 



Vbmtilatios of Buij,din(», by 
' W. P. Buchan. Cr. Svo. 170 Illus. 
I Lookwood, 3b. 6d. 



(See also Heating; above.) 



POTTERY, CHINA, BRICKS. 
Briclc-making;. 

AitCSITECTDBALPoTTEBY : BkICKS, 

Tiles, Pipes, Enamelled Terra-cottos, 
Ordinary and Incrusted Quarries, 
Stoneware, Mosaics, etc., from 
French of L. Leffivre. Royal Svo. 
500 pp. 950 Illus. 5 Plates. 1900. 
Suutt, Greenwood, IBs. 

Manufacture of Glazed Bricks 
and Glazed Sanitary Ware, by H. 
AnseU. Cr. Svo. 2nded. 187 pp. 
1898. Brltiik ClayworkeT, 7b. 6d, 

Pbactical Treatise dn the 
Manufacture of Bricks, Tiles, Terra- 
cotta-s, etc., by C. T. Davis. Demy 
8vo. 628 pp. 261 Ulua. 1895. 
Baird, Philwlelphia, S5. 

ScresoB ov Bbiok-uakimi), by G. 
F. Harris. Or. Svo. 160 pp. 1897. 
British Clai/icorker, 2s. 6d. 

Sbweb Pife and How to Makb 
it, by A. Vogt and J. A. Turner. 
Windsor & Kenfield Co., Ohiragts 
25c. paper. 

Chiaa Painting. 

China Paintino, by Florence 
Lewis. Obi. Royal Svo. 2nd ed. 
52 pp. IUus. 16 Coloured Plates. 
1884. C^ell, 5s. 

China Paintino cor Amatbdhs : 
Decoration of Hard Porcelain, by 
M. Louise McLaughlin. Sq. 12nio. 
R- Clarke Co., Cincinnati, 81. 

Handbook to the Pbactece of 
Pottery Paintii^, by J. C. L. 
Sparkes. Cr. 8vo. 3rd ad. 52 
pp. 18T9. Lechertier Barbe, Is. 

Manual fob China Pajstbiw, by 
Mrs. di R. Monachesi. Coloured 
Plates. Gay & Bird, 5s. 

Pottery Dbcobation : Under. 
OLAZB Painting, by M Louise 
McLaughlin. B^. 12nio. R.C\a)^'a 
Co., CmcaaiaS.V, *V- 
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China PaiatinE, iv«;/i»««(, 

PiiTTBRV pAiNtiBii, bj F. Miller. 
Cr. Sva. Hiid »(1, 147 pp. 55 
niiu. G. Hoiikeii, 5h, 

PaAiTiCAi. LRMioKa IS PiisTmo 
otk China aiid Poroelaiii, IrnnH. from 
Fruncb of Baruoutt Delaiiinrilelle. 
Cr. Svo. 84 pp. 1896. Leehertier 
Borbe, Ik. paper. 

SrnnBaTioNH to Chjna PAiNTisiut, 
by M. L. McLnU(;hliii. S<|. 12mo. 
R. Clarke Co., CindnDitti, SI. 

Patterj— General. 

Biiw, Chelsba akv Dbsbv Pobcb- 
Ljvis, mi. by W. BemroBe. Imp, 
8v«. 1898. Bemrose, 42b. 

CSBAMtCB OF SwANBBAAND WaMT- 
OAUW, by W. Turner. Cr. 4to. 
Illus. 18U7. BemroKe, 43h. 

Chinesh PoKc^BLiiN, by W. G. 
Gullfind. 2 Tuk. Iiarge cr. 8to. 
Vol. I. 270 pp. 486 lllus. 1898. 
Vol. II. 506 pp. 411 llJus. 1903. 
Oliapiiiau, 10s. 6d. eaub. 

EajOYfLOP-SDU oir Cbrauics, by 
W. P. Jervis. 1903. t'rwfe™ and 
GtaKsJounwl, N.V., 86.60. 

Enhubh Pottbrv abb Porohlaim, 
by Rev. E. A. Dowimian. Cr. Svo. 
190 pp. 181)9. Upcott Gill, 3h. (Sd. '' 

History and Debceiption of 
Chmese Poroelain, by C. Monk- 
houBe. Royal Svn. 176 pp. 54 
IIlus. 24 Coloured Plntes. 1901. 
Ciuiaell, 30h. 

History and Description or 
English EartlienwHre and Stone- 
ware, by W. Burton. Imp- 8vii. , 
200 pp. 24PktQ8. 1904. Cosaell, 
30b. 

UisTOKV AND Description, of 
English Porcelain, by W. Burtou, 
Royal Svo. 192 pp. 35 Coloured 
Plates aad 48 Plain Platen. 1902. 
ObbsbU, 63i, 

Pottery ant Pobcklaiij, by F. 
Litchfield. Royal 8to. 382 pp. 
ISOIllua. 7 Coloured Plates. 1900. 
TrusIovB, 15h. 

Pottebt and Porcelain, by J. 
W. Whitehead, Cr. 8yo. 308 pp. 
Eglaitii GazetU, 5b. 

POTIBRY AND POBCBLAIH OF THE 

United States, by E. A. Barber 
(U.« i > DemySTO. 2nded. 539 
' US. 1901. Putiiam, 15a. 



WoBCRsTBB China : 
the Work of Fortj-tive Years, 1852- 
1897, by a W. BiniiB. 8io. 32 
Plates- 1897- B. Quaritch, 21b, 

,' Pottery Manufacture. 

AaCHlTBCTURAi PoTTBRY, BbICI^ 

Tile.s, Pipes, Terra-uottan, Stone- 
ware, etc, from French ' ' 
Lefevra. Royal Svo. riOOpp. 950 
ilUus. 5 Plates. 1900. Scott. 
Greenwood, 16s. 

Art op Rivetino Glass, China. 
and Earthenware, by J. Howortli. 
Demy Svo. 2nd ed. 24 pp. Illua. 
1900. Scott, Greenwood, Is. paper. 

Cbiumi€ Techholoqt : Being 
some Aspects of TBchnical Science 
as applied to Pottery Manufacture, 
ed. by C. F. BinnB. Demy Svo, 
100 pp. 1897. Scott, Greenwood, 
124. 6d. 

Chemistry of Pottery, by K. 
Laiigenbeuk. Sq. cr. 8to. 195 pp. 
lUuB. 1895. Chemical Pub. Co.. 
Eftston, Pa., »2. 

Ghemistrv of tbb Sever At 
Natural and Artificial Heterogene- 
oua CompoundB used in Manufactur- 
ing Porcelain, GJasa and Pottei;, 
by S. Sbaw ; originally issued 1637, 
reissued 1900. Royal Svu. 750 1^ 
Scott, Greenwood, 14m. 

Clay Gjabbb asd Ekamels, by 
H. R. Oriffen. 133 pp. Ig9& 
RaniU,ll& Co., Indianajiolis, U.S.A., 
%b. 

Clayh abd Clax Iniiustbibs os 
Wisconsin, byE. II. Buckley. 8va. 
131fi pp. 54 Plates. 1901. Wea- 
iay, 10s. 

Collected Wrixings of Hbruann 
August Stiger, prepared fruqi Re- 
cords of Royal Porcelain Factory at 
Berlin, by Dr. H. Hecht and E. 
Cramer (U.S.A.), tarana. by members 
(if American Curamic Society. 2 
vols. Boyal Svo. Vol. I. 560 pp. 
1902. Vol. U. 651 pp. 1903. Scott, 
Greenwood, 30n. each. 

History op the S'cafpobdshibk 
Potteries and tlie Rise and Progresa 
of the Manufacture of Pottery and 
Porcelain, by 8. Shaw ; originally 
issued in 18^, roisaued 1900. Demy 
" """pp. Scott, Greenwood, 



POTTERY MARKS— BLBCl'IONS 
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How TO AsALYBB Clay, by H. I 
M. Aahby (U.S.A.)- Demy 8to. ] 
74 pp. 20 rilus. 1901. Scott, | 
Greenwood, 2,^. 6d. 

Manual op pRAcriciL PoTTurii, ' 
ed. by 0. F. Binns. D&my 8vo. 
3rd ed. 200 pp. 1901. Scott, ' 
Greenwood, ITs, 6d. j 

Mate BI AL AKD DBSlliN I N POTTBKY , 

by W. Burton. Demy 8vo. 1897. 1 
Society of Arte, la. paper. ' 

Notes on Po'rrBSY CtAva : Thbib 
Difltrihiition, Properties, Uses and. 
Analyses of Ball Clays, China Olayd 
and China Stone, by J. Jfairie. Cr. 
8vo. 132 pp. 1901. Soott, Green- 
wood, 3a. fld. 

NOTBH ON THE MaMPFACTCIRB OP 

Earthenware, by E. A. Simdeman. 
Cr. 8vo. 371 pp. IIIuh. 1901. 
Virtue, 7s. tW, 1 

RESBAKCHBa ON' LeADLEHS GLAZEH, j 

by W. J. Fllrnivnl. Demy 8vo. I 
135 pp. 1898. W. J. Fumival, i 
Stone, Stafls., £5 58. 

Tbkt-Bookb OB Ceramic Oai,- 
cui^TiONS, by W. Jackson. Or. ' 
8vo. 86 pp. 1004. Li>ngraa]i», I 
3s. 6d. I 

TaEATlSB OB THE Chbamic Is- : 
DUSTRlBs : Complete Manual for 
Pottery, Tile and Brick Works, by ■ 
B, Bourry, trans, from. Frenuh by ' 
W. P. RiK. Royal 8vo. 760 pp. 
323 lUus. 1901, Scott, Green-; 
wood, 21s. 

Pottery Marks. 

China Collector's Pocket Com- 
panion, by Mrs. B. PaUist 
8vo. 'Jth ed. 164 pp. " 
Low, 5s. 

Enuwsh China and China 
Marks. Or. 8vo. 7bh ed. 35 pp. 
E. Menken, Is. 3d. 

Manual op Masks on Pottery 
)ind Porcelain, by W. H. Hoouw 
and W. C. Phillips. 18mo. 2nd 
ed. 240 pp. niiis. 1900. Mac- 
inillan, 4s. 6d. 

Mauks and Monosrams on 
European and Oriental Pcpttery 
and Porcelain, by W. Ohafera ; re. 
vised and edited by F. LitohAeld. 
10 X tJJ in. 9th ed, 99fl pp. 1900. 
Reeves & TorOBr, 42a. 

PoTTHBT Mabk^ by W- p. Jervia, 



PUBLIC MEETINGS, ELEC- 
TIONS. TAXES. 

Elections, MuoicipAl Work. 

CaKDIDATE's and AfiBNl's GcniiB 
in Contested Elections, by H, 0. 
Richarda, K.C., M.P. Cr. 8yo. 
3rd ed. 182 pp. 1900. Jordan, 
3s. 6d. 

COTTNTT Co U NOILS, MUNICIPAL 

Corporations, Urban and District 
Councils' Companion. Lar^e cr. 
8vo. 1250 pp. Annual Kelly's, 
10a. 6d. 

Elbotion Mahxtal for Parish 
and Diatrict Councillors and Guar- 
dians, by W. D. Rjde. Demy 8vo. 
1894. Beeves & Turner, 79. 6d. 

Election Manuals, by P. R. 
Parker. Cr. 8vo. 1892. Vol. I. 
For the Presiding Olfioer. Vol. II. 
For tba Polling Agent. Vol. III. 
For the Counting AsBistant. Vol. 
IV. For the Vidunteer Assistant. 
Clowes, 2s. 6d. each. 

Law op District anh Pabish 
CouQcila, by J. Lithiby. Demy 8vo. 
|2nded. (i59 pp. 1897- E. Wilson, 
15«. 

' Law op BLHcnoNs and Election 
Petitions, t^ B. 0. Leigh and H, 
D. de Marchant ; 4th ed. by G. 
Anderson and 0, B. EllLs. Demy 
8vo. 1885. Clowes, 17s. 6d. 

Manual pob Ovbbsebrs, by A. 
F. Jenkia. Cr. 8vo. aid ed. 466 
pp. 1901. Knight, 6s. 

Municipal Administration, by 
J. A. Fairlie (U.S.A.). Or. 8vo. 
1901. Hacmillan, 12a 6d. 

Mdkicipal Trade ; Advantaiibs 
and Disadvantages, by L. Darwin. 
Med. 8vo. 488 pp. 1903. Murray, 

128. 

Practical Rbadv - reperbncb 
Guide to Parish Councils and Pariah 
Meetings, by J. H. Stone and J. G. 
Peaae. Ct-ft-JQ. WOa w5l. =£K,-9>i. 



Public MeetinES. 

Chaibuan and Spbakbbs' Guipk ; 
Buliia for Public Moetings. ISmo. 
E. Howell, Liverpoiil, 28. 

Cbaibmak's Hasdbiiok, by Sir 
R. F. D. Pttlgruve. l^ino. 13th 
eA. 1V04. Luw, 2s. 

CoNDtrcT ur PtTBLic Meeiiijgs, 
by J. H. Cooke. Cr. 8vo. 2nd ed. 
Akuuider & Shephe&rd, Is. 8d. 
. GuipB TO Business op Pcblic 
MeetinjfH, with Dutten nnd Powers 
of Chairman, by J. Tayler. Cr. 8vo. 
3rd ed. 148 pp. 1902. E. Wilson, 
2g. 6d. 

Handbook pob Pcbuc Mzetrjub; 
Sumniuniiij; and HnoBgement, by 
G. F. ChamberD. DemySvo. 1886. 
Stevens & Sons, 29. 6d. 

How TO Speak asd What to 
Say : HintH for Speaking at 
Parochial Meetings, by Mrs. A. H. 
Barltrop. Cr. 8vo. 94 pp. 1903. 
W. Gardner, la. 

Mkbioxabv Speaker's Maniial, 
by A. R. Brickland and J. D. 
MiUliM. Cr. 8vo, 380 pp. 1901. 
Nisbet, 6e. 

Pcbuc Spbajunc asd Dbbate, 
by G. J. Holyoake. Cr. 8vo. 274 
pp. 1903. Unwin, 1h. paper. 

GCIDE TO InCOUB-TAJC PRACTICE, 

for Ta»payers, by A. Murray and 
R. N. Carter. Demy 8vo. 2ud ad. 
372 pp. 1899. Gee, 10b. 

Guide to the Uodbe Tax Acth, 
bvA. M. Mis. ItoyaI12mo. 1885. 
Clowes, 6a. 

IscoMB-TAX Acts, by H. St. G. 
Peacock. BoyalSro. 1901. Sweet 
& Maxwell, 15s. 

Ta2patbbs' Cash Book, by A. M. 

Scsrff. Sf < 6 in. 4th ed. 260 pp. 

Income-t^ AdiusLment Agency, 

3s. 6d. 

{Public Health. See section 34.) 
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AtiEBicAK Railwatb, by £. A. 



Economic Thbobt op thk Loca 
II05 of Railways, by A. H. 
Wellington (U.S.A.j. Large ct. 
8vo. 6tli ed. 980 pp. 303 Ulna. 
1899. Chapman, Sis. 

Ibish Railway axd Commbrclal 
Gazetteer. Denij 8vo. McCorqao- 
dole, 2^ 6d. 

KiLBURN's St.ASSABD HlSDBOOK 

for Railroad Hen : Questions and 
Answers. 16rio. Laird & Lee, 
Chicago, 91. 

Mbmorasduh op Co-ofbbativb 
Railroads : How Rural Diatricta of 
Belgium ace Constructing Cheap 
Railways, by an Expert. Maps and 
Tableu. Eyre & Spottiawoode, 2b, 

Notes ok Railboad Accd)bnt8 : 
Their Causes and Prevention, by C. 
F. Adams, Jun. (U.S.A.;. Or. 8vo. 
280 pp. 1879. Futnarn, fe. 

Railboads akd Rauaoad 
Questions, by C. F. Adams, Jun. 
(L'.8.i.j. Cr. 8vo. Revised ed- 
Putnam, 5s. 

Rajlwat a:<i> Gommsbcial 
Gazetteer of England, Scotland and 
Wales. R«yftl 8vo. 16th ed. 618 
pp. 1900. McConjuodale, 8b. 6d. 

Railway Diaey asd Oppiclajjb' 
Directory. Demy 8vo. AnnuaL 
McCorquodale, la. 

Railway Mascaj. : Sbarb- 
holueb'h Guide and Official 
Dtrectotj. Cr. 8vo. 1903. Brad- 
ShHW, L2h. 

Railway Tbchkical Vocabo- 
LABY : 6,000 French, English and 
Amerii^an Technical Expressions, 
by L. Serraillier. Cr. 8vo. 234 pp. 
1897. Whittaker, Ts. M. 

Reuunerative Railways vob 
New Countries, by R. C. Rapier. 
Cr. 4tc nius. Spon, 15s. 

RoAi« ASH Railboadk, by W. 
Gillespie. 13mo. 10th ed. 464 pp. 
A. S. Barnes & Co., N.Y., »L75. 

Stasdabd Handbook pok Rail- 
BOAD Hen, by A. Kilbum (U.S.A.). 
16uio. 200 pp. 1898. Gay & Bird, 

Twenty Teahs' Railway Static 
TICS, 1883 to 1903. 200 pp. 1903. 
F. C. Mathieson & Sons, Is. 
Universal Dibbcioby op Bail- 
ay Officials. Demy 8vo. 558 pp. 
AnniiaY. RaUuay Kugiiwer, lOa, 6d. 



BRAKES— CONSTRUCTION OF RAILWAYS 



Useful Infobmation fob Rail- 
way Mea, by W. G. Hamilton. 
16mo. 10th ed. 662 pp. Van 
Noatrand, N,Y., $2. 

Continuous Railway Brakes, 
by M. Reynolds. Large or. 8ro. 
Lock wood, Dj. 

SisiPLE and Adtomatic Vacuum 
Brakes, by C. Brigga. 8vo. Plates. 
SpoD, 4a. 

Up-to-daib Aib-brake Cate- 
CHI3M, by R. H. Blackall (U.S.A.). 
Cr. Svo. 18th ed. 306 pp. 98 
nius. SPUtea. 1904. Spoi),6s.6d. 



AuERtcAN Railroad Bridoks, by 
T. Cooper. Super royal 8vo. 60 
pp. 28 Plates. 7 Tables. Engineer- 
ing .Vews, N.Y., »2. 

BSTIMATBB AND DiAORAHS OF 

Railway Bridges for Turnpike, 
Public nod Occupation Roads, in 
tho Embankments of Double oi 
Single Linea, by J. W. Grover. 
Folio. 2nd ed. 37 Coloured Plates. 
Spon, 31b. 6d. 

Platb Gibdbb Railway Bribubs, 
by M. Fitzniauriee, B.A. Svo. 
PUtwi. Spon, 6b. 

Wooden Tbbotle BBnKiEB At 
Used on American Railroads, by 
W. C. Foster (U.S.A.). 4to. 2nd 
ed. Chapman, 218. 
{Sen aluo Bridges under Eogineeriag, 
section 21.) 

Buildings, Stations. 

BUILOINOH AND STRUCTURES Og 

American Railroads, by W. G. Berg 
(U.S.A.). 4to. 700 Dlus. 1900. 
Chapman, 31s. 6d. 

Examples op Station Bvildihob i 
Hnd th«ir Coat as Executed on 
several Railways, by J. W. Grover. 
Folio. 13 Plates. Spon, lOs. 8d. 

Mandbook of Railway Station b, 
■I unctions, CoUieiiea, Sidings, for 
L'.K., giving Goods and Passenger 
Stations, by Oliver and Airey. 
McConiuodale, 6s., and Appendix. 
Annually, Is, 

Ikon and Timber Railway 
Superstructures and General Works, 



by J. W. (irover. Folio. Spon, 

42s. 

(Civil Engineering. See section 21.) 

ConstmctioD of Railways. 

Fibli) and Office Tables : 
Specially Aptilicable t-o Railroads, 
by C. F. AUen, 12iuo, IWB. 
Spon, 88. 6d. 

Field Book for Railroad 
Engineers, by J. B. Henok (U.S.A.). 
12mo. 2nd ed. Spon, 10s. 6d. 

Field Engineer : Practice in 
the Survey, Location and Track 
Work of Railroads, by W. F. 
Shunk (U.S.A.). 12mo. I4th ed. 
Spon, 10s. 6d. 

Field Manual for Railroad 
Engineers, by J. C. Nagle (U.S.A.). 
12mo. 1898. Chapman, 12s. 6d. 

FoRsruL* POR Calculation of 
Railroad Excavation and Embank- 
ment, by J. W. Davis. 8vo. Van 
Nostraud, N.Y., »1.50. 

FoRMUL-B FOB Railway Cboss- 
ings and Switches, by J. Glover, 
M-A. [loyal 32mo. Spon, 29. 6d. 

Handbook ut Sheet Rahboad 
Location, by J. P. Brooks (U.S.A.). 
12mo. Chapnuin, 6s. 6d. 

Manual for Railroad En- 
iiiNEBRa and Engineering Students, 
by G, L. Vose (U.S.A.). Svo. 165 
Dlus. 31 Plates. Spon, 638. 

New System of Latino Odt 
Railway Turnouts Instantly, by J. 
M. Clark. 12nio. Van Nostraud, 
N.Y., SI, 

Pocket Book of Tables ahd 
Fonuulai for Rjiilroud Engineers, 
by B. H. Hardttway (U.S.A.). Or. 
Svo. Spon, 7b. 6d. 

Railroad CoKHTRUCTioN : Theory 
and Practice, for Students, by W. 
L. Webb (U.S. A,). 8vo, 456 pp. 
, 18 DluB. Chapman, 17b. 
I Railroad Endinegr's Field 
Book : Explorer's Guide, by H. C. 
Godwin (U.S.A.J. 12mo. 2nd ed. 
I Chapman, IOh. 6d. 
] Railroad Engineer's Practice, 
. by T. M. Cloeman. 12nio, 4th ed. 
i IlluB. Van Nostrand, «1.50. 

Railway and Other Earth- 
work Tablea, by C. L. Orandall 
.(U.S.A.). 810. %\i. <A. ^SRR- 



\ 



Comtructiaa of Rkilwcjs, cii'liiittail. 

Railway Apfliascea : Dktailk 
of Railway Coii'ilriictioD Subaequent 
f> the Couiiiletion of the Jwrth 
works and Structures, by Sir J. 
Wi.lfe Barry. Text Imok of Science). 
Fcp, 8vo. 3S1 pp. 218 niuH. 1898. 
LnngiiiaiiH, 48. <ld. 

Railway BuiLDEn : Pbmbable 
Cost a! Americioi Rnilway Construc- 
tion nad Emiipment, uy W. 
Nicholb. 5th ed. Illus. Bnird. 
Philadelphia, »2. 

Railway Cohsthuctios, by W. 
H. Milld. B<)yftl 8vo. L>nrt ed. 
Slid pp. 345 nius. 1900. L'lng. 
luan-S I8s. 

Railway l-lNotNeEBixo : Me 
CHAHICAL »nd Eleotrioal, by J. W 
C, Haldane. Demy Svo. jl(2 pp. 
llluH. 1897. Spun, 15s. 

Railway Tunsbujho rs Hba\t 
Ground, by C. Gripper, R,oyal Svo 
Spon, 7s. 6d. 

Tables for CosiPuTisn the Cob. 
TKsra of Earthwork in Cuttingf 
and Embankments, by W. Mac' 
gr^or. Royal 8ro. Spon, 6b. 

Tables foe FACn-iXiUNO the 
Calculation of Earthworks in the 
Construction of RailwHys, Roads, 
Canals, Dams, etc., by D. Cunning- 
ham. Royal 8to. Spon, 10a. Dd. 

TkEATISB on the P^lNCIFLEa AKD 

Practice of Levelling, by F. W. 
8inims. 8vo. Illus. Van Nos- 
trand, N.Y,, «2.50. 

Cftrriage and Wai^on Building. 



Cak.b 
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Vocabulary of Lending Terms, com- 

g'led by R. Hitt and A. M. Waitt. 
lana. 190a. Railroad Gatetlt, 
N.y., 85. 

Life of Railway .\xlb9, by T. 
Andrews. 8vo. Spon, 1h. paper. 

Railway Carriages and Wauonb : 
Their Design and Oonstruotion, by 
S, Stone. 4to. 350 pp. Plates. 
1902. Rail-ray Ef!ffi;eer, 20s. 

Systems of Cab Liohtinq, by A. 
M. Wellin^n. 8vo, 303 pp. 
Illus. Engwieerinii Neifg, N.Y., *1, 

Curvea on Railways. 

PRACTJCB OF LaYIHU OUT 

iirres for Railroads, by 



J. C. Trantwine ((.'.S.A.|. 12mo. 
13th ed. Chapman, 10s. «d. 

UaMDEOOK fob I/AVINH ClTBVKI 

on Railways and Tramways, by H. 
A. Krohnke 12mo lfi2 pp. 1 
Plate. 1896. Kegan Paul, bs. 

Practical Hints on Sbttinii opt 
Curves, with Table of TangenlK, by 
A. O. Watson. 18mo. Spon, «b. 

RaiiiRoad OnivBs Jixv Earth- 
work, by C. F. Allen (LT.S.A-). 
12nio. 3rd ed. 190:1. Spon, 8e Od. 

Railroad Spiral : Thbobv of 
the Compound Transition Curre. 
l«ino. 18WI. Chaprman, Gs. (id. 

Tables for SBXtrHO odt Ccbvm 
for Railways, Canals, Roads, etc, 
by A. Kennedy and R. W. Haok- 
wood. 32mo. Spon, 2s. Sd. 

Tablbs of Parabolic Ccryks, 
for Railway Gn^neerB. in French 
and English, by G. T. AUen. Tcp. 
Ifiuio. 50 pp. 1898. Spon, 4s. 

Law of Railways. 

Handrook for Solicitors a!)!) 
Engineers engaged in Promoting 
Acts of Parliament for Railways, 
Tramways, etc., by L. L. Macassey. 
8va. 1887. Lookwood, 25b. 

Law or OoMPBNSATioN Payable 
by Railway and other Public Com- 
panies, by T. D. Ingram. Post 8vo. 
2nd ed. 1869. Butterworth, 128. 

Law of Lmht Rahways, by 0. 
Dodd and C. E Alien, M.A., LL.B. 
Demy 8vo. 334 pp. 1896. Butter- 
worth, 12s, fid. 

Law of Railway and Canal 
TratEc, by E. Boyle and T. Wi 
born. 3 toIh. Royal 8to. 19i 
Clowes, 50s. 

Law of Tramways akd Lioht 
Railways, by S. Brioe. Demy 8vo. 
1898. Stevens & Haynes 12s. 6d. 

Law of Railways, Railway 
CompanieH and RMlway Invesb- 
menti, by Sir W. Hodges. 7Ui ed., 
by J. M. Lely. 2 vols. Royalgro. 
1888-9. Clowes, 528. 

Law op Tbamwats and Liast 
Railways of Great Britain, by G. S. 
Robertson. Royal 8vo. <3rA ed. 
of Sutton's Tramway Act.) 1908. 
Stevens & Sons, 25s. 

Laws Rblatisis to Maxxuiim 
Rates «tt4 CtanagBa titi fjii&'KvgK, V*^ 
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A. K, Butterworth, LL.B. Royal 
Svo. 345 pp. 1897. Butterworth, 
12b. f>d. 

LliBILITV OF RjlILWAY COM- 

PAHIBB for Negligence towards Paa- 
sengera, liy A. PursonH. Cr. Svo. 
198 pp. 189.'!. Horaca Cos, 5s. 

Light RittwATa ; Procbdukb 
before Lighb Railway Oonimitisiuit- 
ow, by J. S. Osley, M.A. Demy 
Svo. 423 pp. 1901. Jordan & 
SoQH, 17h. 6d. 

LiiiHT Railways Act, 189f>, by 
E. Austin. Demy Svo. 2ad ed. 
1899. Olowe.1, 5a. 

MAifUAi or Railway Law, by F. 
M. Preston, B.A., LL.B. Or. Svo. 
318 pp. 1893. A. & C. Black, 5s. 

Outline oj!- Law Rbiaubo to 
Private Ownership of Railway Boil- 
ing StoDk, by H. J. Taynton. Cr. 
8vo. 79 pp. 1893. Horace Cox, 
la. Gd. 

Prbpabatiom op Parliamentaiiy 
plana for Railways, by. H. J. Fuller. 
Demy Svo. 40 pp. 1900. A'li- 
gineer, 2b. Od. 

Pbwoiplbs of Ratjkq as Applied 
to Railways, Docks, Tramways, Gas 
and Wfttarwmks, Ooal and other 
Mines, Electric Lighting Works, 
iUanufaoburieH, and Digest of Cases, 
fey E. Boyle and G. Humphreya- 
Davies. Royal Svo. 3rd ed. 1902. 
Clowes. 

Rail WAV and Canal Traffic 
Acts, 1854-1894. 1903. Eyre &, 
Spottiswoode, Is. 

Railway Law for the "Man in 
the Train," by O. B. T. Edalii. 
IBmo. 129 pp. IBOl. E. Wilson, 
2a. bmp. 

Treatise on the Law Rblatino . 
to Rates and Traffic on Railways 
and Canals, by A. K. Butterworth. 
Svo. 2nd e.1, 1889. Clowes, 
IBs, tid. 

Light Railways, 

LinHT Railway Cosbtuitction, 
by B. M. Parkimson. Boya! Svo. i 
256 pp. 1903. L..ngmanH, 1()H. 6d. j 

LiUHT EaILWAYM at HoMB AMD 

Abroad, by W. H. Cole. Large Svo. ' 
, 3M pp. 4 Illus. 9 Platm. 1899. 

■ "-■"■ 1, ie». 



Kingdom, India and Colonies : Con- 
struction and Working, by J. C. 
Mackay. Med. Svo. 322 pp. Plat«a. 
189tl. Lookwood, Ion. 

Mabaoembnt of Elbotric Tram- 
ways, hy W. R. Bowker. Cr. Svo. 
300 pp. 1904. Spon, 9s. 

Niittow Gauue Railways, by C. 

E. Spooner. Svo. 2nd ed. Plates. 
Spon, 16k. 

N AH row Gauge Railways in 
America, by H. Fleming- Svo. 
lUuH. Baird, Philadelphia, 81. 

Practical Hints for Lkjiii 
Rjiilwaya at Home and Abroad, by 

F. R. Johnson. Or. Svo. Spon, 
2s. 6d. 

Bailway, Lioht Railway and 
Tramway Progress. Royal Svo. 
200 pp. Illus. P. S. King, 2!s. fld. 
(Electric Traction. Soh aectiun 19.) 

(Tramways. See below.) 

(Locomotive Engineering. See 

section 21.) 

Management and Working. 

Ahbkican Railway Manaijb- 
MBNT ; Addresses, by H. S. Haines 
(U.S.A.). Cr. 8vo. 368 pp. 1897. 
Chapman, 10^. 6d. 

AipLioATios OF Elbctriciit to 
Railway Working, by W. E. Lung- 
don. Demy Svo. 331 pp. 1S97. 
Spon, 10s. 6d. 

LocoMomvB BBEAKDOWsa, by G. 
L. Fowler. Cr. Svo. 1904. Spon, 
Us. 6d. 

Railway Accounts amd Finance, 
by J. A. Fisher. Demy Svo. 2nd 
ed. 530 pp. 1893. Bemrose, 7s. 6d. 

Railway Manaobmbnt of 
Stations, by E. B. Ivatto. 3rd ed. 
600 pp. McOorqoodale, 6s. 

Railway Practice : Akbricas 
and European, by A, L. HoUey. 
Folio. 77 Plates. Van NosErand, 
N.Y., 812. 

Safe Railway Working : Bail- 
way Accidents : Tiieir Cause and 
Prevention, by C. E. Stretton. Cr. 
Svo. 3rd ed. 174 pp. 35 nius. 
Plate.s. 1893. Loctwood, 3s. fld. 

WoRKINIi AND MaNAGBHBNT OF 

an English Railway, by Sii (i- 



LiSBF Railways for the United pp. VSa*. "^v:v'«wi«.'«,1*- **- 
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(Sec. sr 



I 

I 
I 



Permanent Way. I 

iNsFB-no.-s oi" Railway M*- 
TEitULK, i-y G. R. Bodmer. Cr. : 
6vo. UU lit). 19 Diagranw. 3 
Plates. IWW. WhitlAker, he. 

New Roadmasteb's Assistuii : 
HxDTial of Fenuitnent Way of 
Ajnerican RailroAib, by G. H. 
Paine(t'.S.A. . Cr. 8vo. 259 111 us. 
Spon, &a. 

NoTKs OS Pkbuasekt Wat 
Mftt«rial : Plat«la;ing and Puinta 
and Cnwaings, liy W. H. Cole. 
12iuu, 3rd ed. 170 pp. 40 Plates. 

1900. Sp..ii, 7h. ad. 
pBRUAXSNT Way Pocket Book, 

by T. W, Jtiiiea. Obi. 18mo. Spon, 
4s. 6<l. 

Pekuanbnt Way, RoLuira Stock 
and Technical Working of RAilways, 
trans, from French of C Cuuche. 
3 vols. Vol. I. Permanent Way. 
4to. With 38 Plates. 40zi. Vol. 
II. Carrying Stock, Traction- 4to. 
With Atlas of 109 Plates. £5. Vol. 
lit. Production and A|)plication of 
Steam. 4to. With 21 Plates. £3. 

Platelayer's Guide. 4th ed. 

1901. Summerson & Sons, Ltd., 
Darlington, 5b. 

Railway Track and Track 
Work, by E. E. R. Tratman. Med, 
8vo. 2nd ed. 472 pj — "' 
1901. Engineering Ni 

Street Railway Boau Bed, by 
M. D. Pratt and C. A. Alden. 
Demy 8vo. 135 pp. 157 lllus. 
1898. Street Railway Puli. Co., 
N.Y., S2. 

Railway Rates. 

CoMCiBB Railway Rate Book 

of the Stations und Sidings on the 

English Railways, by M. Smith. 

" J. 16mo. 1886. Bemrose, 63. 6d. 

Rail WAV Rbadi- 

SR, by H. Hughes. Double 

4t«. McOorquodale, London, 

C, 23. 8d. 

Railway asd Trader's Cai^ 
OVLATOE, by M. B. Cotaworth. 
Demy folio. 2ad ed. 225 pp. 189B. 
McOorquodale, 10a. 6d. 

Railway Maximum Rates and 
Charges, by M. B. Cotsworth. 4th 
t ed. litOi. Bemiom, lOs. 6d. 



Railway Rate Book or the 
Staticina, Sidings and Gollieriea on 
English Railways. Fcp. 8vo. Naw 
ed. No. 1. Blank Headii^. 21s. 
and 6s. 6d. No. 2. With Classifica- 
tion Headings. 21s. Bemrose. 

Railway Rates and THB 
Carriage of Merchandise bj Rail- 
way : Laws Relating to, by H. B. 
Darlington, M.A. Bemy Svo. i81 
pp. 18<J3. Stevens & Sons, 26s. 

Railway Rates, Ohabobs anb 
Regulations of the U.K., bj J. 
Davies. HuCorquodale, 4a. 

Railway Ready-keckoneb, by 
T. Shaw. Royal 8ti). McOorquo- 
dale. 3h. 

Signalling. 

Block Signal Operation, by W. 
L. Derr. Cr. 8to. 1898. Van 
Nostrand, N.Y., $1.50. 

Block System of Sionallino oh 
American Railroads, by B. B. 
Adama. 1901. Railroad Gazr-tle, 
N.Y. 

Railway "Block" Signalling, 
Principles of Train Signalling and 
Apiiaratus for Eosoriog Safety, by 
J. Pigg. Cr. 8vo. 602 pp. Illiis. 
1898. Biggs, 7b. 6d. 

Railway Sionalling, by H. R. 
Wilson. Eoyal 4to. 161 pp. 500 
nius. 3 Platei. 1900. liailway 
Engineer, 18s. 

(Surveying. See section 64. ) 
Tramways. 

Doscan's Manual of Tramways, 
Omnibuses and Electric Railways of 
the U.K. Cr. 8vo. 4S0pp. Annual. 
T. J. Whiting & Sons, Ss. 

Electric Traction on Railways 
and Tramways, by A. Reckeuzaun. 
12mo. 213 lUua. Van Nostrand, 
N.Y. 

MOTORHAN AND HiB DUTIBS : 

Theory and Practice of Operating 
Electric Oars (U.S.A.). Post Svo. 
1901. EUctrieity, Bs. 

Tramways : Their Oonbtboction 
and Working, by D. K. Clark. 
Demy Svo. 2nd ed. 7B8 pp. 388 
lUuH. 1894. Lockwood, 28«. 

Treatise Upon Cable or Rofb 
Traction aa ^Lp^liei to Street and 
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(Tramwaj Law. See Law of 

Railways above.) 
(Refrigeration. See section 21.) 



RIVERS, CANALS. 

Cabal Ssstem of Enolasd : Its 
Growth and Present Condition, by 
H. G. Thompson. Sq. cr. 8vo. 74 
pp. 1903. T. F. Unwin, 3b. 

Formula for the Usiform Flow 
of Water in Rivera, etc., by E. 
GnnguUlet and W. R. Kutter 
(U.S.A.), trans, from German. 
Royal Svo. 2ad ed. Chapman, 1Tb. 

Handbook ov Bivbb Law on the 
Thames, by G. Pitt-Lewis, K.C. 
Demy Svo. 410 pp. 1900. E. 
Wilson, 16i. 

IfjnusTKiAL Rivers op the Ustted 
Eii^dom. Cr. 8vo. 2nd ed. 306 
pp. 19 liluB. 1891. T. F. Unwin. 
3s. 6d. 

Law of Rivers' Pollution, by 

C. J. Hawurth. 1897- Clowes, Ks. 
Manchester Ship Casal. Royal 

4to. 46 pp. 1894. Engineerijig, 
35. 6d. 

Manual of Hydbolout, Rivkbb, 
Flow of Water, Tides, etc., by N. 
Eeardmore. Svo. Plates. Spon, 

New Fobmuu for Mean Velo- 
CiTV of Discharge of Rivers and 
Canals, by W, R. Kutter. Demy 
8vo. 234 pp. 18T6. Spon, 12b. 6d. 

Principles ash Peactice or 
Caiial and River Engineering, by 

D. Stevenson. Royal 8vo. 3rd ed. 
40S pp. 07 niuH. 18 Plates. 1886. 
A. & C. Blaok, 31s. 6d. 

River Bars : CAUSEa or Forma- 
tion, Treatment, by I. J. Mann. 
Royal Svo. Lockwood, 7s. 6d. 

Rivers and Canals ; Flow, Con- 
trol and Improvement ot Rivers, 
and Design and Construction of 
Canals, by L. F. Vernon- Haroourt. 
Royal Svo. 2nd ed. 1896. Vol. I. 
Rivers. 342 pp. 14 Illus. 10 
Coloured FlateH. Vol. II. Canaia. 



13 Coloured Plates. 
, Frowde', 3l8. 6d. 

Statute Law Relating to 
Rivers' Pollution, by C. J. Haworth, 
B.A., LL.E. Cr. Svo, 13fi pp. 
189T. Stevens & Sons, 6b. 

Tidal Rivers : Their Hydrau- 
lics, Improvement and Navigation, 
by W. H. Wheeler. Med. Svo. 
467 pp. 75 Illus. 1893. Long- 
mans, 16s. 

Traiibb' Waste : Its Treatmenx 
and Utilisation, with special refer- 
ence to Rivera' Pollution, by W. 
NayioT. Royal 8vo. 284 pp. 1902. 
Griffin, 21s. 

Waterways and Water TBAira- 
PORT in Different Countries, by J. 
S. Jeana. Demy Svo. 507 pp- 
lUus. 1890. Spon, 14b. 

(Dams, Docks, Harbours. 



[Water. See s< 



nl6.) 



71.) 



Sbctiou 69. 
ROADS, HIGHWAYS. 

City Roads and Pavements, by 
W. P. Judson. Med. Svo. 2nd 
ed, 60 pp. Illus. 1902. Jin- 
lyineeritii/ A'eii% N.Y., SI. 

Construction of Cabriaueways 
and Footways, by U. P. Boulnois. 
Demy Svo. Illus. 1895. Bi^ 5b- 

CoNSTBDCXioK or Roads, by F. 
Lathan. Demy Svo. 226 pp. 1902. 
Sanitary Pub. Co., 7s. 6d, 

Construction or Roads and 
Streets, by D. K. Clark. ISnio. 
6th ed, 488 pp. Illus. 1901. 
Lockwood, 6s. 

Economics of Road Cobbtruc- 
TioN, by H. P. Gillette. Med. 8vo. 
nius. 1901. Emiiiictniis News, 
N.T., 81. 

HioHWAY Construction in Wis- 
consin (U.S.A.), by E. R, Buckley. 
Svo. 356 pp. 106 Plates. 1904. 
Wesley, 10b. 

Maintenance of Macadamised 
Roads, by T. Codriogton. Svo. 
2nd ed. 1802. Spon, 7s. 6d. 

Manaoembnt of Highways, h^ 
E. P. W.wAfc'j. "O^Hii tN*!. ^Mee» 



M-istrii. or thz Puxtxflw mmd 
IDb. Spn, Uk.U. 



^ by G«L a A. caiwm. 
VY. SCO. jO Dbs. Van ^— *— — *, 

Bo:k» CassnrcTios axi» Sus- 

TXXjUBCX : ^BMB. £*,iiH(niiy &- 
f»»W. S.Y.. •!. 

b; T. Aitken. Lu^! am. 4M pp. 
134 nin. SPUtes. 1900. Griffin. 

RoAin isii Pavkuetk is Fkasce, 
bj A. P. Ro«A«eU r.S-A. - C-t. 
8to. HC pp- la IHns. 1886- 
Chapmaii, -V. Ad, 

K"AHs : Thkik C*>savBrcn<*s 
and Munttnuuioe, bjr A. Greeowell. 
Cr. 9io. aaO pp. 48 lUoa. i»>l. 
WhitUker, oa. 

STUtfT PaVCMKITTS A5D PAVI?IG 

Mstetiab, byO. W. Tiliwn f.SA. . 
Dem; Svo. 533 pp. 60 HIiib. 
1901. CTwinwui, 175. 

Textbook os Roins ash Patk- I 
UtXTS, by F. P. Spalding V.S.A.). 
213 pp. 44 lUns. 1894. Chap- 
man, 8s. M- 

T&eATtSE OS HlOHWAT Co.SSTBUC- 

Ttos, by A. T. Byrne (U.S A.). 
Svo. 4th ed. 895 pp. lUus. 1901. 
Chapman, 21h. i 

Hi^^way Law. I 

Digest o? Highway Cases, with 
Principal Statutes relating to High- 
ways, Bridges and Liicoiuotives, by 
J. K. R. Stephens. Denty 8to. 
«74 pp. 1903. Simitary Pub. Co., 
Zls. 

HmHWAVM ANO LoCOMOTIVEa : 

Guide to Law relating to Highways, 
Bridges, Footpathn, etc., by L. 
Gache-s, L.M.M., B.A. Svo. 266 
mi. 1900. hyre & Spottiswoode, 



DC Motor Cmiat, hy B. 
Cr. 8*o. l& pp. IffiP. 
28. fid. 

New Riuiw asd Roai* Law is 
tbe {.'nited SUCc», by Gen. R. 
Stone, l^am. 300 [41. Vau Xos- 
tni^ N.I., «I. 

pBAcncAL GrurB roB Strs.i'KTaas 
ofBi^Tays Xash's . 1880. Bnttar- 



AMS&IU^ DePAKIHENT SxtlBB 

and Diy Goods Reference Book : 
ln,01WSamesotU.S. FiniiB. I2iito. 
AnnuaL Thomas Pub. Co., S.Y., 

BooK-KKEPI^e FOR RbTAU. 

DrauecB. Cr. 8to. 14 pp. Home 
Trade Pub. Co., 2b. fid. paper. 

DraFEK's DlCTMISAKT : MaNU.U. 

of Textile Fabrics: Their History 
and Application, by " "^ t. . ■ 
Cr. »TO. 377 pp. Colli 

GviDB TO Window Dbk^ino, 
for Drapers and Assistants. Ci'. 
8ro. 5th ed. 108 pp. lllus. 1900. 
Collingridge, Is. 

Wisiiow Dre^sino, for Outfitters, 
by E. S. B. Small 4to. lt>8 pp. 
337 Blus. Home Trade Pub. Co., 
2a. 6d. 

YouBG Draper's Gitdb to 
Succeas, by W. Naisuiith. Long 
12mo. 134 pp. 1901. A. Gardner, 
Paisley, Is. Dd. 

(Sale of Goods Acts. See 
section 40.) 

Buyer's Cai-cdlatoe for CoFres, 

Flour, E^jH, Oanges, Seeds, Oils 

and Turpentine. 16mo. 48 pp. 

na. Qroctr, M. 

Law RetATWo to Locomotives Scoas Mebcbant's and Wholb- 

Highways, hy H. N. C<^nall. hale Grocer's Caloulator, by J. 

it Bvo. 104 pp. 18»9. Hwace Aspiu and A. W. Ryberg. Demy 

ed. 8to. About 350 pp. 1882. James 

F C'ahs is London (isclcd- ' Blaoiiwood & Co., Ute- 8d. 
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ThOJiLIS' A>[BBICA>" GHOCBftT, 

Provision and Kindred Trades' 
Reference Book. 2 vols. 12rao. 
Annual. Thomas Pub. Co., N.T., 
S6.60. 

Window Dressing for GaocBBa. 
80 pp. 52 Designs. American 
Grocer, N.Y., «1. 

Shopkeepiiief, Ticket Writiiig. 

Art of Ticket Wkitino. Cr. 
Svo. 5th ed. 104 pp. 15 HIuh. 
18M. Colliiigridge, Is. 

Book - kebpini; :roR Bbtaxi. 
Stores. 8vo. Avitricait Grocer, 
N.Y., SI. 

How Dbpabtment Stobeb are 
Carried on in Amariua. Pott 8to. 
140pp. 1903. RiuhardB, 2b. 6d. 

How TO Keep A Store, American 
Grocer, N.Y., Sl,60. 

How TO Write Sio-vs, Tickets 
and Postera, ed. by P. N. Haaluck. 
PoatSvo. 160 pp. 170IUUS. 1901. 
Cassell, Is. 

SaoPKBEFEit's ACCOCNXS por 
Retail Traders, by S. B. Quia. 
Demy 8vo. 2nd ed. 50 pp. 1901. 
Gee, 2s. 6d. 

Tbadbsmeh'b Calculatob, by 
.Showell, Royal 32 mo. 140 pp. 
Ward, Lock, ly. Sd. 

Where to Buy ; Gitidb to the 
FrofessionH and Buslue-w Houses, 
by C. M. Knowles. Cr. 8vo. 192 
pp. 1902. Sinipkin, Si. 6d. 

WiiSDow XioKBT WwiiNo, by W. 
C. Scott. 62 pp. 7 lUuB. U. Gill, 
Is. paper. 
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Teiichei'a. Post 8vo. 2ud ed. 138 

I. 18!I3. Pitntan, 2i. paper. 

How TO Become a Private 
Secretary, by A. Sliepfiard. Fep. 
■■ o. 1903. Unwin, Is. 

Mamcal op Phonohraphy. Post 

■o. 114 pp. Pitman, la. 6d. 

Modern Shorthand : Lba&nbk's 
Residing Book, by J. M. Sloan. Cr. 
" 'o. 4t£ ed. 1901. Simpkin, Is. 3d. 

Modern Shorthand : Reporter's 
Rules and Abbreviations, by J. M. 
Sloan. 8vo. 12bh ed. 1901. Simp- 
kin, 2d. ed. 

Phonohraphic Rbportbb. Post 
8yo. 231 pp. Pitman, 2^. boards. 

Phonographic Teacher or First 
Book in Shorthand. Post Svo. 46 
pp. Pitmun, 6d. paper. 

pKONOaRAPBT liT THE OFFICE : 

Coiaplete Shorthand Clerk's Guide, 
by A. Kingston. Post 8vo. 5th ed. 
130 pp. Pitman, Is. 6d. boards. 

Reporter's Guide, by T. A. 
Read. Cr. 8vo. 1281^. G. Pitman. 
lE.6d. 

Reporter's Guide, for Students 
in any Style of Phonography, by B. 
Longley. 12mo. 1896. R. Clarke 
Cu.,. Cincinnati, 92. 

Rbporteb's Handbook amd Tide 
Me;um, by T. A. R«ed. 12mo. 9ft 
pp. 1902. G. Pitman, 1h. 

School- Shobthaud, by J. D. 
Everett, M.A., D.C.L. Demy 8vo. 
110 pp. 1393, Beuiroae, Is. 6d. 
paper. 

Shorthand Dictionary of the 
English Language : 55,000 Words. 
Cr. 8vo. 7th ed. 300 pp. Pitman, 



Shorthand, Secretary. 

Americ.\n 
TIonary, by B. Longley. 12nio. 
B. Clarke Co., Cincinnati, S2. 

Eleufjitary Law for Shdbx- 
Hajjd Clerks and Typists, by E. A. 
Oope. Or. 8vo. 198 pp. 1904. 
Pitman, 2h. 6d. 

GuBNEY System: of Shorthand. 
Post 8vo. 18th ad. ButterworLh, 
3a. 
. Hasobook 



Large or. 8vo. 
T. Laurie, la. 



Shorthand f 
W. M. Wiltianw. 
Scd.ed. 4&|jp. 

Shorthand for the 
Century, by J. Hughes. 12uii 
pp. 1902. J, Heywood, 38. paper. 

Shorthand iNsTRrgruB. Post 
8vo. Pitman, 38. fid. 

S HOBTHAND TbACHBr's HaND- 

BUDK : Guide to Art of Teaching 
Pitman'H Shortjiand. Or. 8vo. 12& 
pp. 1903. I. Pitman. Is. 6d. 

Shorthand Writer : Guide to 
' CoiiimorciHl and Profeasiooal Vaen, 
by T. A. Reed. Cr. Svo. "' 
3s. fid. 
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Shorthand, Secretaiy, ••nntinaf^. 
Ihobt Hints os Shosthaku, by 
ime* Rejjorber. Fop. 8vo. 3rd 
ed. 32 pp. 1888. HouIhUju, Is. 

SiMrLtFiBi) Ststeh or Encilibh 
Steuography. 2 Pttrts. DuLtu, In. 

SwiFTCMiRAPH TlSSTBUCTOa IS 

SliorUiand Writins. Cr 8vo. IBth 
ed. '2i pp. J&rruld, 2a. 

TBXT-BOfJK OF PhONO-StBNO- 

oHiPHV ; Stolfflj'a System, l>y F. O. 
Dettmau. Cr. 8vo. 2nd ed. Part 
I. Correaponding Style, 48 pp. 
la. ftd. Part IT Reporting Style. 



L Shokthani), for Stu- 
dents, Teachers and Journalists, by 
J. Jenkin. Cr. 8vo. 32 pp. 1902. 
HoulHton, Is. 

Typewntiiip. 

CoHMBltClAI, HaSIIIIOOK OF TvpB- 

WRITDTCJ, by W. A. Parkyn. Cr. 
4to. 5tli ed. 70 pp. 1901. Pit- 
man, Is. Od. boards. 

ManoaL of Typbwbitino, by F. 
i. Humphrey. 8vo. Baker & 
Taylor Co., N.Y., fl.50. 

UoDBBN TYPEwamso AND Man- 
ual of Office Pronedure, by A. E. 
Morton. Royal 8vo. 192 pp. 1903. 
r. Pitman, 2b. fid. 

Touch Typbwritino Manttal, by 
J. T. Warren. Demy 8to. 116 pp. 
1903. Bell, la. 6d. boards. 

Tyiihwbitbb Manual : Practical 
Guide to Typewriting Work. Lar^e 
poat 8vo. 3rd ed. 158 pp. Pit- 
man, 3s. 

Typbwbiting abb Business Cob- 
KEAPOHDENCB Manual of Instruction, 
by O. R. Palmer (U.S.A.). R«yal 
8vo. 148 pp. 1900. Lippinoott, 
6a. 

Typbwritino Machines : Two 
Lectures, by H. C. Jenkins. Demy 
8to. 1894. Society ot Arts, Is. 
paper. 

TYPiara' Manual, for Commercial 
Studente, by E. Collyns. Cr. 8vo. 
5th ed. 167 pp. 1904. J. Hey- 
wood, 2b. 6d. 

Ttpibtb' Advanout Manual, hy 
E. OoUyna. Demy 4to. 118 pp. 
1898. J. Heywood, 3s. 



(Commerce, Business. See 

(Silversmith, Sue section 37. i 

(Smoke-prevention. See Enginee 

-ing, section 21,) 



SOAPS, CANDLES. 

Amebic AN Soaps, by Dr. H. 
Gathmann. Royal 8vo. 3rd ed. 
460 pp. 1903. American Soap 
Journnt, Milwaukee, 815. 

Art of Soapmakino, by A. Watt. 
Cr. 8vo. 6th ed. 1901, Look- 
wixid, 7b. ftd. 

Manufacture of Soaps, by C. 
' Morfit, M.D. Demy 8vo. 270 pp. 
' 16 Plates and Illustrations. 1871 
: Eegsu Paul, 528. 6d. 
I Practical Treatise on the 
I Manufacture of Soap and Caudles, 
by W. T. Brannt. Royal 8vo. 677 
,pp. 163 lUus. 1888. Baird, 
I Philadelphia, S7.S0. 
1 Soap Brand Record and Trade 
Mark Manual, by L. L, Lambom. 
B.S. (U.S.A.). 8i X 63. 178 pa. 
1902. Chae. S, Berriraan, N.V., is. 

Soap Makers' Dibbotobt. Cr. 
8vo. 8th ed. Annual. Simpkin, 
2b. 6d. 

Soap Manufacture, for Work- 
men and Students, by W. L. Gadd. 
Sm. post Svo. 2nd ed. 230 pp. 
33 Illus. 1899. Bell, os. 

Soaps and Candles, by J. Cameron. 
Cr. 8yo. 306 pp. 54 Dlus. 1896. 
Churchill, 7s. 

Soaps; Practical Manual of 
Manufacture of Domestic, Toiletand 
other Soaps, by G. H. Hurst. 
Demy 8vo. 390 pp. (36 Illus, 
1898. Scott, Greenwood, 12a. 6d. 

Textile Soaps and Oils ; Hand- 
book on the Preparation, Propertiea 
and Analysis of the Soapa and Oils 
used in Teitile Manufacturing, Dye- 
ing and Printing, by G. H. Hurat. 
Cr. Svo. 195 pp. 1904. Soott, 
Greenwood, 5s. 

Tbhatise on the Mahutactl'rb 
of Soap and Candles, Lubricants 
and Glycerine, by W. L. Carpenter, 
B.A,, B.Se. Cr. Bvo. 2nd ed. 
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I Oils, Greases. 
(Chemicals. ^ 



lee seobion 47.) 
e section 13.) 



I 



SOCIETIES. 

Building, Co-operative and FriendlT- 
Societies, 
AsNuiTV" Tables fok Building 
Society and General I'wj, by T. K. 
Mtubbina. Demy 8vo. Layton, 
Ills. 6d. 

BOOK-KEBPINCI FOB TliRUlSAXlNa 

Building Societies, by J. IT. Leea. 
Demy 8vo. 125 pp. 1895. Siiiip- 
kiu, 3s. 6d. 

Oo- OPERATIVE Societies' Ac- 
counts, by F. H. Sugden. Deraj 
8vo. 114 pp. 1902. Gee, 6a. j 

iNDUStRIiL JlSU PrOVIDBNI So- I 

ciETiBS Acts, 1893-4, by V. de S. i 
Fowke. Cr. 8vo. 188 pp. 1894. | 
Jordan, 6s. I 

Law of Fbibndlt Societies ans 
Induatrial and Provident Socioties, 
by E. W. Bnihrook. 13th ed. Lay- i 






. 8d. 



Trbatisb on Bdilddjo S' 
And Average Investment Trusts, by I 
A. Scratchley. Lnyton, 27s. 6d. i 

TftBATiaB ON FrJBNI1I,Y SOOIBIIBB, 

by C. Anaell. Demy 8vo. 198 pp. 
liyton, 5s. 

Theaxub ok Friendly Socieiy 
Yaluations, by G. F. Hardy. Demy 
4to. layton, 25s. 

(Insurance. See section 36.) 

(Solicitors. See section 4U.) 

(Stamp Duties. Seu section 40.J 

(Steam. See Engineering, section 

21.) 

(Stoclcbroking. See section 23.) 

Section 64. 
SURVEYING. 

o Survey Practice, by L. 

^ d'A. Jackson. Cr.Sro. 2nded. 3S0 

2 niuH. Plates. Lock wood, 

AHBiTBATiDNa, by B. Fletcher. 
feCb. 8yo. anded. 119 pp. Bateford, 



BiRoMEXRnj.tt Heights, by W. 
H. Maokeay. 32mo. Spon, 3s. 

Complete Travebse Table, for 
Surveyors, by W. Crellin. 4to. 
With Small Calculating Machine. 
Spoa, 843. 

Elbmbkts of Gbodbst, tor Stu- 
dents, by J. H. Gore(U.S.A.). 8vo. 
Srd ed. Chapman, lOs, 8d. 

Elbusnts of Pbbcime Subveting 
and Geodesy, by M. Merriman 
(U.S.A.). 8vo. Chapman, 10s. 6d. 

Enoinebb's and MiNiNii Sur- 
veyor's Field Book, by W. D. 
Haskoll. Cr. 8vo. 4th ed, IUub. 
Lock wood, 12s. 

ENOISEBR'h SlTBVEYIHO InSTBC- 

KBNTa, by J. O. Baker (U.S.A.). 
Cr. 8vo. 2ad ed. 386 pp. 86 Ulua. 
189o. Chapman, 12s. 6d. 

Field Wobk and Inbtbumbsts, 
for Students, by A. T. Walmisley. 
Cr. 8vo. 290 pp. 224 DIuh, 1900. 
Whittaker, fls. 

Handbook foe Subvetobs, for 
Classroom and Field, by M. Merri- 
man and J. P. Brooks (U.S.A.). 
12mo. 2nd ed. Chapman, 8s. 6d. . 

Hanpbook of Formula Tables 
and Memoranda, for Architectural 
Surveyors and others Engaged in 
Building, by J, T. Hurst. ObL 
18mo. 1903. Spon, 5s. 

Handbook of Practicai. Sur- 
veying for India, by F. W. Kelly. 
8vo. 24 Plates. Thacker, 14a. 

Key to the Solae Compass and 
Surveyor's Conuianion, by W. A. 
Burt. 5th ed. VanNoj*traad, N.Y.. 
«2.50. 

Laku and Marine Surveying, 
by W. D. Haskoll. Large cr. 8vo. 
2nd ed. 1886. Lockwood, 9s. 

Land Sorvbytng and LEVtajdNU, 
by A. T. Walmisley. Or. 8vo. 140 
lUuB. 1900. Whittaker, 7s. 6d. 

Land Suevbtino; Its Theory 
and Practice, by S. Skrimaliire. 
Demy 8to. 432 pp. 202 Illus. 
1901. Estates Oasi-lte, 7s. 6d. 

Land SuEVBViNa on the Mebi- 
DiAK and Perpendicular System, by 
W. Penimin. 8vo. Sijon, 8m. 6d. 

LbVELLIKO AND JTa GbNEBAIi 

Application, by T. Holloway. Large 
or, 8vo. 2nd ed. 148 pp. 58 lU.>ss.. 



102 



SUBVZnSG 



[Sk. M 



I 



Htavia. or Fiklo akv Omat 
Hutlioib (uT SiiTT«;i»g StuilenU. 
by W. D- Pnnoo. lOnio. »nl od 
liH„>nfrrin„ AVir*, N.V., »2. 

MAiii;itL or Lakd Sckvetiko. Iijr 
K, H-HlKtriMi linh e<i »U |>|<. 
IW>3 K. !J'H)t{niiui, Cliuuik, Mich., 
LI.8.A.. KliO. 

of tb» PrinuiiuO CuutHiwi, witJi Civil 
Mul Hilit«rv OivJHion of e«vb 
L'uuiity. Itwf. 6m. Supplement. 
IMOU. 3". Rd. Byi« .«: H]><>tLisw(»de. 

OtTUHK ur Mkthou oi' Co.s- 
iiiJiTiNii n TriKoiioiiiptricol Survey, 
by Livut.-Uvunrnl Fnxiie ; revised 
by Miijor-I litnef«l ISir C, WatHm. 
l£.y>t]Hv.>. 4th «1. Iin lUuH. iU 
I'liLUo. LnokwiKid. 10<. 

Hlawk HuiiVKYiM.), by P. a 
Niitfinil (I'.S.A, !. 8vo. 677 |'p. 
a-JU IlliiM, inoa. UhHiii 



Pi. 



K T*l 



: l'» CTh. 



N Topi 



■iiiUAL Survuy. 

Vim Nu«t«aDd. N.V., Ni. 

PB*(rrir*L SirBVBTiNo. for 8tu- 
il«uU, bv O. W, Unill. Or. 8vo. 8th 
oU. ;i7(* :ii;ti llbii.. 4 PUteH, 



p» 



n \>v 



ILS, 

liy T. 



iiii'x III' Ijriiul iiiiil EnKineerinc, 
viijuiH, Iji'vuUitig, et*., by H, S. 
■r,'U. il»y»IHv.>. 6th »d. 360 
U PkU«. SiHiQ, 1^ 6d. 



I'kin 

Luviillinn, by V. W, Siinius. 8v.i. 
8th lid. llluH. 7 Pkttia. Look- 
wodU, 8>b dd. 

CjlTANTlTIRH ; AltnUMBD IN 

Tkbiilnr Ftinii for SiirveyorB, by B. 
KloWliur. Cr. Sro. 6tli ud. 4B1 
■ III. 1« PlitluH, imo. Botsford, 

7". IW. 

yiUNTITY SimVBVmn, by J. 

LiM>Liiiui(. Cr. 8vii. 5th ed. »44 
|i|i. 4^ llhiH. 1904- SfKiu, 2». 

lljttlHU : PbINCH-LKi*, PiWCTlCB 

itnd I'ruuudtllv, from n Surveyor's 
SIrtudiKiiiit, by P. M. PfioMifty aiid 

N. A. (.Tilhum, '■ " -"" 



KAmday ai 

ro. eoo p 



. lid. 



FTBiTMBmi TliM>iKticaJlj tad Pncti- 
cally Dcscrilwd, by W, F. Slanky. 
Cr. Bvo. Srd ed- 5«2 pp. 3^2 
UluB. Uni. Sjun, 7s. 6d. 

8ntvr¥iBo *si> SrKVBrisa Is- 
sTBritEim, by G. A. T. Hkldletoi. 
Cr. 8vo. 2Qd £d. 136 pp. 56 lUns. 
lUa-i. Whtttaker, »s. 

SrBvmxG AS Pbjctwbw bt 
Civil Eugineere and Sunreyors. by 
J. WbiteUw. Ur^e cr. 8to. SW 
Illufi. 1903. Lockwood. lOt. «d. 

SlTRVEYlNG *B PbACTIHKD B-K ClVH. 

Engineers, by J. WhitflUw. 8to. 
ms pp. 28(J lUuB. 1»02- Lock- 
wo«.d, 10b. 0d. 

SiiBVKriKr. Mabval, by W. D. 
Pence and H. S. Eetchum. Feci. 
8vu. 250 pj.. nius. 1901. £.1- 
(liweniuj AVu-c, N.Y., «2. 

SDBVHTHIO with IBB Tacho- 
MBTEB, for Civil and Military Ed- 
ginoerH and Surveyors, by N. 
Kennedy. Demy 8vo. KH pp. 
Flutes. 1900. Lockwood, 10s. 6d. 

.^iiavEroR's Guide aki> Pocket 
Tnble Book. 12mo. 4th ed. Van. 
No«tr.ind, N.V., 92. 

Tables fur Fiei.d Enginebbs, 
for Use in Uia Field, by A. Stiles. 
12ino. Van Nostrand, N.Y., 12.' 

Tables fob Sbthko Out Gurvb» 
frniii 101 feet to 5,000 feet Radius, 
by H, A. Cutler attd F. J. Edga, 
Rjjyitl 32nic». Spon, 2s. dd. 

TaBLBS (W'MBAaURBMBIfTS, by W. 

Lord. lamo. 38 pp. 1684. Abel 
Huywood, Mancheater, Is. 

Tkansivion Oitrve Fibui Book, 
byC. B. Howard (U.S.A.). ISmo. 
Chapiuun, 6h- 6d- 

Theobt Ann Pbacticb oy Suk- 
VBVifJo, by J. B. .Tohnaon (U.S.A.). 
8vo. 14th ed. Chapman, I7s. 

Thbatibb om Mbthuo of Govbkn~ 
MBNT Surveying as Prescribed by 
U.S. Congress, etc., by S. R. 
Clevenger. 16mo. Van Nostrand, 
N.Y„ »2.50. 

Tbbatisb on Plane SuBVHVDto, 
by D. Carhart{U.S.A.). Demy 8vo. 
4D8 pp. UluH. 1900. Qinn, 7s. Odi 

Tbeatisr on Sduvbyiro, caw- 
piled by B. E. Middleton and: O. 
Chadwick. Part L Boyal gvo. 
2nd ed. 300 pp. nius. IfiO^ 
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Part II. Royal 8vo. 364 pp. Dlus. 
1902. Spira, 10a. 6d. each. 

TREiTISB ON SUBVBTISG, by VV. 

M. Gillespie, LL.D. 2 vols. Demy 
8vo. Vol. I. Land Surveying. 428 
pp. and 127 pp. of Traverse Tables. 
427 Illus. 1901. Vol. II. Higher 
Surveying. 467 pp. 588 Illus. 
IIKII. HirHchfeld, lOa. 6d. eaoh. 

UaB oir Barombteb on Sitkvbys 
and RocotmaiHHnnceK, by R. S. 
Williamson. 4to. IlluB. Van 
Nostrand, N.Y., $15. 

(Civil Engineering. See seution 21. 
Land, Property. See aeetion 
38. Railways. See section 5?.) 
(Toices, See section 56.J 
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Section 65. 
TEACHING, EDUCATION. 
(Drawing;. See section 4.) 
Education. 

Co- E line ATI ON OP Mind and Hand, 
by C. H. Ham (U.S.A.|, Demy 
8vo. 40 pp. 1890. T. Laurie, Is. 
paper. 

liiucATiON ACT«, 1870-1902, by 
Sir H. Owen. 8vo. 788 pp. 1903. 
Knight, 21s. 

Education ; Intkoductios to its 
Principles and their Psychological 
Foundations, by H. Hulmtm. Cr. 
Svo. 648 pp. 1896. IsbisWr, 6a. 

Education in En(jland and 
Wales, Physical Education, Heuris- 
tic Method of Teaching, etc. 27 
Papers. 1898. Eyre & Spottia- 
woode, fls. 2d. 

Education in German v. 13 
Papers. 1902. Eyre & Spottis- 
woode, 2s. 7d. 

Education in Scandimavia, 
Switzerland, Holland, Hungary, etc. 
24 Papers. 1902. Eyre & Spottis- 
woode, 3b. 2d. 

Education is the Nikbtbesth 
Century, ed. by It. D. Roherta, 
M.A., D.Sc. (Lond. . Cr. 8vo. 
2T4 pp. 1901. Cambridge Univer- 
sity Press, 4b. 

Education in the Unitbd Statbb, 
America. Part 1. 15 Papers. 2s. 3d. 



Part II. 12 Papers and Appendices. 
2s. 6d. 1902. Eyre & Spottiawoode. 

Education Law : Incorporatikg 
the Education Acts, 1870-1902, by 
T. A. Organ. Cr. 8vo. 1908. 
Butterworth, 12b. fid. 

Education ; Manual of Pbacti- 
CAi Law, by J. Wiiliams, B.C.L., 
M.A. Cr. 8vo. 348 pp. 1892. 
A. & C. Black, 5s. 

Bducationai. Found ationb op 
Trade and Industry, by P. Ware. 
Cr. 8vo. Harper, 3s. 6d. 

EurcATIONAL SVSTBMB OF CHIEF 

Colonies of the British Empire : 
Cape Colo^, Natal, Australia, New 
Zealand, Ceylon and Malta. 11 
Papers. 1902. 4s. Canada and 
West Indies. 16 Papers. 1901. 
4b. 8d. Eyre &, Spottiawoode. 

Nature STtJDY and the Child, 
by C. B. Scott. Cr. 8vo. 662 pp. 
Illus. 1901. Isbiater, Bs. 

New Codb foe Pubuc Elbhent- 
ARV Schools, 11)04, by T. E. Heller, 
LL.D. Demy 8vo. 1904. Bem- 
rose, 8d. paper. 

New Methods in Education, by 
J. L. Todd iU.S.A.}. Imp. 8yo. 
478 Illus. 44PUteH. 1902. Low, 
8s. 6d. 

Organic Education, by H. M. 
Scott (U.S.A.). Cr. 8vn. 353 pp. 
1899. Isbister, 5b. 

Preparatory Schools for Boys : 
Their Place in English Secondary 
Education. 41 Papera. 1900. 
Eyre & Spottiswoode, 28. 3jd. 

Prisiary Instruction is Rela- 
tion to Education, raddresaed to 
Tenohera in Training, by B. B. 
Laurie. Or. 8vo. 6th ed. 266 pp. 
1899. Simpkin, 4a. 

Pbinciplbs of Education, by M. 
MacVioai-, Ph.D. iCanada). Cr. 
8vo. 178 pp. 1892. Ginn, 3a. 

Ruling Pbinciplb of Method 
Applied to Education, trans, from 
A. R. Serbati (U.S.A.'. Or. 8vo. 
389 pp. 1889. Isbiater, 6s. 

Secondary School Syktbii in 
Germany, by E. E. Bolton (U.S.A.). 
12mn. 1900. E. Arnold, Bs. 

Studv of Children and their 
School Training, by Dr. F. War- 
ner. Cr. Svo. I^A ■^^J. V^ X&oa,. 
8Ta\j\e«. \8KWt. ■yUOToaa.^, 'W..*'*- 
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Elkmkvtabt Phtkical txv Am- 

■nuKWiMiCAl. Oe<igra|ih]r, hy Prof, ' 
R. A. Gregory. Cr. Sto. 7tli ed. 
311 pp. tt: niiu. 1899. Nekon, 
Se. fld. 

Lbwohs 15 TBK New GsoiiKArHV, 
by 8. TrotWr. Cr. %vo. *«! ed. 
182 pp. Illus. 189S. labiab^r, 
38. M. 

Methom or TBiCHlSQ HiaToRt, 
ed. I>y a. S. H«ll r.S.A.i. Cr. 
8vo. Vyl pp. 1898. labiater, 5s. 

Nkw Basis of GEo-iBAPHT, tor 
TeiicherB. by.I. W. R«dK»y;L'.S.A.). 
Cr. Sto. 230 pp. IWl. Msc- 
millon, 4b. 6d, 

PPPIL TkaCHEBS' GEOdttiPHV : 
Political, Physical nod Physiogra- 
phidU, by J. H. Yoxull. Cr. 8vo. 
Sid ed. 295 pp. Jarrold. 3b. 6d. 

TEAt-HKBS' Handbook itr Gbo- 
OBAPHT LeaHooB, by J. G. Forrualer. 
Part in. Or. 8to. I!t03. Simpkin, 
Is. 

Tba'/hbbs' Havitai, or Geo- ! 
GKAFHT, by C. McMurray. 8vo. 
1902. Mncmilkn, 2d. M. i 

Tkachbbs' MiBnAi. or Gbo- I 
OKAFKV, by J. W. R«dway. Or. , 
Svo. 174 pp. 1897- Ubister, I 
in. 6d. 

TBAdttSG OF Gboobaphy, by Sirl 
A. Geikie. Gl. 8to. 2Dd ed. 204 
pp. 1898. Uaciiiillan, 2s. I 

Topics is Geography, by W. F. I 
Niohols. Cr. 8vo. 200 pp. 1899. 
Isbister, 2a. Hd. 

Kindergarten, Infant Teaching. 

APPK0PBI4TB AND ViBlED GCOtT- 

PATios for Infanta, for Infant Class 
Teachers. Or. 8vo. 2nd ed. 146 
pp. 217 lUua. 1883. Jarroid, 3a. 

Course oir Papeb Foldino fob 
Children, ooinpiJed by H. Heurwerb ■ 
from F. W. A. Fr^ebel. 4to. 
20 pp. 1897. Charles &, Dibble, , 
2s. 6[L 

First Ooubse of Oanb-wbavibu, 
by 1. A. Otty. 4to. 40 pp. 48 
lUuB. 1896. Simpkin, Is. 6d. 

FitBBCuiTiiHi ; Natukai, Vabibd 
and Interesting, tor Infants, by 
Mrs. H. Dean. 4to. 1902. Simp- 
•>.6d. 

(ROABi'nM Uakcal (Friie- 



. bel'a H«Uiod .. Gl. 8-ro. 88 p 
34 Uliis. T. Laurie, Is. 

MoBAicoit, OB Papev Mosaic Lsa 
How to make it, by W. Bemroae. 
3rd ed 16 pp. text. 3 Oolonrsd 
Plate i. Bemrose, Is. 

S ATIOS AL KiSItBKDAKTBK MaJTU AI., 

by Mrs. L. PuUoek. 12oio. De 
Wolfe, Fiahe, Boston, U.S.A., TBo. 

OcctTATiona A.HD OccuPAHOH 
Games, for Infant CUsb Teachers, 
by J. B. Singleton. Cr. 8to. 131 
pp. 243IUUS. 1885, Jarroid, 3 

<.)R*i. Tbachiuu is L\fast 
Schools, by J. Bailey. Cr. 8ro, 
3rd ed- 16« pp. 1903. Abbott 
Jones, Is. 6d. 

Paper Ball Makisu, for Infants 
and Juniors, by J. A. (Xty. 
28 pp. 1898. Simpkin. Is. 

Paper Foldujo msv Dbsiohdo 
Coiabiaed, for Infants and Juniors, 
by Z. Ford. Eoyal 16mo. 48 pp. 
1899. Simpkin, as, "^ 

Papkr Flowbh Makiho, fgr 
Infanta and Juniors; by J. A. Otty. 
4U,. 52 pp. 130 lUuB. 1897. 
Simpkin, 2a. 

Paper Rosbttb Work and How 
to Make It, by W. Bemrose. 12ino. 
8th ed. 12 pp. 4 Plates. Bemrose, 
6d. ))aper. 

Paper Wobk : Imbtbvctivb ahb 
Ornamental, by Mrs. L. Walker, 
Cr. 4to. 187 pp. 162 Ulus. 1901. 
Upcott Gill, 33. Bd. 

Plastic MBraoDij for Plastic 
Minds, by Mrs. W. Harbutb. Scj, 
8vo. S4 pp. 25 Plates and Illus. 
Chapman, Is, limp. 

Practical Helps for Inpamts' 
Teachers, by J. E. Singleton. Cr. 
8vo. 139 pp. 94 Illus. 1884. 
Jarroid, 3s. 

PbaCTIICAL KlSlIEBaAHTEK Lt»- 

1 for Infant Schools, by Mrs. 
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pp. 44 Plat«H. 1897. Nelson, 
23. Od. 

Scheme op Aiivancbh Kihdbr- 
GABTBH, by E. Lewis, L.L,A. 3 
vols. Vol. I, Standard I. 49 pp. 
129 Diagrams. 2a. Vol. II. Stand- 
ard II. 50 pp. 90 Diagrams. 2b. 
Vol. m. standard III. 66 pp. 90 
Diagrams. 2b. 6d. £. J. Arnold & 
Son, Leeds, 
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SCHHOL OF iKFANCy, by " Coiu- 
enius ■' (U.S.A.). Cr. 8vo. 112 pp., 
1896. labisber, 2a. 6d. 

L&nguog'ea, Teaching' of Chemistiy. 

Hints on the Teachin.; of 
Elementary Chemistry in Schoola 
and Science Clasfiee, by W, A. 
Tilden, D.Sc. Cr. 8vo. 76 pp. 7 
lUun. 1896. Longmans, 2s. 

Methods of Tbachino Modern 
Langu^es. (U.S.A.) Cr. 8vo. 223 
pp. 1896. Isbister, 3b. 6d. 

Practicai. Study of Lanotjaoes, 
by H. Sweet. Lai^e cr. 8vo. 280 
pp. 1899. Dent, Os. 

TBAcaom OF Lasguaoes 
Schools, by W. H. Widgery. 2iia 
ed. 1903. Nutt, Is. 

Tbachisg of Modbrs Lahouaobe 
in Schools and Colleges, by D. T. 
Holmes. Cr. 8vo. 96 pp. 1901. 
A. GJardner, Paisley, 2.t. 



Akt or Teachibo Arithmetic : 
Que,'7tioDs and Answers on Methml, 
by R«v. J. Hunter. Post 8vo. 125 
pp. 1889. Nelson, la. 6d. 

Mathemahos Made Easy, by J. 
J. Eaven, D.D. Cr. 8vo. 78 pp. 
nius. 1897. Jarrold, 2m. 

Practical Hinits oh the Teach- 
iNi:i of Arithmetic, by D. Muon. 
Small 8vo. labisber, 2h. 

Pupil Teacher's Ate ebb a, by 
H. Wills. Cr. 8yo. 264 pp. 1893. 
Jarrold, 3^. 6d. 

Puea, Teacher's Coohjse of 
Mathematics. Part I. Euclid. 
Books I. and II. 130 pp. Is. 6d. 
Part II. Algebra. Post 8vo. 130 
pp. 1879. Is. 6d. National Society's 
Dapoaitory. 

Teachinq of and Tbstlko in 
Mental Arithmetic. Or. 8vo. 170 
pp. 32Illua. 1887. Jarrold, 2s. 6d. 

Object Lessons. 

Haniiy Book op Object Lbssoms, 
by J. Walker. 2 vols. Ur. Svo. 
Vol. I. nth ed. 98 pp. Illua. 
2s. 6d. Vol. n. 6th ed. 129 Ilius. 
23. 6d. Jarrold. 

Notes cm Object Lesson Teach- 
ing, by A. L. Cann. Cr. Svo. 146 
pp. 1902. Simpkin, 4s. 6d. 



Object LBssosa fob Pupn. 
Teachers, by L. Walker. Part L 
Animal World. 168 pp. 2h. Part 
TI. Vegetable and Mineral World, 
193 pp. 2a. ed. City of London 
Book Depot. 

Object Le8.'son8 in Botarv, liy 
E. Snelgrove, B.A. Fnst Series 
for Teachers of Standards I. and II. 
Cr. 8vo. 2od ed. 109 pp. lUua. 
1894. 2a. 6d. Standartia HI., IV. 
and V, Or. 8vo. 3rd ed. 296 pp. 
1&3 niua. 3b. 6d. Standards VI. 
and VII. Cr. 8bo. 236 pp. 140 
lUus. 33. 6d. Jarrold. 

Object LEsaOHs in Natural 
History, for Teachers, by B. Snel- 
grove, B.A. Cr. 8to. 214 pp. 88 
Ulus. 1897. Jarrold, 38. 6d. 

Object Tbachino »o» Standahdb 
I.-III., by W. Taylor. Cr. 8vo. 
298 pp. Ill rUus. 4 Coloured 
Plates. 1898. National Society's 
Depository, 3s. fid, 

Pkoiibbssive Object Leshosh fob 
Infant ScliooU, by W. Taylor. Cr. 
Svo. 216 pp. 3 Coloured Plates. 
32 Diagrams. National Society, 
23. 6d. 

Teacher's Manuaj. of Object 
Lessons, for Rural Schools, by V 
T. Murch^. Cr, Svo. 330 pp. 1902. 
Macmillan, 2a. 6d. 

Tbachbb's Manual of Object 
Leisons in Mementary Science and 
Geography Combined by V. T, 
Mureha. Gl. 8vo. Vol. I. Stand- 
ard I. 184 pp. Illua. Vol. II. 
SUndard IL 186 pp. lUns. Vol. 
IIL Standard III. 200 pp. lUus. 
1900. Macmillan, Is. 6d. each. 

Teachkk's Manual of Object 
LesHOns in Geography, by V. T. 
Murohe. Cr. 8to. 3&0 pp. 1902. 
Macmillan, 3s. 6d. 



(Kinderg^arten 






Psychology, Logic. 

CoUBaB IN Es PER 1 MENTAL Pa YOHO- 

WY, by E. C. Sanford (U.S.A.). 
2 vols. Cr. Svo. 457 pp. 1897. 
labister, 6s. 

Mental Science, Lotiic and 
Ethics, for Teachers, by T. Cart- 
wright. Ct. ft\o. ^'do. sA. 'SS). ^^- 
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P«ycholoE7, Logic, •■■Mlini: 

I'xYiTuiiLo.tY nm Tkache&b, by 
C L, Morgan. Cr. 8vo. 25a pp. 
18M. E. Arnold, 3». 6d. 

PuTCHOLOOY ApfUEU TO BUDCA- 

TiON, tnuia. fruni U. Coiiipayr^ 
(U.S.A.). Cr. 8f«. 234 pp. 1000. 
labwtor, 3n. Sd. 

TEACHRft's Handbook or Phvcho- 
WKiv, lij Jaiues Sully. Cr. 8i-o. 4th 
wl. 606 |>p. 1807. Longiiinns. 6h. 6(1. 

School and Qass Management 

EsPiBSTlALH OF SCU(H.'L DiKT, liy 

L\ Dukua, M.D. Cr. 8vo. Riving- 
toiiH, 6s. 

Haiidiiook op Sc&ool Masaoe- 
UKNT nnd Methods of Teaching, by 
P. W. Joyce, LL.D. Fcp. 8vo. 
New ed. M. H. GUI & Sou, Dublin, 
3a. Od. 

MAN0AI. OF School Hvoibkb, for 
Teocherti in Day Schools, by E. W. 
Hope, M.D., aud E. A. Browne. 
Cr. 8vo. C'anibriiige University 
ProBH. 3s. fid. 

OuTLuroa or S<?HonL Manaob- 
MBNT, by W. Gidiughagen. 90 pp. 
Crane & Co., Topeka, KanaaB, 40o. 

pBiLuauFinf OF School Maba<i&- 
MB.NT, by A. Tompkins (U.S.A.). 
Cr. 8vo. 222 pp. 1901. Ginn, 
3h. 6d. 

Practical Handbook of Sitiool 
Management and Teaching, by F. 
E. Hanling. Gl. 8vo. 76 pp. T. 
Laurie, 2s. 

Practical Hists oh Class Mas- 
AfiEHBNT, for Pupil Teachers, by J. 
SaundeVH. Gl. 8to. 4th ed. 141 
pp. T. Laurie, 2m. 

Pkikoiflbs ABU Practice of 
Teauhiag and Class Management, 
by J. LandoQ, Cr. 8vo. 4th ed. 
624 pp. 18»9. Holden, 5s. 

School Management, Okoasdja- 
Tios and Difoipline, hy J. Landon. 
Cr. 8vo. nth ed. 376 pp. 1901. 
Kegan Paul, 6s. ■ 

ScH(KiL Manager : Guide to 
Manauenient of Public Elenjentary 
Schook, by J. King. Cr. 8vo. 
li«3. E. Arnold, Is. 6d. 

School Method, by F. J. Glad- 

n, B.A., B.Sc, witli addibion«, 
bv J. W. Jarvis. Cr. 8vo. 191 pp. 

e, Jarrold, 2s. fld. I 



School rjHOAAi^uTtox, Htcibxi^ 
Discipline Ethioi, by J. H. Qm- 
ham. Cr. 8fo. 250 pp. 19DL 
Siiupkin, 3b. 6d. 

School Sl'fbbvisiok, by J. L. 
Pickord. E. Arnold, 4«. 6d. 

School Work, by F. J. Glad 
U.A., B.Sc, with additions, by J. 
W. Jarvis. i vols. Vol. I. Con- 
trol and Teaching. Cr. 8vo. 
Ik. Vol. 11. OrganiaatioD and Prin- 
uiplea of Education. 4s. 59!r 
Complet*, 7a. 6d. Jarrold. 

The Teacher i Hints oh School 
Management, by J. R. Blakiston. 
Cr. 8vo. 96 pp. ISlto. Macmillao. 
2b. 6d. 

Teaching, 

Advabcei' Manvial of Teaching. 
Cr. 8vo. 294 pp. Illua. 1900. 
National Society, 5s. 6d. 

Class Teachino and Mamags- 
HBHT, by J. Gunn. Svo. 191 pp. 
1896. Nelson, 2s. 6d. 

Cowprhhemhivb Method 
Teaching, by E. K. Gordon. Cr. 
avo. 1903. Book I. Is. 6d. Book 
II. Is. 3d. Heath. 

CocusBs OF Stdsies and Mbthois 
of Teaching, by J. T. Princa 
lU.S.A.). Cr. 8vo. 344pp. 1896. 
Ginn, 3s. 6d. 

Day Dreams of a Schoolu aster, 
by D'Arcy W. Thompson, M.A. 
Cr. 8vo. 336 pp. 1899. Isbisber, 

Entrance Scholabshif Qvbs- 

ONS for Chief Public Schools and . 
H.M.S. Britannia. Cr. 8vo. 
pp. 1903. Sonnenschein, Ss. 

EssESTiALs OP Method 
Teaching, by C. de Garmo (U.S.A.). 
■""r. 8vo. New ed. 119 pp. Isbister, 

.. 6d. 

IsiRH Teachers' Work Book ; 
Instructions and Exiiminafcion Pro- 
gress Mark Book. Folio. 1901. 
Macmillan, Is. 

Law (with Acts) Eblatimo ti> 
Schools and Teachers, by T. A. 
Organ, B.A. Cr. 8to. 566 pp. 
1000. Simpkin, 8a. 6d. 

Lectures on PBDAdoOT : Thxch 
BBTiCALand Practical, trans, from G. 
Compayr^ (U.S.A.). Or. 8vo. 600 
pig. ISaft. iHbUtor, 68. 



Sec. 66] TEACHING COMPOSITION -WRITING 



MANUAt fiF Methods of Teaoh- 
IHQ, by J. Wilsoa. Post 8vo. 440 
pp. 1897. Nehoa, 5a. 

Manual Teainiso ra ELBMBSr- 
ABY Schools for Boys, by A. Sluya 
(U.S.A.). DemySvo. 46 jjp. 1889. 
T. Laurie, la. paper. 

MiHTAKBS LN Teaching, by J. L. 
Hughes (Cauada). Demy 8vo. 134 
pp. 1899. BacoQ, 2h. 

Notch on IiBasoNS. 2 vols. Vol. 
1. Por Infaub Classes and Luwer 
Standards. Or. 8vo. 6th ed. 142 
^p. Illus. 2i. 6d. Vol, II, Uppei 



Staodarda. 2ad ed. 192 pp. 3a. M. 
Jarrold, 

pHiLoaopHT OF Tbachins, by A. 
Tompkins (U.S.A.). V2mo. 280 pp. 
Ginn, Ss. 6d. 

Practicai Hints in Teaching 
Under New Systora of Inspeotion, 
by D. C. Bees. Or. 8vo. 70 pp. 

1901. National Publishing Asso- 
ciation, Is. 

Pbactical Hihis on Tbachino, 
by J. Menet. Cr. 8vo. 7th ed. 
128 pp. Plates. Bell, 2s. japet. 

PaiNciPLBs or Oj-ass Tbachin(i, 
by J. J. Findlay. Cr. 8fo. 478 pp. 

1902. MacmilJan, 5s. 
Rklioious Teaching in Sbcond- 

ABY Siihools : Suggestions to 
Teachers, by G. C. Beil. &1. 8vd. 
209 pp. 1898. MaoniiUan, 3i, 6d. 
Schooluahteb's Teak Book and 
Directory. 8vo. 884 pp. 1903. 
Sonnenachein, 5s. 

STU.4BIC SVSTEH OC TbACHINO 

to Read, by J. R. Biakiaton. Cr. 
8to. 4th ed. 36 pp. 1898. Bell, la. 

S?3TBMATI(I SOIBNCB TbACHINQ, 

by E. G. Howe. E. Arnold, Bs. 

Teacher's Work Book, by A. 
Flavell and G. H. Bobinson. Fep. 
folio. 9th ed. 60 ruled pp. 1901. 
Macmillan, Is. 6d. 

Teachbb's Manual or Science 
and Art of Teaohing. Cr. 8vo. 547 
pp. National Sooiety'a Depository, 
5b. 6d. 

Tbaohino op Sciebtific Method 
and other Papers on Education, by writish, by J. Jackson. 
" ". Armstrong. Cr. Svo. 490 62 pp. lllus. 1895, Low, la. limp. 



1 



Teaching Composition, Resdii^. 

Encilish : CowFo.siTtoN, Gkammak 
and SpaUiag. Standards I,-V, Cr, 
8fo. Is. 6d. each. Standards YI,- 
VIL 1 vol. Cr, 8fo, 2i. 1902. 
Schofield & S. 

Hints on Teaching Readini), 
by M. 8. Huasey. 12mu. Lothrop 
Pub. Co., Boston, U.S.A., 75o. 

Notes op Lbbsohb on Enulish 
Graiumai', for Teachers in Element- 
ary Schools, by J. K. Singleton. Cr, 
8vo. 166 pp. 1882. Jarrold, 2j). ed. 

Tbachgb'h Enulisb Gkaumak 
Asiistant, by Com, F. M. Norman, 
R.N. Cr, 8vo. oth ed. 183 pp, 
1894, Bemroae„ 2^. 

Teachbb's Manual op Composi- 
tion, by K. S. Wood. Vol. I. 
Junior Course for Infants and 
Standards I. and II. Cr. 8vo. 154 
pp. 1902. MacmiUan, la. «d. 

Teachino oit Eholi>)h in Elb- 
MENIAKY and in Sacondary Schools, 
by P. Chubb. Or. 8vo. 434 pp. 
1902. Macmillan, 4^. 6d, 

Teachino op English Reaoino, 
by N, Dale. Cr, 8bo. 2ad ed. 196 
pp. 1903. Dent, 2:1. 6d. 
Training Teachers. 

Education of Teachers, by W. 
H. Payne, Ph.D., LL.D. l2rao. 
272 pp. 1901. B, F. Johnson Pub. 
Co., Richmond, Va., U,8.A., $1.50. 

Training op Teach bbs and 
Methods of Instruction, by S. S. 
Laurie, M.A., LL.D. Or. 8vo. 304 
pp. 1901. C. J. Clay, 6s, 

Tbaininu of Teachers in tub 
U.S.A., by Bcamwell and Hughes, 
Cr. 8vo, 198 pp, 1891. Sunnen- 
schein, 3s. 6d. 

(Woodwork. See p. 39.) 



pp. 1903. Macmillan, 
Theory and PBicncB 
I, by Rev, E. Thring. Fep. 



Theory anii Practice op Hand- 
Tbach- WBiTtNG, by J. Jackaon. Demy 8vo, 



Cambridge University Press, 4s. 6d. ' Low, &a. 



TELEGRAPH CODES. 

ABC CSlVKfcSil. CO)0(EKL1A1. 

Electric Telegrnphic Cwie. lloy»i 
8vo. 5th ed. 1400 pp. <->ver 
lf)3,000 VarUtiona. 1901- Eden, 
FuAer * Co.. 20b. 

Aowt'sTBLBoaAPaCoDB. SrdwL 
Pklmer. Howe, Manchester, 55s. 

AaOLO-ISTEBSATIOSiL TBLBQBiPH 

Code Meyer's). Simpkin, 268. 

Al L'sivBusAi. Commercial 
Electric Tel^raph Code, by W. 
Claiw*n-Thue. 8vo. 1240 pp. Van 
SoB(rand,N.V., »7.50. 

ATLASTIC CuTTf)S TEI.Bi8APHlC 

Code I Meyer's). 38th ed- Simpkin, 

British asd Fobeios Trade asi. 
ShippiJJgCode'Meyeif's). Simpkin, 
300. 

CATAUMitlE CoMSIKATIOS TELE- 

<ieam Code, by C. A. Moroing and 
F. G. McCotcheon. Code 11. 4to. 

1903. Clowea, £7 "a. 
CoHMERciAt, Telegraph Code 

(Meyer's). Simpkin, 268, 

"Eoosoaic" Tblwiram Code for 
Piece Good« and General Business. 
22» folio pp. Thaeker, £12 12h. 
(2 copies). 

EmuurEEniS'i Telegraph Coue, 
by A. H. Blftokbum and J. Stereos. 
Cr, 4to. 7aO pp. Stevens, 40a. 

GbBEOAI. COMKBRCIil. ASH 

Mining Telegram Code : 274,000 
Words and Phrases, by C. A. 

Moreing. Code I. 4to. 1903. 
£5 Bb. Terminal Index. Cr. 8vo, 

1904. 10s. 6d. Clowes. 

Globe Cosimbbcial Tblegiiaph 
Code. Palmer, Howe, Manchester, 
42s. 

lUTBENATlOSAl MbRCANTILB 

Telegraph Codes (Meyer's). 

Simpkin, 25b. 

Libber's Standard Code : 75,000 
Code Words. Royal 8vo. 800 pp. 
1896. Liebor Pub. Co., 42h. 

Maokav's One-wobd Tklboraph 
Code. Palmer, Howe, Manchester, 

2l8. 



BLurtTAi. OF Code Word Bar 
iKXBLAXOEs, by F. Jones. Demy 
8to. Spottiswoode <t Co., 10b. 

Heveb's Stahdard Gbaib Tblb- 
uRAPBic Code. Simpkin, 3S^ 

HOBBISO AITD NbAL's GKHSKIL 

and Mining Tel^raphic Code, for 
Mining Companies, FJnannal 
Agente, etc. B. Wilson, 21s. 

ker'b CoMBoriaioiii T«i»- 
Code. Palmer, Howe, HaR- 
chester. 2l8. 

Premieb Ctphes Tbleorafbic 
Code, compiled by W. H. Hawke. 
Med. 4to. 600 pp. 1897. lOa. fld. 
Supplement. Obi. 4to. 1898. 
lOs. 6d. E. Wilson. 

"S. B. " MimHO ASD FlSASCIAL 

Code. Mercantile Pub. Syndicate, 
63i. 

Sell's Dibectoby of Rboistbbbd 
Telegraphic Addresses. Annual. 
H. Sell, 2l8. 

Sbbibs Book, tor Use with Tele- 
graph Codes, by J. Brookes. 2nd 
1. Palmer. Howe, Manchester, 40a. 

Simplex Stabdabd Telegram 
Code fAger'sj. Palmer, Howe, 
Manchester, £5 5h. 

Special Telegraph Code, for the 
Eastern. Trade, compiled by J. Dus- 
hury. Palmer, Howe, Manchester, 
42a. 

Telegraph Detectob, for De- 
tecting Mutilated Words. Palmer, 
Howe, Manchester, 2s. 6d. 

Telegraphic Vocabulawes 

Adapted to Telegraphic Signak, by 
J. SicoJson. 8to. 1903. Whit- 
taker, 5a. 

Universal Shippiho (Telegraph) 
Code, for Shipowners, Captains, 
Brokers, etc., by F. Jones. Royal 
8vo. Bpottiswoode & Co., lOs. 



6d. 

Via Easterh Telegraphic Social 
Code, compiled by R. T. Atkinson. 
Cr. 8vo. 328 pp. 1903. Eastern 
Telegraph Co., 5a. 

Wbitblaw'h Telegraph Code : 
French, Spanish, Portuguese and 
Italian. Royal 4to. Spottiswoode 
& Co., 568. 



TEXTILE TRADES. 

Bleaching, Finishing. 

ELEArniBti AK[> Calico PBimiBCi, 
with 19 Sheets of Pfttterna, by G. 
Duerr and W, TumbuU. Lnrge 
8vo. 142 pp. 24 Illua. 1896. 
Griffin, liia. 6d. 

Chemjcai. Tbchnolooy tip Tex- 
tile Fibrea ; Their Origin, Wash- 
ing, Bleaching, Dyeing, Printing, 
DreHHing and Finishing, from 
German of Dr. G. von Georgievios. 
Royal 8vo. 320 pp. 47 Illua. 1902. 
Scott, Greenwood, 10a. fid. 

ELEHENI.tBS TbEAIISE ON THE 

Finishing of White and Printed 
Cotton Goods, trans, from Frencli of 
J. D^pierre. 500 pp. 165 Illus. 
10 Plates. 116 Patterns. 1890. 
George Thomas & Co., Deansgate, 
Manchester, 30b. 

Fuij,bb'h Rbadt Taeles : 
Shrinking, Fulling, Scouring, etc., 
by J. F. Timmermann. Journal uj 
CommtTce, Boston, U.S.A., 50c. 

MODEBK BlBACUING AND FlNIHH- 

VSO, by a Practical Bleacher. 12mo. 
70 pp. J. Heywood, 2s. 

Practical Tbeatise oh B leach - 
IKo of Linen nod Cutton Yam and 
Fabrics, by L. Tailfer ; tians. from 
French by J. G, Mcintosh. Demy 
8vo. 303 pp. 30 lUua. 1901. 
Scott, Greenwood, 12s. fid. 

TlUlIMUfO ANU FeNISHINU OF 

Hosiery, by J. H. Quilter. 76 pp. 
13 Illus. 1889. Charles Greening, 
Bradford, 2s. 6d. 

(Printing. Si?a below. ) 

Book-keeping;, Directories, Reports. 

Atlantic Cotton Telburaph 
Code. 37th ed. Palmer, Howe, 
Manchester, £i 4s, 

Blue Book, Textile Dirbciory 



of U.S.A. and Canada. 600 
Annual. Davison Pub. Co., 



W:. 



DlttECTOBT OF THE MaNUFAC- 

TDBBBS of Textile Fabrics for the 
BntishMeB. Sthed. 1697. Kelly's, 

PiBCE Goo I IS AND 




General Phrase Code, by J. Brookes. 
Palmer, Howe, Manchester, 50s. 

MANUfACTUSER'a COMPENDIUM 

(Testile', by J. S. Buckle. 8»o. 
Palmer, Howe, Manchester, 40a. 

Report on the Testiuj and 
Soft Goods Trades of South Africa, 
by 8. W. Whithara. Royal 8 vo. 98 
pp. 1903. P. S. King, 10a. 

Textile Accotisin, by G. H. 
Richardson. Demy 8vo. 142 pp. 
J. Heywood, 49. 6d. 

Texulb Manutactcrbr's Book- 
KEBriNu for the Counting House, 
Mill and Warehouse, by G. P. 
Norton. Royal 8vo. Simpkin, 
15s. 

Calculations, Costing, Tables. 

Cloth Price Calculator. 16mo. 
3rd ed. J. P. Mathew & Co., 
Dundee, Is, fid. 

COIIIFLEXE ReADY-RBCEONBR FOR 

Cotton Works, by S. Townsend. 
Demy 8vo. 1860. Abel Heywood, 
Manchester, 2bs. 

Cotton Spinning Calculations, 
by T. Thoruley. Cr. 8vo. 98 pp. 
1900. Is. fid. Key. 84 pp. Hlus. 
1b. fid. paper. J. Heywood. 

Indian Cotton Mill Operative's 
Ready Wage - reckoner. Iniiiaii, 
Te.rtiit Journal^ Bombay, 3 rs. 

International Yarn Tablbh, by 
McLennan, Blair & Co. 1903. J. 
& R, Parlane, Paisley, Is. 

MAHrPACTOBER's WaRP TaBLBS 

and Warper's Assistant. Demy 8vo. 
G. Watson & Son, Glasgow, 3a. 

Method of Cost Finwno in 
Cotton Mills, by W. G. Nichols. 
J. M. Wade & Co., Boston, U.S.A., 
»1.50. 

Plain Series »p Cotton 
Spinning Calculations, by W. H. 
Cook. Cr. 8to. 96 pp. Itlus. 
Marsden, Manchester, 2s. 

Practical Cotton Calcdlatiomr, 
by E. Whitworth. 12mo. 110 pp. 
■loumal of Commerix, Boston, 
U.S.A., $1. 

Prc*ortiosatb Pbicbh poe 
Widths of Cloth, from 14 to 120 in. 
Emmott, Manchester, Is. 6d. 

Rbfebbnce Tablbs for Flax, 
Tow and Jut« Spinner.i, bij P- 



CalcnIaliOD*, Costrng, Tablw, noil. 

Srissiioi AMO WiLAVtsu Cau 
L,t I.ATKIS1, from (iermnli iit N. 
Keiiwr. Uoiiiy Xvu. »t Illu». Tklilee. 
IWM. 8™it„ Oiwnw.^id, 10». (id. 

Tuitii-r CALa-LATHiwi, l>y E. A. 
Powelt. *U>. lUiw, Baird, P)kU- 

lelpliU, «2. 

L'siviUMAL Tablkh or TexnLB i 
BlruuLuru, by J. Eduiondson. 
"• ■ ler, H..WO, Mnnchealer, 7b. 6d. ^ 

Colour Matchins utd Theory. ' 

Loi'B MAT(;Him( OM Textu-es, , 
l)y D. I'atenujD. Demy 8v(i. 132 j 
- 29 IlluH. 1 Plate, U Dyed 
rcimona r.t Folirics. 1«01. Scott, ; 
GriMUWoud, 78. 0d. I 

CoLDUB: HaHDBooK or THB I 
Theory of Colour, hy G. H. Hurdt. I 
Demy 8vo. 72 Ulua. 10 Coloured 1 
Plates. lUOO. Scott, Greenwood, I 

7b. ud. I 

8cltm.-» OP CoLinjii Mixufu, by 
D. PaterHon. Deniy 8vo. 128 pp. 
Coloured PlaI«H, llliis. aud Dyed . 
Pttttoms. IIKM). Scott, Greenwooil, 
t,. Bd. 

Be aluo under Art, seotion 4.) , 
(Calico Printing. Sue Dyeing, also , 
Printing. ■ 

Cotton Mtuiufacture. 

ITTOH DoUBLEB'b ASSISTANT, by 

A. PreHtwich. Cr. 8vt.. 88 pp. 
1888. J. Heywood, 2s. 

CoxTotr MASUfACTDBB, hy J. 
Lister. Large or. 8vo. 222 pp. 
7i Illua. 1894. Lockwood, 7h. t!d. 

Cotton MANuyACiuftK or Gbeat 
Britain, by Dr. A. Tre. 2 vols. 
150 Ulus. Vol. I. iU pp. Plates. 
1861. Vol. IL 644 pp. Plates. 
1861. Bell, 5n. uadi. 

Cotton MAJfL'BAOTUKEKs', Man- 
iQEiitB' and Spinuera' New Pocket 
Guide, hy J. Moss. Cr. 8vo. 5th 
ed. 126 pp. 1884. J. Heywood, 
Ss. 6d. 

Cotton Manupactubino, by C. 
P. Hrooks. Cr. 8vo. 3rd ed. 176 
PI), 74 lUua. 1892 Spon, 28. Bd. 

COITON MANrFACIURlSO, by E. 

A.PossBlt(U.8,A.)- PartL Fibre, 
Ginniog, Mixlu);, Picking, Scutch- 



ing Mid CBrding. 1903. SampsoD 
Low, 14s. 

Cotton Sti'dbst"s Manual, or 
Haiuger's aud Qvertooker'ii Guide, 
by R. Cunliffe. Cr. 8v». 3rd ed. 
811 pp. 1804. A. Heywood, Man- 
chester, 2^. 

Cotton Trade is EsiiUBB and 
tlie Continent, from the Geruuui of 
G. von 8chultze-Gsevemlt2. Deni; 
Sto. 214 pp. 18»5. Marsden, 
HanchoKter. 5s. 

DoiTBUCNlS AND MANTJFACTUaB 01 

Cotton Tbread-s by J, Dodaoo, 
Demy 8vo. 324 pp. 1903. Long- 
oiAUB, lOs. 6d. 

SELF-Acrrau Mi-LES. byT. Thom- 

ley. Cr. 8vo. 3nd ed. 364 p].. 

J. Heywood, 4s. 6d. 

(See also Machinery ijelow. Spinning 

and Weaving. . 

Designing. 

CoutUR IB Woven Dbsion, by E. 
Beaumont. Cr. 8to. 450 pp, 203 
. lUua. 32 Coloured Plates. 1890. 
Whittaker, 21s. 

I Cotton Cloth DBSiiiNiSo, by J. 
Holmes. 8vo. 41 Coloured Plates. 
I Holmes, Burnley, 6s. 
I Decorative asb Fanot Testob 
Fabrics, by R. T. Lord. Demy 8vo. 
200 pp. 132 IlluB. 1898. Scott, 
Greenwood, 7h. ttd. 

DESiiiN IB Textile Fabrics {for 
Students), by T. R. Ashenliurat 
246 pp. 106 llluB. 10 Coloured 
Plates. 1899. Casaell, 48. 6d. 

Introduction to the Stctjy of 
Testile Design, by A. F. Barker. 
1903, Methuen, 7s. fld. 

Obnaiikntal Design for Wotbb 
Fabrics, by C. Stephenson and F. 
Suddnrda. Demy 8vo. 2nd ed. 
272 pp. 65 Plates and Illustrations. 
1900. Methuen, Ts, fld. 

Technology of Textile Design, 
by E. A. Poaselt. 4to. 1500 lUua, 
Baird, Philadelphia, 85. 

Theory abd Practice of the 
Art of DesiKning Fancy Cotton and 
Woollen Cloths from Sample, by 
F, T. Aishton. Folio, 52 Illus. 
I Baird, Philadelphia, 86. 

Practical Treatise on Weavims 
! and Deaigning of Textile Fabrios, 
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by T. R. Affhenhuret. Demy 8vo. 
5th ed. 402 pp. 380 lUu;, 1893. 
Simpkin, 123. 6d. 

(Dressmaking. See seutioo 18.) 
Dyeing. 

Art Of DvKiNt! Wool, Silk and 
<!obtoa, from FienuU i.E M. Hellot, 
M. Macquer, M. le P. d'Apligny. 
Firat issued in English 1789 ; re- 
issued 1!)01. Detuy 8vo. 446 pp. 
* PlBteH. Scobt, Greenwood, 53. 

DlCnoNiJlY OF DVBISII AND C'iLl- 

co Printing, by 0. O'NeiU. Med. 
Sto. 491 pp. 18B9. Baird, Phil- 
adelphia, SB. 

DiBiHO AND Bleaching of Wool, 
Silk, Cotton, Flan, etc, by A. San- 
Home. Demy 8vo. 2 vola. 245 pp. 
in Vol. I. 70 Plates and 210 Speoi- 
men3. 1888. Siuipkin, 3l8. 

Dyeing* and Tishub Priktino, by 
W. Crookes. 8vo. 418 pp. 1882. 
Oeorge Bell & Sona, &i. 

DyEiNu OF Cotton Fabrics, by 
r. Beech. Deniy 8vo. 27'2 pp. 
44nius. 1901. Suott, Greenwood, 
79- 6d. 

Dtbino of Textile Fabrics (for 
Students), by Prof. Huraraei. Cr. 
Svo. 245 pp. Ca3Hell, 63. 

DsEiso OF Woollen FABftics, by 
F. Beech. Demy 8vo. 228 pp. 33 
Illns. 1903. Scott, Greenwood, 1 
78. fW. I 

Dyrr and Color-duhbk's Com- | 
PANioN. l2iuo. 104 pp. Baird, 1 
Philadelphia, $1. ■ 

Dvbb's Instroctob, by D. Smith. 
Cr. 8vo. 201 pp. Baird, Philadel- 
phia, 81.50. 

Enolish Dvhb, by D. Smith. 
Svo. am Patterns. Pulnier, Howe, 
Munchesber, £4 4s. 

Garment Dybino and Cleanino, 
by G. H. Hurst. 2nd ed. Cr. 8vn. 
196 pp. 1901. Griffin, 43. 6d. 

Ehaki on Cotton and other 
Testile Material, by Dr. F. C. Theia, 
trans, by E. C. Kayaer. Royal 8vo. 
135 pp. 64 Patterns. 1903. Hey- 
wood&Co., Ltd., 123. 

Manual Of Dyeinq, byE. Knechti 
0. Hawson and R, Loewenthal. 2 
vols. 920 pp., and 1 vol. of 144 
Dyed Fabrics. Vol. I. 403 pp. 51 



I niii.i. Vol. II. 907 pp. 115 lUus, 
1893. Gritfio, 45b. 
I Practical Ostrich Feather 
Dyer, by A, Paul, revised hy M. Frauk. 
Ti'lile Cohrisl, Philadelphia, S5. 
I Practical Scourer and Garment 
I Dyer, by W. T. Brannt (U.S.A.). 
Cr. 8vo. 203 pp. Illus. 1893. 
I Low, lOs. 6d. 

Principles of Dyeing, by G. 8. 
Ftapi, Ph.D. (U.S.A.). 8vo. 263 
pp. 22 lUus. 1903. MacmiUan, 7a. 
Recent PROGResa in Dtbino and 
Calico Printing, by A. Sansonie. 
Vol. I. Fastness of Colours. 136 
pp- 5 Plates. 1895. 9i. Vul. 
n. Mordant, Basic and Acid Colour- 
ing Mattel's. Demy 8vo. 150 pp. 
Dyed and Printed PatLerna. 1898. 
9h. Vol. III. Bleaching, Indigo 
Blue Printing, etc. Damy 8vo. 92 
pp. text. 19 Plates. 20 Plates of 
Patterns. 1897. 18a. Abel Hey- 
wood, Manchester. 

Scibnce of Colour Mixing, by 
D. Paterson. Detny 8ro. 132 pp. 
6 Coloured Plates. 11 Dyed Speci- 
mena of Fabrics. 1900. Scott, 
Greenwood, 7 s. 6d. 

Secrets of the Art of Dybino 
Wool, Cotton and Linen, by E. C. 
Horaerich. 8vo. 323 Dyed Pat. 
terna. Baird, Philadelphia, Sb. 

System of Chemistby Applied 
t.) Dyeing, by J. Napier. 8vo. 422 
pp. lUus. Baird, Philadelphia, S3. 
Wool Dveino, by W. M. Gardner. 
Cr. Svo. 108 pp. 14 lUoa. 1896. 
J. Heywood, fla. 

Djrestuffs. 

Chemistry of Cual-tab Colours, 
by R. Beuedikt and IC. Enecht. 
Snd ed. George Bel) & Sona. 

CHBsnsTRY OF Dybstuffs, by Dr. 
G. von Gaorgievics, trans, from 
German. Demy Svo. 412 pp. 
1903. Scott, Greenwood, 10s. 6d. 

Ohbkistrv of Obuanic Dye- 
stuffs, by Prof. Nietzki. trana. by 
A. Collin and W. Richardson. 8vo. 
329 pp. 1892. Gumey & J., 15a. 

Commbbcial Orcianio Analysis, 
by A. H. Allen. Vol III., Part 
I. Tannins, Dyes and Colouring 
Matters, Writing Inks. Svo. Sctl. 
ed. ftOO \i?. VJft\. OiBVcSKa-^SSji^ 



Dyestuffs, mntiimni. 

Culture and MANuricrvftB or 
Indigo, liy W. M. Held. Cr. 8vo. 
19 Illuu. Thacker, fa. 

Dictionary of Coal-tar Colourb, 
oompUed by G. H. Hurst, Royul 
8vo. 2nd ed. 212 pp. 1896. 
Heywood & Co., Ltd , 12s. 6d. 

DltTIONABY OF I>YB(, M0BDANT8 

und other C'ompouuda used in Dyo- 
iny and Calico Printing, by C Raw- 
sou, W. M. Gardner and W. F. 
Lay cock. Royal 8vo. 372 pp. 
1901. Griffiu. Ife, 

Dterh' Matbhialh : Examina- 
nos and Applioation of the most 
importjint Substances used in Dye- 
ing, Printing, Bleaching and Finish- 
ing, by P. Heenuan, trauH. from 
German. Cr. 8vo. 150 pp. 24 
lllus. 1901. Scott, Greenwood, , 



INDIOO MANUTAtTl'RB ; PBACTICAL 

and Theoretical Guide to the Pro- 
duction of the Dye, by J. B.-Lee, 
M.A. Cr. 8vo. 137 pp. 1892. 
Thaoker, bs. 
Manual of C'olobs and Dye 

I Wares, for Dyers, Printers and 
Drysalters, by J. W. Slawr. Cr. 
8yo. 2uU ed. 243 pp. Crosby, 

I Lockwood, 7s. 6d. 

Sybtematic Survey of the Oh- 
BAHio Colouring Matters, by G. 

I Sohu'tK and P. Julius, trans, by A. 

F G. Green. 2nd ed. Imp. 8vo. 20B 

1 pp. IWJ4. Mftciiiiilan, 21h. 

(Embroidery, Lace. See section 
18.) 

[ Ezaminiiig and Testing Fabrics. I 

Analysis abi) RBPROui-dioB of 
I Textile Fabrics, by A. F. Barker, | 
with Appendix on" Coat of Cloths, i 
Marsden, Manchester, Ss. 

Cloth Exauinino fok Warb- 

HOUSBMEN and Others in the ' 

Sbippiog Houses, etc., by J. W. ( 

Disley. 12mo. 37 pp. Abel Hey- , 

■wood, Manebester, Is. linip. 

Tbohjticai. TBHjisa of Yarsb 

[ and Textile Fabrics, from German 

I of Dr. J. Herateld. DemySYO. 2nd 1 

led. 200 pp. li>02. Scott, Graeo. 

*-- 4 JOB. 6d. 



Fibres, Raw Materials. 

CiTBMnrAL Technolooy of Tbi- 
TiLE Fibres : Their Origin, Struc- 
ture, Preparation, Washing, Bleach- 
ing, Uyeing, Printing, Dressing and 
Finishing, from German of Dr. G. 
von Geoi^ieYiuH. Royal 8yo. 320 
pp. 47 lUus. 1902. Scott, Green- 
wood, lOs. 6d. 
Chemistry of Bast Fibres, by 

I E. J. Bevan and 0. F. Cross. 

' lUuB. Palmer, Howe, Manchester, 
la. 

COTTOM FlBBB AND THE MtXINO 

of Cotton, by H. Monie, Jun. Cr. 
l8vo. 166 pp. lllus. 1904, Simp- 
I kin, Marehall, 3s. 6d. 

Cotton ; Its Uses, Varibubs, 
! Fibre-structure, Cultivation and 
I Prepuration for the Market, by C. 
P. Brooks. Royal 8yo. 363 pp. 
174 IlluB. 1898. Spon, 7s. 6d. 

CoTTOB Mamufactubuio, by JE. 
A. PosseltiU.S.A.). PartLPibre, 
Ginning. 8yo. 1903. Low, 14b. 

Coltdbe ako Commerce or 
Cotton in India and Elnewhere, by 
J. Forbes Royle, M.D. Demy 8vo. 
807 pp. Plates. 18S1. Smith, 
Mdor, 18b. 

Hbmp-colturb for SbKI) AN1> 
Fibre, by 8. S. Boyce [U.S.A.). 
Cr. 8so. 122 pp. 1900. (Jay &■ 
Binl, 2:1. 6d. 

Report o» the Flai-culhtrb. 
for Seed and F'ibre in Europe and 
America, by C, R. Dodge (U.S.A.)- 
8vo. lllus. Spon, 2s. 

Reports of xhb Colokiai. 
Sections of the Colonial and Tmliim 
Exhibition, 1886, for Textile Fibres. 
8vo. 505pp. 1887. Clowes, lOs. 6d- 

ResEABcHES OH Cellulose, 1896- 
1900, by Cross & Bevan. 8vo. 180 
pp. 1901. Longmans, 6a. 

Structobb of the Cotton Fibre, 
by F. H. Bowman. Palmer, Howe, 
Manchester. Out iij print. 

Stroctobb of the Wool Pibbr 
in its Relation to the t'se of Wool 
tor Technical PurjxiHes, by F. H. 
Bowiimn, D.Sc. 8to. Sdfi pp. 32 
Platei. Palmer, Howe, Manchester, 
21h. 

STROOTl'ItBS OF FiBRKS, YaRNB 

and Fabrics, hy E. A. Posselt. 4to. 
400 lllus. BB,ird, Philadelphia, fe 



Sec. 67] MACHINERY, MILLS— TEXTILE SOAPS 



20a 



Textile Fibbes of Commerce, 
by W. I. Hannan. 8vo. 328 pp. 
149 Ulus. 1902. GriffiD, 9s. 

Textile Raw Matebials aitd 
their Conversion into Yams (The 
Study of the Raw Material and 
Technology of the Spinning Pro- 
cess), from German of J. Zipser. 
Demy Svo. 600 pp. 302 Illus. 
1901. Scott, Greenwood, 10s. 6d. 

(Cellulose. See p. 113.) 

(Finishing. See Bleaching.) 

(Linen. See Weaving.) 

Machinery, Mills. 

Cotton Combing Machines, by 
T. Thornley. Demy Svo. 300 pp. 
117 Illus. 1902. Scott, Greenwood, 
7s. 6d. 

Cotton Machinery Sketches, 
by W. S. Taggart. 4to. 1903. 
Macmillan, 2s. 6d. paper. 

Practical Mechanics fob Tex- 
tile Workers, by G. R. Smith. Cr. 
Svo. 236 pp. S6 Illus. 1899. J. 
Heywood, 3s. 

Practical Tbeatise on Draw- 
frames and Bobbin and Fly-frames, 
by T. Thornley. Cr. Svo. 390 pp. 
73 Illus. 1S9S. A. Heywood, Man- 
chester, 6s. 

Recent Cotton Mill Construc- 
tion and Engineering, by Nasmith. 
Cr. Svo. 2nd ed. 277 pp. 124 
Illus. J. Heywood, 4s. 6d. 

Woollen and Worsted Loom 
Fixing, by A. Ainley. J. M. Wade 
& Co., Boston, U.S.A., $1. 

Mercerisation, Waterproofing^. 

Mercerisation : Practical and ; 
Historical Manual. 2 vols. Royal ' 
Svo. 3S0 Patterns. 67 Dlus. 1903. 
Heywood & Co., Ltd., 25s. 

Waterproofing Fabrics and 
Materials, by Dr. S. Mierzinski ; 
trans, from German. Cr. Svo. 29 
Illus. 1903. Scott, Greenwood, 5s. i 

(Millinery. See section IS.) 

Printing. 

Calico Printing, by C. O'Neill. 
2 vols. Demy Svo. Palmer, Howe, : 
Manchester, 22r. 

Colour Printing of Carpet 
Tarns, by D. Paterson. Demy Svo. 



136 pp. 17 Illus. 1900. Scott, 
Greenwood, 7s. 6d. 

Printing of Cotton Fabrics, 
by A. Sansome. Demy Svo. 2nd 
ed. revised. 4S2 pp. Plates and 
Specimens. 1902. Simpkin, ISs. 

Printing of Textile Fabrics, 
by C. F. S. Rothwell. Large Svo. 
312 pp. 50 Illus. 103 Printed 
Patterns. 1S97. Griffin, 21s. 

(See also Dyeing, above.) 

Silk. 

Complete Instruction in Rear- 
ing Silkworms, by Carrie Williams. 
12mo. Illus. 1902. Whitaker & 
Ray Co., San Francisco, $1.25. 

Ornament in European Silks^ 
by A. S. Cole. Cr. 4to. 220 pp. 
167 Illus. 1S99. Constable, 32s. 

Power Loom Weaving of Silk 
Fabrics at Lyons, by Thomas 
Wardle. Svo. 36 pp. Plates and 
Illus. 1S93. Wm. Harris & Sons, 
Manchester. Out of print. 

Silk Dyeing, by G. H. Hurst. 
Small post Svo. 226 pp. 21 Illus. 
11 Plates of Coloured Patterns. 
1S92. Bell, 7s. 6d. 

Silk Throwing and Waste Silk 
Spinning, by H. Rayner. Demy 
Svo. 170 pp. 117 Illus. 1903. 
Scott, Greenwood, 5a. 

Sizing. 

Sizing and Mildew in Cotton 
Goods, by G. E. Davis and C. Drey- 
fus. Demy Svo. 2nd ed. 262 pp. 
10 Illus. 9 Plates. 1SS9. Simp- 
kin, lOs. 

Sizing Ingredients, Size Mixing 
and Sizing, by H. Monie, Jun., for 
the Textile Trades. 2nd ed. 64 
pp. Illus. A. Heywood, Man- 
chester, 2s. 6d. limp. 

Warp Sizing, by W. E. Webb. 
Demy Svo. 13S pp. Illus. J. 
Heywood, 5s. 

Sizing of Cotton Goods, by Wm. 
Thomson. Svo. 2nd ed. 25S pp. 
Plates and Illus. 1S79. John Hey- 
wood. Out of print. 

Soaps and Oils, Textile. 
Textile Soaps and Oixa \ ^icsc^ 

BOOK OIl^\ie>YT«^«t^^\Q\^,"^^«^'?Js3^'5S^. 
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and Aiikljaui of the iii»pg and Oils 
uaed in Textile Mauufauturing, Vyx- 
ing &nd Priotiug, by G. H. Uurnt, 
F.C,8. Cr. 8vo 195 pp. IKOl 
Scfitt, Green wiiod, 5h. 



Answers to Questhins Si 
Cotton Sjiinntng ExsiiiinittiouB, by 
It. Cunliffe. Cr. 8fo. 52 pp. ""■' 
A. HeywiMid, MaDohest«r, 2s, 

C'JMPLKTK GflPB T(» SeLF-A) 

Mules, by J. Clieethaiii. Cr Svo. 
6th ed. 70 pp. J. Heywcwd. la 6d 



Sue, ar 



i PUt«s. 



CoTTOS Spibking, by R. Marsden, 
fur Workmen and Studentu. Sm. 

C8vo. 6th ed. 361 pp. 101 
I. 1809. Bell, 6s. 6d. 

CoTTOH Spinning, by W. S. Tag- 
gart. 3 vols. Cr. 8vo. Vol. I. 
Proceasea up to end of Carding. 2nd 
ed. 196 pp. 98 lUus, 1902. 4a. 
Vol. n. To the end of Fly-fnimea. 
find ed. 207 pp. 86 Illua. 1901. 
■4s. Vol. ni. 436 pp. 217 IHub. 
1898. 10s. Maoraafan. 

CoTTOH Spimnino, for Students, 
by T. Tbornley. 3 toIh. Cr. Svo. 
1901. Vol. I. For First Year Stu- 
dentB. 160 pp. 84 IIliw. 3s. Vol. 
II. FiiT Intermediate Course, 180 

K70 Illus. 6h. Vol. III. 
nouTB Course. 216 pp. 74 Illua. 
5s. Scott, Greenwood. 

Cotton Spinmimb and We* vino, 
by H. E, WalmBley. Demy 8to. 
3rd ed. 402 pp. Illus. 189S. 
A. Heywood, Manclieater, 7b. 6d. 

Elbmbnxh of Cotton Spibmino, 
by J. Morris and F. WilkinEwn. 
Cr. Svo. :194 pp. 169 Illus. 1897. 
Longmans, 7h. 6d, 

Flai, Tow and Jutb Spinninq, 
by P. Sharp. Cr. 8vo. Srd ed. 
' ""«. J. P. Mathew & Co., Dundee, 



Handbook to Cotton 
w J. E. Holme, reviHed by T'. 
rhornley. Cr. Svo. 3rd ed. 232 
]p. Illua. 1901. J. Heywood, 3h. 
Humidity in Cotton Spimniko, 
jy Sir B. Dobson, revised by W. 
iiV. Midgley. Royal Svo, 2nd ed. 
145 pp. lUua. 1902. J. Hey- 

L wood, 3s. 6d. ,-.,.. 

^JfozBs OS Hand Spinniho, by ( 2a- fti- 



Annie Gamett. 
Dulau, 2b. ed. 

Practical Tbeausk on Mcij! 
Spinning, by T. Thomley. Cr. 8»o. 
648 pp. 146 Illua. 1899. J. Hey- 
wood, 6s. 6d. 

Some Difficulties in Cottos 
Spinning, by Sir B. Dobaoa. Cr. 
4to. Revised ed. 131 pp. Ulus. 
1903. J- Heywood, Zs. 6d. 

Sti-uknt's Assistant to Pbac- 
ncAi. .Cotton Spinning, by T. 
BryerH Cr. Svo A. Heywood, 
Manchester, 2b 6d 



620 pp 249muB J Heywood, 6a, 
Spinniso Woollen AND WoBsTBD 
(forStudenbt), byW. S. B. McLaren. 
Oonsell, 4s. 6d. 

Thboet and Pbacticb of Jutb 
Spinning, by W. L^gstt. Imp, Svo. 
300 pp 140 Scale Diagrams. 1902. 
Simiikin, 10«. 6d. 

Woollen Spinnibo, Text-book 
for Students, Practical Men, etc., 
by C. Vickermau. Cr. 8vo. 352 
pp. 67 HIus. 1894. Macmillao, 6s. 
YonBO Man's Absistant to Cot- 
ton Spiuning, by A Preatwick. Cr. 
Svo. 3rd ed. 168 pp, Elus. J. 
Heywood, 4s. 6d. 
(See also Cotton Manufacture, 

Woollens.) 
Weaving. 

Wkavbb, by G. R, 
Rymarcziok. J. M. Wade & Co., 
Boston, U.S.A., »1. 

Analysis and Rbproductios of 
Textile Fabrics, by Aldred R. 
Barker. Svo. 230 pp. Illus. 1894. 
Marsden & Co., Mancheater, 5s. 

Cotton Manufactvke, by John 
Lister. Svo. 222 pp. Illua. 1894. 
Lockwood, 7s. ad. 

Cotton Weaving, by R. Marsden, 
for Workmen and Students. Sm. 
post 8vo. 633 pp. 213 Illus. ISffi. 
Bell, 10a. (kt. 

Cotton Weaving ahu Dbsignino, 
by J. T. Taylor. Cr. 8vo. 3rd ed. 
'■'& pp. 371 Blus. 1898. Long- 

ans, 78. ad. 

Cotton Weaving Calculatiom, 
by J. Holmes. Hobuee, Burnley, 
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jACWUiRD MAOHrUB ASALYHBD 

and Eiplained, by E. A. Posselt, 
4to. 230 liluH. Baiol, Philsdel- 
phift, «3. 

Jacqparu Wbavisg and Design- 
isn, by F. T. Bell. Demy 8vo 303 
pp. 199Illiiii. 1S96. Longniaaa, 12a. 

ManuaI: of Weave CoNsTftrc- 
Tios, by L Kaataueti, trana. by S. , 
8- Dale. 101) pp. J. M.. Wade & 
Co., Boston, U.S.A., Sl.&O. 

MBfiHANiSM OP Wbaviho, by T. I 
W. Fox. Or. 8vo. 612 pp. 267 1 
Illu5. 1900. Macraillan, 78. 6d. | 

Power-loom Weaving and Yarn i 
Numbering, from German of A. ' 
Gruner. Cr. 8vo. 160 pp. 26 : 
Diagrams in Colours. 1900. Scott, I 
Greenwood, 7a. 6d. ' 

Pa ACTIO AL TbBATISE OS WeA¥IN(I 

and Designing of Textile Fabrics, 
by T. R. Aefienburst. Demy 8vo. 
5th ed. 402 pp. 380 lUus. 1893. , 
Simpkin, IBs. 6d. ! 

I^ACTICAL TftBATlSB ON THE CoN- 

STBUcnos of the Power-loom and 
Art of Weaving, by A. Brown. 7th 
Bd. nius. 1896. J. P. Mathew 
& Co., Dundee, 3^. 6d 

RbCBHI iMPBOVBHBSia IS 'rBXUtE I 

Machinery relating M Weaving, by 
E. A. Posselt. 4to. Part I. 184 
pp. 1898. 15s. Part II. 4to. 
1900 153. Low. 

Sputnino and Weaving Oaujula- 
TiONS, especially reUting to Wool- 
len'!, from German of N. Reiser. 
Demy 8vo. 170 pp 34 Illua. 
1904. Scott, Greenwood, IOa. 6d. 

Thbobt and Praohcb or Art os 
Weaving by Hand and Power, by , 
J. Wataon. Demy 8vo. 3td ed. 
482 pp. 58 Dlus. 1888. Simpkin, , 
8s. ! 

Thborv and Practice of the | 
Art of Weaving Linen nud Jute i 
Manufactures by Power Li>om, by i 
W. Leggatt. 12mo. 1893. W. 
Kidd, Dundee, 3s. I 

T^ORY AND Practice op Dauaek ] 
Weaving, from German of H. Kinzer I 
and K.Walter. Royal 8vo. 110 pp. i 
6 IIlus. 18 Platen. 1903. Scott, ' 
Greenwood, 8s. 6d. i 

Wbavinq CaloitIuhions, by C. P. 
"^ ka. Or. 8yo. 208 pp. 1899. 
I, 28.6d. 




Wbavino PaoBLBMa, for Students, 
by T. Oliver. 500 Problems. W. 
& J. Kennedy, Hawick, 2a. 

Woollens, Worsteds. 

Faults is the MANUFACTUaB of 
Woollen Goods and their Preven- 
tion, by N. Reiser ; trans, from 
German. Cr. 8vo. 170 pp. 63 
Illus. 1903. Scott, Greenwood, 5b. 

How TO Make a Woollen Mill 
Pay, by J. Mackie. Cr. 8vo. 76 
pp. 1904. Scott, Greenwood, 3h. 6d. 

M AST FACTORING pBOCBSSBB OF 

Wool and Worsted, by J. Lister. 
Cr. 8vo. 205 pp. Uius. A. Hey- 
wood, Manchester, 6s. 

PbAOTICAL TREATiaE ON THB 

Manufacture of WorstedN and 
Carded Yams, by C. Leroux, trans. 
from French. 8vo. 341 pp. Baird, 
Philadelphia, S6. 

Principlbb of Wool-Combino, by 
H. Priestman. Cr. 8vo. 284 pp. 
1904. Bell, 6s. 

Wool Oardbb's Vade Mbcum, 
by W. C. Bramwell. 12mo. 3rd ed. 
400 pp. Illua. Baird, Pbiladelphiaj 
S2.60, 

Woollen and Worsted Cloob. 
Manufaotura, for Workmen and 
Students, by R. Beaumont. Small 
post 8vi.. 3rd ed. 471 pp. 209 
niua. 1899. Bell, 7s. 6d. 
(See also Spinning and Weaving.). 



TIMBER. 
Carpentry and Joinery. See section 

13.J 

Dry Roi in Tiuber, by W. H. 

Bidlake- 8vo. 24 pp. 3 Plates, 
1889. Bfttstord, la. 6d, 

I'lMBEB AN[) SOHB Ot ItS. 

Diseaaes, by H. M. Ward. Cr. 8vo. 
296 pp. 45 Illus. 1897. Maomillan,. 
6a. 

TttEiTiaE ON THB OSIOIN, PRO- 
GRESS, Prevention and Cure of Dry 
Rot in Timber, by T. A. Britton. 
Cr. 8vo. 10 Plates. Spon, 7b. 6d. 
(Forestry. See A^nicuUuT«., wiiitvivv 



AmUB TlWBBB HunUKUL. 
AStlLO-PkKXCH rjlLnTTjTOIt FOB 

Titnlier Tnwie. i>eioy Sto. Rider, la 

CtUXLinm 'IK TtMBsa Heh- 
cB&sn' and Builders' Guide. I17 W. 
Kichnrdmn and C. Ganc- Ci 8tu. 
)0-2 pp 1800- Kellj^'s. Is. 6d. 

HowL'*'* Ueasitkeb, eiL by W. 
Rich&rdwn. OMijitg Svo. i3S pp. 
Wsnu;. 2«. 

LaKK'it Boos <>r Tableb asp 
t'seful Intiiniuition for Timber 
Trade. Thnbtr, U. 

HBSHtT&AZIOK or TiMBEK, fay p. 
J. Cortor. 1893. B. Quwitcfa, la- 

PACKOia-CA»B Tables, by W. 
RtcIurdsoD. ObloDg 4U). 3rd ed. 
Lockvood, 3»- 4id. 

Pkpoik'b Pbactical Measubbb, 
tor Wood MerehantB, Builders, Caj- 

Pinttm, etc. Fop. 8vo. Greaham 
uU Co., 7a. 6d. 

P(X;kbt Cawctlations wor the 
Uae of Timber Merchants, by W. 
Richardson. Cr.Svo. ItJOpp. 1880, 
Kelly'B, 4s. 

Phacth-'al Mbasubeb, by A. 
Peildie. Fcp. 8to. Blackie, Ts- 6d. 

Practical Tablhj vob the Re- 
titiuTioN of Pieces to Running Feet, 
by t. IveruH and J. A. K. Saren, 
4to. 52 pp. Rider, 4h. 

PslBOIPLKa AND PbACTICB OK 

Timber Measuring and Valuing, by 
T. Bright. Large cr. 8v(i. 153 pp, 
37 lUua. 1900. Land A<jeaf« lU- 

R AIL WAT RAtea Si as dab d 

Timber Measurer and Calculator, 
bj; E. A. P. Burt. Cr, 8vo. 320 pp. 
Rider, 4b, 

Hi, Pbsbsbburu Stahuard Cal- 
OULATOB, by W, D. Pool. Demy 8vo. 
RidL-r, ;)s. 6d. 

8TASDAnr> Stavb Mbahobkr and 
Oiiloiiktor, by B, A, P. Burl. Demy 
Svii. IBO pp. Rider, 4s, 

Tahlb of Cuuio Oontbmth for 
Me'iaiiruiLiunt of Tiuiber by 144 and 
1 lit nivismn. Demy 8vo, 202 pp, 
ItKhl, Kiiiipkiu, 3ts. ed, 

TlMltRK MHRCHANTAHuButLIIER's 

Viide Mouum, by G. Bonsfield. 6th 

ed. " " 46 Tables, Rider, 4a. 

' Saki tiSrt Builder's 



Caupanioa, hj W. Dowsing. Ct. 
»ro 4th ed. 1886. Lo^«(mn1.3b, 
Timbeb T&ad^ Mkasckeb asp 
C*leulstor, by M. B. CoUwartk. 
Koyai 16uio. McOorquodttle, 3s, 61 

Sawing and Working. 

AKBAKuRNesT, Cake .tjn> Opera- 
HOST o( Wood-working Factories 
and Hachinety, by J. Richards. 
Cr 8vo, 2nd ed 150 pp. B4 Illot 
1885. Spon.5s. 

Handbook of Sawuiu, ash 
Wood -converting Machinery, by H. 
P. Bale- Rider. 2s- 6d 

MOLIEKS WlXID - WOKKTSO Ma- 

CHISEBI, by J. S. Ransooie. Cr. 
8vo. 236 pp. 72 nius. 236 pp. 
Rider, 3s. 6d. 

Sawmill Work akd Practice, by 
W. J Blackmuir. Cr. 8vo. 166 
pp- 1904. W. Rider, 3a. 6d- 

SaWHILLB : TUBJB ARRASGeHBMT 

and 3[auagement, by M- P. Bale, 
Large cr. %va 2nd ed. 346 pp. 63 
IlliiB. 1896. Lockwood, IOh. Sd- 

TlMBEB SaWTHQ, MoCLDISO, ETC., 

by A. Maekintfleh. Timbrr, ]a 

WooD-woEKiNQ MiCHiKBEr ; Ik 
Rise, Progress and Construction, by 
M. P. Bale- Large cr. 8vo. 2nd 
ed, 434 pp. 50 Illus. 1894, Lock- 
wood, 98, 

Timber Trade. 

English Tim b be asd Its 
Economieal Conversion, by "Acorn," 
Or. 8vo 216 pp. 11KI3. Rider, 
3s. 6d. 

Manual of Isijiam Tiubeb, by 
J. 8. Gamble. Med. 8vo. 2nd ed. 
882 pp, lUua. 1902. Low, 18b. 

Sbippinr Masks os Deals, 
Battens, Boards, Timber, Joinery 
Exported from Sweden, Norway, 
Canada, U.S.A., etc., with English 
and French Clasaifications. Cr. 8vo. 
2nd ed. 181 pp. 1903. Rider, 6s. 

Soft Woods and Colonial Tim- 
hbrs, by P, A, Wella. Cr. »vo, 
1904. P- MarshaU, 6a- 

Telboraphic Code ?oe thb 
Timber Trade. 12mo. 136 pp. 
Rider, lOs 6d. 

Timber and Timber Tbrks, 
Native and Foreign, lij T. Loalett; 
revised by H. M. Ward. " 
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I od. 442 I)]). 34 Illus. 172 
Tables. 1894, Macuiillan, 8h. fid. 

TlMBBE ; CQilPBEHHMSIVB StUD 

■of Wood in all its Aspects (Ooni 
muroial Aud Botanical], trans. fTom 
French of P. Oliiirpentier. Royal 
8vo. 437 pp. 178 niuH. 1902. 
Sutitt, Greenwood, 128. 8d. 

Timber IsfpoaiBas', Timber Meb- 
{TSANTs' and Builders' Standard 
Guide, by R. E, Grandy. Or. 8vo. 
Xiookwood, 28. 

Tihbeb Trades Dirbctort ; 
Lists of Firms in British Isles, 
France, Germany, Bussin, U.S.A., 
N,Z., etc., Engaged in tbe Timber 
and Wood - consuming Trades. 
Demy 8yo. 416 pp. 1901. Rider, 
7s. 6d. 

Tbeeh op Commerce, by W. 
Stevenson. Or. 8vo. 2nd ed. 226 
pp. Rider, ;-ta. 6d. 

Wood : MiifUAL of ihe Natural 
History and Industrial Applications 
of the Timbers of Commerce, by G. 
S. Boulger. 369 pp. 82 Illus. 
1902. E. Arnold. 

Wood : Its Use ab a Consiruc- 
TivE Material, by W. Stevenson. 
Cr. 8vo. 340 pp. 60 Elus. 1894. 
Bataford, 4h. 6d. 

(Varnishes. See section 49.} 

t(Ventilatioii. See section 54.) 
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Amimai. Casibahok, by A. 
Liautord. Cr. 8vo. 9th ed. 178 
pp. 63 Plates. 1902. Bailli&re, 
7s. 6d. 

Elbmbsiary Lectures on Vbtbr- 
IBARY Science, by H. Thompson, 
Demy 8vo, 2nd ed, 397 pp, 1903. 
Bailli^re, 6s, 

MlMUAI, OF VeTKBWfiRY Hy- 

oiBNE, by F. Smith. 3nd ed. 93 
nius. BailUere, 10s, 6d. 

MiUOAi. OB Vbtbribary Physio- 
tooY, by F. Smith, A.V.D., 
F.R.C.V,S. 2nd ed. 120 Illus, 
Bailliere, 153. 

Test-book op Vbtbrinaby 
Obstetrics, by G. Fleming, C.B., 



LL.D,, F.RCV.S. Med.8vo, 2nd 
ed. 758 pp. 220 Illus. 1896. 
Bailli^re, 25s. 

TeXT-SOOK or VErEEUfARY 

Sihthalmology, by G. G, van 
ater, M,D. (U,S.A.), Demy Svo. 
157 pp. 71 lUus. 1897, Baillifere, 
16s. 

Veteuisarv Handbook (Puri- 
ton's). New ed. 1901. Offioiai 
Guide, Limited, Dublin, 28 6d. 

Veterinary Obstetrics, by W. 
H, Dalrymple, M.R.C.V.S. W. R. 
Jenkins, N.Y., «2,S0. 

Veterinary OBsTBiRica, by G. 
Fleming, F.RCV.S. 767pp. W. R. 
Jenkins, N,Y,, *6,25. 

Cattle, Sheep. 

Bo V 1MB OaSTETBICti, bv M. G. 

de Brain ; trans, by W. B, A. 
Wyman, M.D.V. Svo. 382 pp. 77 
Illus. W. R. Jenkins, N,T,, 85. 

Bdvine Prehoribbr, for Practi- 
tioners and Students, by A. and C. 
Gresswell, Cr. Svii. 2nd ed, 100 
pp. 1894. Bailli^re, 2s. 6d. 

Cattle Doctor, by G, Armatage, 
Demy 8vo. 7th ed. 928 pp. 359 
Illus. 1899, Warne, 21s, 

Cattle Tuberi'Ulosis, by T. M. 
Legge, M,A,, M,D., D.P.H, Large 
i;r.8vo. T&pp. 23TBbie8, Coloured 
Plate 1898. Bailliere, 2s. ed. 

CouuoN Ailments and Diseases 
of Farm Stock, by A, I, MacCallum. 
Cr. Svo, 56 pp. 1899. Livingstone, 
Edinburgh, Is. 6d, 

DlSBABES AND DISORDERS Of THE 

Ox, by G. Gresswell. Svo. Illus. 
W. R. Jenkias, N.Y,, *3,50. 

Diseases or Live Stock asd 
their Remedies, by B. E. MiUor, 
W. P. Haiwrd and others. Demy 
Svo 524 pp 107 UluB. 1893. 
Bailliere, 10a. 6d. 

Diseases or the Ox, by J. H. 
Stael, Large cr, 8vo, 5tlied. 520 
pp. 117 lUus. 2 Plates. 1895. 
Longmans, 15s. 

Diseases of the Sheep, by J. H. 
SteoL Lbi^ cr. Svo. 362 pp. 87 
Illus. and Plate, 10 Tables. 1893. 
iKingmauH, 12a, 

Farmer's Vbterinary Adviher, 
by J. Law. Ct. ft-sd, 'Wo. wV »aa. 
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Cattle, Sheep, c<fHtinH^. 

Practical Vetebisabt Advice 
for Stockowners, by A. H. Archer. 
Cr. 8vo. 2nd ed. 80 pp. 1901. 
Vinton, Is. 6d. 

Sheep Doctor, by G. Amiatage. 
Demy 8vo. 608 pp. 150 lUus. 
1895. Warae, lOs. 6d. 

Domestic Animals. 

Caxixe axd Feline Surgery, 
by F. T. G. Hobday. Demy 8vo. 
152 pp. 76 lUus. 1900. W. R. 
Jenkins, N.Y., S2. 

Comparative Akatomy of the = 
Domesticated Animals, by A. Chau- 
veau, trans, by G. Fleming. 8vo. 
585 lUus. W. R. Jenkins, N.Y., 
$5.75. 

Comparative Anatomy of the i 
Domesticated Animals, by J. M*Fad- ■ 
yean, M.B., CM., B.Sc. Part I. 
Osteology and Arthrology. Demy ' 
8vo. 206 pp. 151 Illus. Johnston, 
10s. 

Diseases of the Cat, by H. J. 
Woodroflfe. Cr. 8vo. 124 pp. 8 
Plates. 1901. Bailliere, 3s. 6d. 

Diseases of the Dog, by J. H. 
Steel. Large cr. 8vo. 286 pp. 86 
Illus. 1894. Longmans, 10s. 6d. 

Diseases of Dogs and Cats 
and Their Treatment, by a Veteri- 
nary Surgeon. Cr. 8vo. 200 pp. 
1893. Jiritish U7id Colonial Jhuyyist, 
Is. 

Diseases of the Dog and their 
Treatment, trans, from G. Muller. 
Med. 8vo. 420 pp. 93 Ulus. 1900. 
Bailliere, 21s. 

Dogs : Their Management and 
Treatment in Disease, by Ashmont. 
208 pp. Forest & Stream Pub. 
Co., N.Y., S2. 

Hydrophobia : Pasteur's Meth- 
ods, by R. Suzor. Cr. 8vo. 231 
pp. 1887. Chatto, 68. 

Indian Notes about Dogs : Their 
Diseases and Treatment, by Major 
C. Fcp. 8vo. 6th ed. Thacker, 
Ir. 8an. 

Treatise on the Parasites and 
Parasitic Diseases of Domesticated 
Animals, trans, from L. G. Neu- 
mann. Spr. royal 8vo. 800 pp. 
365 Illus. 1892. Bailliere, 26s. 



Horses. 

Anatomy of the Horse : Disbbo- 
tion Guide, by J. M'Fadyean,. 
M.B., B.Sc. DemySvo. 51 lUiis. 
48 Coloured Plates. W. & A. K. 
Johnston, 24s. 

Anatomy of the Horse, by G. 
Stubbs. Demy folio. Plates. 18 
Tables. Gibbings & Co., 42s. 

Clinical Diagnosis of Lam£1te8& 
in the Horse, by W. E. A. Wyman. 
8vo W. R. Jenkins, N.Y., S2.50. 

Common Colics of the Horse: 
Their Causes, Symptoms, Diagnosis. 
and Treatment, by H. C. Reeks. 
Cr. 8vo. 238 pp. 1902. Bailliere, 
5s. 

Diseases and Disorders of thr 
Horse, by A. and C. Gresswell. 86^ 
Illus. Bailliere, 3s. 6d. 

Diseases of the Horse akd How 
to Treat Them, by R. Chawner. 
12mo. Illus. H. T. Coates & Co., 
Philadelphia, $1 25. 

Equine Hospital Prf^scriber, 
for Practitioners and Students, by 
A. and C. Gresswell. Cr. 8vo. 3rd 
ed. 165 pp. 1898. BaiUiere, 2s. 6d. 
Exercises in Equine Surgery, 
trans from P. J. Cadiot, by A. W. 
Billing, D.V.M. (U.S.A.). 8vo b& 
Illus. 1897. BaiUiere, 12s. 6d. 

Foot of the Horse, by D. Ro- 
berge (U.S A.). Demy 8vo. 269 
pp. 65 Illus. 1894. Bailliere, 2l8. 
Guide to Examination of Horses 
for Soundness, for Students and 
Beginners, by J. Moore, F.R.C.V.S. 
Fcp 8vo. 22 pp. 1900. Thacker, 
Is. 6d. boards. 

Horse, Cattle and Sheep Doc- 
tor, by R. McClure, M.D. Demy 
8vo. 500 pp. 100 Illus. 1901. 
Henneberry Co , Chicago, $1.50. 

Horse Doctor, by G. Armatage. 
Demy 8vo. 5th ed. 850 pp. 330 
Illus. Wame, 2l8. 

Horse's Foot and its Disease, 
by A. Zundel, trans, by Dr. Liautard. 
12mo. Illus. W. R. Jenkins, N.Y., 
$2. 

Horses : In Accident and Dis- 
ease, by J. R. Cox, F.R.C.V.S. 
8vo. W. R Jenkins, N.Y., $1.50. 

Horses, Sound and Unsound, 
with Law relating to Sales and 
Warranty, by J. I. Lupton. Demy 
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Sto. 220 pp, 30 niua. 1899. 
Bulli&re, 2s. 6d. 

Llmrkess op HoKses asd Dis- 
BisES of the Locomotorj Appnratus, 
by A. LUutard. M.D.V.M. fU.S.A- . 
Cr. 8to. 313 pp. 1888. BaiUi&re, 
lOs. (id. 

MaXTAI. op the ThBOBT iSD 

Practice of Equine Medicine, by A. 
and C. Gresswell. Demy 8vo. 2nd 
ed, 774 pp. 1890. B&illiere, 10^. 
6d. 

OUILIS^ OP EqCISB ASATOJfY, 

by J. H. Steel. Cr. 8vo. 312 pp. 
Longman^ 7s. Sd. 

RoiBiaa i3f HoKse.4 : Its P.iiho- 
tiOOY and Treatment, by Prof. 
Cadiot. 78 pp. 18 Dlus- 1892- 
Sonnenschein, 2a. Bd. 

Veteeisabt Mabttai., for Horse 
Owners, by F. T. Barton. Cr. 8vo. 
o06 pp, 60 nius. 1901. R. A. 
Everett & Co., 10s. Sd. 

VETEaiSAsr Notes fob Hobsb 
Owners, by M. H. Hayes. Demy 
8vo. 6th ed. 8o2 pp, 267 Illus. 
1903. Hurst & Blaukett, 15s. 

''Horses. See also section 31. j 
Medicine. 

Clhticai. Vetebisaby Medjcikb 
and Surgery, by J. A. Cadiot. Royal 
8vo. IflOa Gay & Bird, 158. 

CosiPBifD OP Vktebisabt Mateeja 
Medica and Therapeutics, by A. C. 
Hasstock. 12ino. W. R. Jeakins, 
N.Y., S1.50. 

Masuai, of Vetebikaby Medi- 
CtSB and Surgery, by G. Courtenay. 
W. R. Jenkins, N.Y., 82.76. 

PaiNClPLKS AND PbACTICB OT 

Veterinary Medicine, by W. WD- 
liama. Demy 8vo. 8th ed. 864 
pp. 81 nius. 22 Plates. 1897. 
Bailli^re, 30a. 

Vetbriitaby Materia Medica 
and Therapeutics, by K. Winslow, 
B.A.S., M.D.V., MD. fU.S.A.j 
Royal 8vo. 756 pp. 1901. Bail- 
lifere, 21s. 

Veterhtaby Mebicibbs: Thbib 
Actions and Uses, by F. Dun. Demy 
8vo. 10th ed. 794 pp. 1901. D. 
Douglas, Edinburgh, los. 



I Veterisaby Phabmacopieia ASn 
■ Manual of Ciimparative Therapy, 
by G. C. GreaswelL Dumy 8vo, 
2nd ed. 472 pp 1903. Bailli&re, 
13s. tid. 

Surgery. 

CusiCAi. Vetebisaby Medicinb 
and Surgery, by J. A. Cadiot uid J. 
A. Dollar. Royal 8to. 1903. Gay 
& Bird, 13a. 

COUBSB IS SuEGlCiL OPBRATIO!^ 

for Veterinary Students and Prac- 
titioners, by W. Pfei&r and W. L. 
Williams. Cr.Svo. 42 Elus. 1900. 
Bailliere, as. 

FLEuraa'a Text-book op Opeba- 
DVE Veterinary Surgery. VoL I., 
ed by J. Macqueen. Royal 8vo. 
2Qd ed. 304 pp. 343 EIuh. 1903. 
BailliCre, 10s. 

Masfal op Opebauve Veteri- 
SABT Surgery, by A. Liautard, 
M.D.V.M. (U.S.A.). 786 pp. 563 
Dlua. Bailliere, 30s. 

MOllbb's OpKKAinvB Veterisakt 
Surgery, trans, from 1894 ed., by J. 
A. W. Dollar. Royal 8vo. 142 
Dlua. D. Douglas, Ediubut^h, 21s. 

PaACTicB OP Vbtbbinaby Mesi- 
ciSE and Surgery, by E. Courteoay. 
Cr. 8yo. 590 pp. 1894. Bailliere, 
10s, 6d. 

Pbapticb of Vbterinaky Sur- 
OBEY. Vol. 1. Operative Technique, 
by J. A. W. Dollar. Royal 8vo. 
282 pp. 272 Illus. 1902. D. 
Dougbs, Edinburgh, 12s. Sd. 

PBiNciPtEa ABB Practice op 
Veterinary Surgery, by W. Williams. 
Demy8vo. lObh ed. 760 pp 145 
lUiw. 9 Plates. 1903. BailUJre, 
30s. 

STBASOBw.t^'sVBTBBiNAaY Anat- 
omy, revised and ed. by J. Vaughan. 
6th ed. 630 pp. 1904. Simpkin, 
24s. 

Text-book op Operative 
Veterinary Surgery, by G. Fleming, 
C.B., LL.D. Part I. 295 Ulna. 
lOs. 6d. Part II. Royal 8vo. 726 
pp. Illus. 1902. 12a. fill. Bailliere. 

Vbxbbibaey Dental Sueoery, 
by T. D. Hinebauch, 12mo. W. R. 
Jenkins, N.Y., S2. 



WATCHES, CLOCKS. 

Clock Jobbbb's Hamuy Book, by 
P. N. Haaluck. Ct. 8yo. 1&9 pp. 
105 Ulus. 1889. Lockwood, Is. 

Clocks, Watches ash Dellb: 
Elementary, by Sir E. Beokutt. Cr. 
Svo. 7tb ed. Lookwood, be. Hd. 

Kelly's Dibbctorv of the 
"Wdtoh and Clock Trades of British 
Isles. TtL ed. ZOs. 

MOUERS HOROLOOY IS THEORY 

and Practice, trana. from French of 
0. Saunier. Super royal 8vo. 2nd 
ed. 78 Illus. 22 Coloured Plates, 
Ijookwood, 428. 

BuniMBNTARY Tbbatwb on 
Clooks, WatcheB, and Bells, for 
Public Purposes, by E. Beckett 
(I^rd Grimthorpe), Cr. 8vo. 7th 
ed. 420 pp 1903. Lockwood, 
4b. 6d. 

Spkimoihq AHii Adjustimg of 
Watches, by F. J. Britten. 12mo. 
162 pp. 76mu8. 1898. Spon, 3b. 
Treatise on Watchwob.k, Pabi 
and PrBiSent, by H. L- Nelthi'opp, 
M.A. Cr. 8vo. 310 pp. Ulus- 1873. 
Spon, 68. M. 

Waxi-h Adjuhteb's Mabual, by 
C. B. FrillB. 8vo. 370 pp. Dlua- 
Lookwood, 16b. 

Watch ami> Clockmaker'h Hand- 
book, Dictionary and Guide, by F. 
J. Britten. Cr. 8vo, lOth ed. 4»2 



la. 

Watchmaker's Handbook, trans, 
from French of 0. Saunter by J. 
Tripplin and C. Rigg, M.A. Cr. 
8vo. 3rd ed. Lockwood, Os. 

Watch RBPiiRiJfQ, Clbabiho, 
Adjusting, by F. J. Garrard. Cr. 
8vo. 224 pp. 1903. Lockwood, 



SimDuls. 

How TO BuiLU Son Dials, by 
H. 8. Spachman. 8to. Corastock, 
N.Y., »1.50. 
I Jewellery, etc. See sectioa 37 . ) 



Examination, AnalTsis. 

AcnoK OF Waxbb OS LuS: 
Causa and Prevention, by J. H- 
Garrett, M.D. Cr. 8vo. 116 pp. 
1891. Lewis, 4tj. 6d. 

KxAMiHATioa OF Watbb : 

Chemical and Bacteriological, bj 
W. P. Mason (U.S.A.). Cr. 8to. 
Chapman, 5s. 6d. 

EXAWSAiioN OF Watbb w» 
Sanitary and Technioal PurpooeB, 
by H. Lefflnann and W. Beam 
(U.S.A.). Cr. 8to. 2nd ed. li& 
pp. 1899. Kogan Paul, 6b. 

Examination oc Waters anu 
Wftt«r Supplies, by J. C. Thresh. 
Royal 8vo. 460 pp. 1904. Churchill, 
14s. 

GotDB to the MiOBoaCOPICAL 

Examination of Drinking Water, by 
J. D. Macdonald, M.D. 8yo. 2nd 
ed. 26 Plat««. 1883. Churchill, 
7s, 6d. 

ISDPSiBiAL Uhbb of Watbb, 
from French of H. de la Com. 
Royal 8vo. 136 Illus, 1903. Scott, 
Greenwood, 10a. Od. 

INTEOITOCTIOS to BlACTBBlO- 

LOOICAL Examination of Water, by 
W. H. Horrocks,M.B., B.So. 8to. 
320 pp. 5 Plates. 1901. Churchill^ 
10s. 6d. 

MiCRO-OBOANiaMB IN Wateb : 
Identification and Removal, by P. 
Frankland. Demy 8to. 632 pp. 
Illus. 2 Plates. Diagrams. 1894. 
Longmans, 16s. 

Microscopical Examination op 
Potable Water, by G. W. Rattor 
(U.S.A.). 16rao. 180pp. Spon, 28. 

Microscopy ot Drinking Water, 
by G. C. Whipple (U S.A,). 8vo. 
Illus. 19Plttt«B. 1899. Chapman, 
15b. 

Papers on Lkao Poisoning ash 
Water Supplies, with Dii^rams and. 
Maps. 1903. Byre & Spottiawoode, 
8s- 10.1. 

Practical Hints on the Amah- 
sis of Water and Sewage, by S. Bai- 
wise, M.D., D.P.H. Med. 8vo. 5& 
pp. 21 lUuH. 1899. Rahman, 
\^a, 64. 
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Simple Method of Water Analy- 
.St, 

_ _,_. 50 

pp. IWB. Churchill, Sa. 6d. 

Water Analtbis, by J. A. Wnnk- 
lyn and E, T. Chapman. Cr. 8vo, 
8th ed. Eegan. Paul, 58. 

Water AsALrsia fOR Sa: 
PurpoaeH, by B. Frnnklnnd, 
8vo. 2nd ed. 133 pp. lOHu. 
Gumey & Jackson, os. 

Water awi) Pubuc Health, by 
J. H, Fuertea fU.S.A.>. 12mo. 
1897. Chapman, 63. 6d. 

Filtration, Porification. 

FtLTRATION or PUBLIC WaTBB 

Supply, by A. Hazen (U.S.A.). 
Demy 8vo. 197 pp. 1899. Chap- 
man, 12s, ttd. 

"^ Modern System of Water Puri- 
lAHios, by W. G. Atkina. 8vo. 
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^ PuBlFIGATIOir AND STERILISATION 

oi Water, Four Lectures, by S. 
Rideal, D.Sc. Demy 8vo. 1902. 
Society of Arta, la. paper. 

PuBincAiroH or Public Water 
SuppUes, by J. W. HQl, Demy 
8to. 304 pp. 32 niuB. 1898. 
Van Nostrand, N.Y., 10s. t>d. 

Report on the Filtration of 
River Waters for Supply of Citiea. 
4to. 30 Plates. Van Nostrand, 
N.Y., «r.50. 

Water abd its Purification, by 
S. RidHai, D.Sc. Cr. Bvo. 2nd ed. 
362 pp. ia02. Lookwood, 9a. 

Water Filxeuxion Works, by J. 
H. Fuertea (U.S.A-)- Cr. 8vo. 283 
pp. 45 Ulua. 19 Plates. ISWl. 
ChMiman, 10s. 6d. 

Water Softenlnq and Purifica- 
tion: Softening and Classification 
of Hard and Dirty Waters, by H. 
-CoUet Cr. 8to. 168 pp. 12 Illua. 



a Supply. 

r Haniibook OS Pox- 
! Water, by F. Davis, M.Sc, 
". (D.8.A.]. Cr. 8vo. Gay 




T Water Ekoinbeb- 
. 8. Gould. Med. 8to. 
Engimerinij Nnos, N,Y., 



ESLAMINATION OF WaIBR EOB 

Sanitary and Teelinioal PmrioBea, by 
n. Liitfman, M.D., and W. Beam, 

M.A. (U.S.A.). Or, 8v(). Spon, 6a. 

EXFBRlUENTtt ON THE CARRYING 

Capacity of Large Riveted Metal 
Conduib4, up to Six Feet per Second 
of Velocity of Fbw, hy 0. Hernchel 
(U.S.A.). Med. 8vo. 122 pp. 
niuB. 1897. Chapman, 8b. lid. 

Flow of Water in Open Chan- 
HLH. Pipes, Sewers, Conduits, etc., 
hy P. J. Flynn. I8mo, 118 pi 
" jon, 28. 

Indian Storage REaERvois, 
with Earthen Dams, by W. 1 
Strange, 8vo. 1904, Spon, 21a. 

Law of Waxbb, Gas and Elbc. 

,10 Lighting, for Oonsuniers, by 
R. Duckworth, 12ino. 102 pp. 
ItfOO. B. Wilson, la. 8d. limp, 

London Water Suppit : A Be- 

;08PBCT and a Survey, by R, 
Sisley. Demy 4to. 192 pp. Mapfl 
and Plana. 1899. Scientific Press, 
Ltd., 21s. 

jtes oh Water Supply r Rb- 
FBBHNCES, Tfthlas, Notes, etc., re- 
lating to Waterworks Engineering, 
by J. T. Rodda, 4to. 140 pp. 
'^^8. W. King, 5a. 

Notes on Water Sdppiy is New 
Countries, by T, W. Stone. 12mo. 
42 pp. 18 Plates. 1888. Spon, Ss. 

Practical Treatise on Hydratj. 
Lie and Water Supply Engineering, 
by J. T, Fanning, Demy 8to. 15tb 
ed, 644 pp, 1902. Van Nostraod, 
N.Y,, 86. 

Public Water Suppubh : Rb- 
QUIRBMBNTH, Rasouroes and Con- 
struction of Works, by F, E. 
Turnesurre and H. L. Russell 
,U.8,A,), DemySvo. r46pp, 231 
Illus, 1901. Chapman, 21e. 

Royal Commibbiob on Water 
Supply within Limits of Metropoli- 
tan Water Companies. 1901, Eyre 
& Spottiawoode, 2tia, 

Rural Water Supply, by A. 
Greenwell and W. T. Curry. Cr. 
8to. 2nded. 220 pp. IUub. 1898. 
Lookwood, 5s, 

Tablb8 for Calculatino Dra- 
CHARGB of Water in Pipes for Water 
and Power Supplies, by A, E. SUk, 
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Water Sapply, mnlinu^l. 

TueuBV or Watbk Findixo bt 
the IMvining Rod. by B. Tomnkins. 
Svo. 2Dd dd. niua. Spon, 2h. 6d. 

Tbutisk on Watbb Si-'pflt, 
DraitiAge nnd Sanitary ^giplinnuea 
of K«stdunce«, by F. Colyer. 12mii, 
92 jHi. 1881). SpoD, 6«. 

WlTBR ASm WilKR SVPPLIBH. by 

J. C. Thresh, D.Sc. M.D., D.P.H. 
Cr. 8vo. 3r.i ed. 327 pp. 23 
IlluH. lUOl. Rebman, Tb. M. 

Watbu EIhoibebbinu, by C. Slagg. 
Cr. 8v(i. 2nd ed. 309 pp. &8 
nius. 18M. Lockwnod, 7h. 6d. 

Water Supply : Studbnt'b 
Handliook en Conditions Governing 
Selection of Souroes and Distribu- 
tion of Water, by R. E. Bliddluton. 
RoyrJ Sro. ITS pp. 1003. Uriffin, 
8b. fid. 

Watbb Sitplt, by J. H. B. 
Browne. Cr. 8to. 104 pp. 1880. 
Macmilkn, 2b. 6d. 

Wateb Svtply, by W. P. Maaou 
(U.S.A.). 8vo. 3rd ed. 418 pp. 
40 DluB. 22 Plate-t. 1902. Chai.- 
man, 21h. 

Water Supply E.nuikebbiso, by 
A. P. Folwell. 8vo. 2nd ed. &7tl pp. 
Dlus. 1903. Wiley, N.Y., U. 

Water Supply : Handbook for 
General Use, by J. Parry. Cr. 8to. 
niuB. Spon, 38. 6d. 

Water Supply and Sewbraub op 
Country Mansions and Estates : 
Lectureti, by E. Bailey-Denton. Cr. 
8vo. 7e pp. 1901. Spon, 29. 6d. 

Water Svfplt op Cihes akd 
Towna, by W. Humber. Imp. 4to. 
400 pp, 260 lUus. 52 Plates, 
Lockwood, £6 63. 

Watbb Supply op Towns ami 
the Contitruction of Waterworka, 
for Engineers and Students, by W. 
K. BurWn. Super royal 8vo. 2nd 
ad. 334 pp. 265 lUus. 43 Plates. 
1808. Lockwood, 26s. 

Water Waste Prbybstioit, by 
H.C.Meyer. Large 8vo. Enrjii 
ing Ki'cord, N.Y., 81. 

Well-sorino por Water, Brine 
4tnd Oil, by C. Isler. Royal 8vo. 



195 pp. 150 Ulus. 1902. Spun, 
lOs. 
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